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ARMY  SERVICE  FORCES  CATALOG 


MEDICAL  SUPPLY  CATALOG 


INTRODUCTION 


This  section  supersedes  the  Introduction  to  Med¬ 
ical  Department  Supply  Catalog,  1  June  1943. 


HEADQUARTERS,  ARMY  SERVICE  FORCES 


1  MARCH  1944 


Headquarters,  Army  Service  Forces, 

Washington  25,  D.  C.  1  March  19UU. 

Army  Service  Forces  Medical  Supply  Catalog  MED  1,  Introduction, 
has  been  prepared  under  the  supervision  of  The  Surgeon  General  and  is 
published  for  the  information  and  guidance  of  all  concerned. 

[CSPX  400.152  (1  March  1944).] 

By  command  of  Lieutenant  General  SOMERVELL : 

W.  D.  Styer, 

Major  General,  General  Staff  Corps, 

Chief  of  Staff. 


OFFICIAL: 

J.  A.  Ulio, 

Major  General, 

The  Adjutant  General. 


DISTRIBUTION: 

As  prescribed  in  par.  9 a,  FM  21-6,  except  as  follows:  ROTC  (0),  Gen 
and  Sp  Serv  Schools  (1),  Med  Dept  Concentration  Centers  (2),  Med 
Procurement  Dist  (50),  PE  (20)  ;  D  (3)  except  Numbered  Gen  Hosp 
(25),  Named  Gen  Hosp  (50),  Hosp  Centers  (3)  ;  B  (2)  except  Aux  Sur¬ 
gical  Gp  (1),  Gen  Dispensary  (4),  Med  Examing  Unit  Avn  (2),  Med 
Depots  (50),  Med  Sect,  ASF  Depots  (50),  Hosp  Train  (1),  Med  Lab, 
Army  or  CZ  (2),  Gen  Med  Lab  (4)  ;  R  8  (1)  except  Sta  Hosp  750-bed 
or  over  (20),  Sta  Hosp  500  to  750-bed  (15),  Sta  Hosp  250  to  500-bed  (6), 
Sta  Hosp  100  to  250-bed  (3) ,  Sta  Hosp  25  to  100-bed  (2)  ;  Field  Hosp  (6) , 
Convalescent  Hosp  (10),  Convalescent  Camp  (6),  Rest  Camp  (6),  Porta¬ 
ble  Surgical  Hosp  (1),  Vet  Sta  Hosp  (2),  Vet  Evac  Hosp  (2),  Vet  Gen 
Hosp  (2),  Vet  Convalescent  Hosp  (2),  Air  Depot  Gp  (1),  Serv  Gp  (1), 
Med  Dispensary  Avn  (1),  Tactical  Gp  (1),  Evac  Hosp  (2),  Evac  Hosp, 
Semi-Mobile  (2)  ;  Bn  8  (5)  ;  C  8  (1)  except  Med  Depot  Co  (10)  ;  Army 
Transports  (1),  Ambulance  Ships  (2),  Serv  Comd  Lab  (2),  Med  Dept 
Serv  Org  (1),  Industrial  Dispensary  (2),  RC  (1),  Med  Repl  Trng  Cen¬ 
ters  (10),  Repl  Trng  Centers  (1),  Med  Techn  Schools  (4),  Holding  and 
Reconsignment  Points  (2),  Hq  Armd  Center  (2),  U.  S.  Atlantic  Fleet 
AGF  (Force  Hq  Sec  (Army) )  (2) ,  Tng  Centers  (2) ,  Hq  TD  Center  (2) , 
Hq  AB  Center  (2),  Hq  AA  Comd  (2),  O  Candidate  Schools  (4),  Repl 
and  School  Comd  (2)  ;  School  of  Avn  Medicine  (2)  ;  AAF  School  of  Air 
Evacuation  (3)  ;  AAF  Tactical  Center  (3)  ;  AAF  Med  Field  Serv  School 
(10).  (For  explanation  of  symbols  see  FM  21-6.) 


INTRODUCTION 


1.  GENERAL 

The  Army  Service  Forces  Medical  Supply  Cat¬ 
alog  lists  the  items  that  are  stored  and  issued 
by  the  Medical  Department.  It  establishes  the 
official  item  designation  for  use  in  the  prepara¬ 
tion  of  requisitions,  records,  reports  and  corre¬ 
spondence  concerning  medical  supplies. 

2.  SECTIONS  OF  THE  MEDICAL  SUPPLY  CATALOG 

a.  Med  1 — Introduction. — This  is  an  explana¬ 
tion  of  all  sections  of  the  Medical  Supply  Catalog, 
including  the  sections  published  as  separate  pam¬ 
phlets  as  well  as  those  included  in  this  volume. 

b.  Med  2 — Index. — The  Index  to  the  Medical 
Supply  Catalog  is  a  directory  of  the  publications 
comprising  the  entire  Medical  Supply  Catalog 
system. 

c.  Med  3 — List  of  Items  for  Troops,  Posts, 
Camps  and  Stations. — This  section  supersedes 
the  Classes  1  to  9  inclusive,  supplements  thereto, 
and  the  Index  of  the  former  Medical  Department 
Supply  Catalog.  For  further  information  consult 
paragraph  1  of  MED  3. 

d.  Med  4 — Allowances  of  Expendable  Sup¬ 
plies. — This  section  is  published  as  a  separate 
pamphlet  and  supersedes  War  Department  Cir¬ 
cular  No.  26,  Office  of  The  Surgeon  General.  It 
prescribes  the  basic  allowances  of  expendable 
medical  supplies  not  otherwise  authorized  and 
supplements  Tables  of  Equipment  and  Tables  of 
Allowances  for  all  arms  and  services. 

e.  Med  5 — Stock  List  of  All  Items. — No  publi¬ 
cation  under  this  number  is  contemplated,  as  the 
information  is  contained  in  MED  3. 

f.  Med  6 — Sets. — Small  Assemblies,  Kits  and 
Chests.  This  section  supersedes  the  Appendix  of 
the  former  Medical  Department  Supply  Catalog, 
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and  lists  component  items  of  sets,  kits,  etc.,  is¬ 
sued  by  the  Medical  Department.  Blank  forms 
previously  listed  in  the  appendix  are  no  longer 
included  in  this  section.  They  are  now  listed  in 
Section  VIII,  War  Department  Pamphlet  No. 
12-3,  dated  24  March  1944,  entitled,  “List  of 
Forms  Stocked  by  Adjutant  General  Depots,” 
and  will  be  requisitioned  as  required  from  The 
Adjutant  General  in  accordance  with  paragraphs 
3  and  4,  APv  310-200. 

g.  Med  7 — Organizational  and  Higher  Echelon 
Spare  Parts. — This  section  is  a  series  of  pam¬ 
phlets  listing  spare  parts,  replacement  parts,  spe¬ 
cial  tools,  accessories,  etc.,  requiring  frequent 
replacement.  These  parts  are  furnished  with  or 
are  available  on  requisition  for  certain  major 
items  of  equipment  as  authorized  for  each  eche¬ 
lon  of  maintenance. 

h.  Med  8 — Higher  Echelon  Spare  Parts. — No 
publication  is  contemplated  under  this  number, 
as  this  information  has  been  included  in  MED  7. 

i.  Med  9 — List  of  All  Parts. — This  section  will 
consist  of  a  series  of  pamphlets  listing  all  com¬ 
ponent  parts  of  selected  Medical  Department 
items.  Each  pamphlet  will  list  all  the  parts  neces¬ 
sary  for  the  assemblage  and  maintenance  of  a 
major  item,  and  will  also  indicate  the  authorized 
allowances  of  spare  parts,  tools,  accessories,  sup¬ 
plies,  etc.,  to  be  issued  with  or  for  the  item. 
Illustrations  will  be  shown  to  identify  the  parts 
and  indicate  their  relation  to  the  complete  as¬ 
sembly.* * 

j.  Med  10 — Medical  Department  Equipment 
Lists. — The  pamphlets  in  this  series  list  the 
equipment  of  hospitals  and  other  medical  units. 
Because  of  the  many  items  involved,  it  is  not 
feasible  to  designate  the  component  items  in 


*  In  preparation;  initial'di.stribution  will  be  made  upon  completion. 
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Tables  of  Equipment  or  other  publications. 
Equipment  lists  for  medical  units  of  similar  func¬ 
tion  will  be  bound  in  one  set,  a  separate  set  being 
published  for  each  such  group  of  units. 


3.  DISTRIBUTION  OF  THE  MEDICAL  SUPPLY 
CATALOG 

The  initial  distribution  of  Catalogs  and  Cata¬ 
log  Changes  to  using  units  and  installations  will 
be  automatic,  in  accordance  with  The  Adjutant 
General’s  standard  procedure.  Additional  copies 
of  the  Catalog  and  its  components  will  be  requisi¬ 
tioned  as  required  from  The  Adjutant  General 
in  accordance  with  paragraphs  3  and  4,  AR  310- 
200,  and  not,  as  in  the  past,  from  the  St.  Louis 
Medical  Depot.  For  information  concerning  the 
distribution  of  the  MED  10  series  see  MED  10-1, 
Instructions  for  Use  of  Equipment  Lists,  which 
will  be  issued  automatically  to  all  units  entitled 
to  any  pamphlet  in  the  MED  10  series. 


4.  NONSTANDARD  ITEMS 

The  addition  of  many  new  standard  items  to 
the  Medical  Supply  Catalog  has  decreased  the 
necessity  for  the  use  of  nonstandard  items.  The 
items  now  listed  include  those  generally  recog¬ 
nized  as  essential  to  medical  practice  and  re¬ 
course  to  nonstandard  items  will  rarely  be 
necessary.  Medical  officers  may  find  that,  a  com¬ 
pound  which  they  .  frequently  prescribed  in 
civilian  practice  is  not  included  in  the  Catalog. 
However,  items  have  been  included  which  serve 
the  same  purpose.  Standard  or  nonstandard  sup¬ 
plies  required  in  emergency  to  save  life  or  pre¬ 
vent  suffering  may  be  procured  and  vouchered 
to  distribution  depots  under  the  provisions  of 
AR  40-1705.  Requisition-editing  offices  have 
been  instructed  to  disapprove  all  requests  for 
nonstandard  items  other  than  repair  parts  unless 
an  exceptional  need  has  been  shown.  Question¬ 
able  cases  will  be  referred  to  The  Surgeon 
General,  Attention :  Distribution  and  Require¬ 
ments  Division,  Supply  Service,  for  decision. 


ABBREVIATIONS  USED  IN  THE  MEDICAL  SUPPLY  CATALOG 


ABBREVIATION 


WORD  OR  PHRASE  ABBREVIATION 


WORD  OR  PHRASE 


—  A  — 

AC  .  Alternating  Current 

ACMI  .  American  Cystoscope  Makers  Inc 

ACS  .  American  Chemical  Society 

AMC  .  Army  Medical  Center 

AMS  .  Army  Medical  School 

amp . ampere  (s) 

A.P.H.A . American  Public  Health  Association 

AR  .  Army  Regulation  (s) 

As  req’d  . As  required 


—  D  — 

d .  penny 

DC  .  Direct  Current 

diam .  diameter 

dil .  dilute 

dwt .  pennyweight 

—  E  — 

EENT  .  eye,  ear,  nose  and  throat 

ENT  .  ear,  nose  and  throat 


—  B  — 

B&S  . .  Brown  and  Sharpe 

BIS  .  Blue  Island  Specialty  Company 

bp .  boiling  point 


B.T.U . British  Thermal  Unit 


—  C  — 

C .  Centigrade 

cc . cubic  centimeter  (s) 

cm .  centimeter (s) 

Co .  Company 

con .  concentrated 

cu.  ft . cubic  feet 

CWS  .  Chemical  Warfare  Service 

CZ  .  Communications  Zone 


—  F  — 


F .  Fahrenheit 

FM  .  Field  Manual 

Fr .  French  Scale 

ft .  foot 

—  G  — 

gal .  gallon 

Gm .  gram(s) 

gr .  grain  (s) 

—  H  — 

Hypo  .  hypodermic 

—  L  — 

lb .  pound 

LS .  Limited  Standard 
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ABBREVIATION 

WORD  OR  PHRASE 

ABBREVIATION 

WORD  OR  PHRASE 

—  M  — 

—  R  — 

M  . 

model 

rpm . 

revolutions  per  minute 

M-l  . 

model  1  (first  accepted) 

M-  (date)  . . . . 

model — (date) 

ma . 

milliampere  (s) 

MC  . 

Medical  Corps 

S  . 

Standard 

MD  . 

Medical  Department 

SvC  . 

Service  Command 

mg . 

milligram  (s) 

SGO  . 

(The)  Surgeon  General’s  Office 

mm . 

millimeter  (s) 

SigC  . 

Signal  Corps 

mp . 

melting  point 

ss  . 

Substitute  Standard 

ssw . 

S.  S.  White  Co. 

—  N  — 

NF  . 

National  Formulary 

—  T  — 

NNR . 

New  and  Nonofficial  Remedies 

T/E  . 

Tables  of  Equipment 

No . 

Number 

TM  . 

Technical  Manual 

N.P.N . 

nonprotein  nitrogen 

T/0 . 

Tables  of  Organization 

T/O&E  . 

Tables  of  Organization  and  Equipment 

—  0  — 

T  of  Opns  . . . . 

Theater  of  Operations 

od  . 

olive  drab 

OQMG  . 

Office  of  The  Quartermaster  General 

—  U  — 

OSG  . 

Office  of  The  Surgeon  General 

USP  . 

United  States  Pharmacopoeia 

oz . 

ounce (s) 

—  W  — 

—  P  — 

WD . 

War  Department 

par . 

paragraph 

PH . 

hydrogen  ion  concentration 

—  X  — 

Pkg . 

PSP  . 

package 

phenolsulphonphthalein  test 

X  (in  “Nomenclature  and  Description”  column) 

Pt . 

pint 

Y 

—  Q  — 

yd . 

yard 

QM  . 

Quartermaster 

qs . 

quantity  sufficient 

—  L  — 

qt . 

quart 

ZI  . 

Zone  of  Interior 

Any  errors  in  the  Medical  Supply  Catalog  should  be  promptly  reported  to  The  Surgeon  General. 
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PREPARATION  OF  PROPERTY  ISSUE  SLIP 

(EXPENDABLE  PROPERTY) 


PROPERTY  ISSUE  SLIP 


MIDI  CAL  SUPPLY  OTIC  IE 


WAKD  6,  STATIC*  HOSPITAL,  FOHT  BEAOG,  N.C. 

— -V - — “ — 


TYPK  OK  1  •  S  l 

K 

IMTI  VL 

.u  ► 

3', 

X 

1001000  Acacia,  1  Lb  t 

1002500  Acetic  Anhydride,  \  Lb» 

3001800  Applicator,  Ear: 

7009005  Bed  Shoe,  1  l/32-Inch  Outside 


Bot. 

Bot. 


Try1  > 


6 

1 

23 


6 

1 

23 


6 

1 

23 


Property  Issue  Slip,  W.  D.  AGO  Form  446,  will  be  prepared  in  this  manner  by 
using  units  when  requisitioning  expendable  Medical  Department  items.  For 
further  information  on  the  preparation  and  use  of  this  form,  see  Army  Service 
Forces  Manual  M403,  “Station  Supply  Procedure”;  and  W.  D.  Circular  No.  170, 
“Simplified  Property  Accounting  Procedure”  of  24  July  1943  as  amended  by 
W.  D.  Circular  No.  39,  29  January  1944. 


PREPARATION  OF  PROPERTY  ISSUE  SLIP 


(NON-EXPENDABLE  PROPERTY) 


Property  Issue  Slip,  W.  D.  AGO  Form  446,  will  be  prepared  in  this  manner  by 
using  units  when  requisitioning  nonexpendable  Medical  Department  items.  For 
further  information  on  the  preparation  and  use  of  this  form,  see  Army  Service 
Forces  Manual  M403,  “Station  Supply  Procedure”;  and  W.  D.  Circular  No.  170, 
“Simplified  Property  Accounting  Procedure”  of  24  July  1943,  as  amended  by 
W.  D.  Circular  No.  39,  29  January  1944. 


REQUISITION  ON  A  DEPOT  FOR  STOCK 


WAR  DEPARTMENT 


V.D. .AGO  Fora  No.  441  REQUISITION 

«  August  1MJKEDICAL  supply  officer 

To:  SATAMAH  MTOICAT,  TW.pnT,  KAV1WHAH  flEOUftTA .  No.  of  Sheets  . 9 .  Sheet  No.  ....1... 


Requisition  No.  31-001-D12-44  Date  27  FEBRUARY  1944  .  Period  MARCH 

SHIP  TO  MEDICAL  SUPPLY  OFFICER  -PORT  BRAGO,  NORTH  CAROLINA 


INDICATE  OROAN IZAT ION 
AND  ADDRESS  OF  SUPPLY  OFFICER  SIONINO  REQUISITION  IF 
DIFFERENT  FROM  "SHIP  TO*  ADDRESS: 


FOR  THE  COMMAND INO 
OFFICER: 


u  ,  n  SUPPLrOFFICER  W 


NOMKRCLATUAR 


SAXOA 


1001000 

1002500 

3000800 

3001500 

3001800 

5009500 

7009005 


Acacia,  1  15: 

Bottle 

Acetic  Anhydride,  l/4  lb: 

Bottle 

Adenotone,  Size  1:  Each 

Anascope:  Each 

Applicator,  Ear:  Each 

Arbor,  Emery,  For  Handpiece: 

Set 

Bed  Shoe,  1  1/38-Inch  Outside 
Diameter  (Stem)  Each 
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W  D  ,  A.G.O.  FORM  NO.  445  6  AUGUST  1943 


0.,  A  G  O  FORM  NO.  445  6  AUGUST  1943 


D  A  G  O  FORM  NO  445  6  AUGUST  1943 


D  ,  A  G  O  FORM  NO.  445  6  AUGUST  1943 


Requisition,  W.  D.  AGO  Form  445,  will  be  prepared  in  the  manner  illustrated 
above  by  the  Post  Medical  Supply  Officer  or  his  authorized  representative.  For 
further  information  on  preparation  of  requisitions,  see  Army  Service  Forces 
Manual  M403,  “Station  Supply  Procedure”;  and  W.  D.  Circular  No.  170,  “Simpli¬ 
fied  Property  Accounting  Procedure”  of  24  July  1943  as  amended  by  W.  D. 

Circular  No.  39,  29  January  1944. 
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MEDICAL  SUPPLY  CATALOG 


INDEX:  Section  of  the 
Medical  Supply  Catalog 
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Headquarters,  Army  Service  Forces, 

Washington  25,  D.  C.  1  March  19Uh> 

Army  Service  Forces  Medical  Supply  Catalog  MED  2,  Index:  Sections 
of  the  Medical  Supply  Catalog,  has  been  prepared  under  the  supervision 
of  The  Surgeon  General  and  is  published  for  the  information  and  guidance 
of  all  concerned. 

[CSPX  400.152  (1  March  1944).] 

By  command  of  Lieutenant  General  Somervell  : 

W.  D.  Styer, 

Major  General,  General  Staff  Corps, 

Chief  of  Staff. 


OFFICIAL: 

J.  A.  Ulio, 

Major  General, 

The  Adjutant  General. 


DISTRIBUTION: 

As  prescribed  in  par.  9a,  FM  21-6,  except  as  follows,  ROTC  (0),  Gen 
and  Sp  Serv  Schools  (1),  Med  Dept  Concentration  Centers  (2),  Med  Pro¬ 
curement  Dist  (50),  PE  (20);  D  (3)  except  Numbered  Gen  Hosp  (25), 
Named  Gen  Hosp  (50),  Hosp  Centers  (3) ;  B  (2)  except  Aux  Surgical  Gp 

(1)  ,  Gen  Dispensary  (4) ,  Med  Examing  Unit  Avn  (2) ,  Med  Depots  (50) , 
Med  Sect,  ASF  Depots  (50),  Hosp  Train  (1),  Med  Lab,  Army  or  CZ  (2), 
Gen  Med  Lab  (4) ;  R  8  (1)  except  Sta  Hosp  750-bed  or  over  (20),  Sta 
Hosp  500  to  750-bed  (15),  Sta  Hosp  250  to  500-bed  (6),  Sta  Hosp  100  to 
250-bed  (3)  Sta  Hosp  25  to  100-bed  (2) ;  Field  Hosp  (6),  Convalescent 
Hosp  (10),  Convalescent  Camp  (6),  Rest  Camp  (6),  Portable  Surgical 
Hosp  (1) ,  Vet  Sta  Hosp  (2) ,  Vet  Evac  Hosp  (2) ,  Vet  Gen  Hosp  (2) ,  Vet 
Convalescent  Hosp  (2),  Air  Depot  Gp  (1),  Serv  Gp  (1),  Med  Dispensary 
Avn  1),  Tactical  Gp  (1),  Evac  Hosp  (2),  Evac  Hosp,  Semi-Mobile  (2) ; 
Bn  8  (5)  ;  C  8  (1)  except  Med  Depot  Co  (10)  ;  Army  Transports  (1), 
Ambulance  Ships  (2),  Serv.  Comd  Lab  (2),  Med  Dept  Serv  Org  (1), 
Industrial  Dispensary  (2),  RC  (1),  Med  Repl  Trng  Centers  (10),  Repl 
Trng  Centers  (1),  Med  Techn  Schools  (4),  Holding  and  Reconsignment 
Points  (2),  Hq  Armed  Center  (2),  U.  S.  Atlantic  Fleet  AGF  (Force  Hq 
Sec  (Army)  (2),  Tng  Centers  (2),  Hq  TD  Center  (2),  Hq  AB  Center 

(2) ,  Hq  AA  Comd  (2),  O  Candidate  Schools  (4),  Repl  and  School  Comd 
(2) ;  School  of  Avn  Medicine  (2) ;  AAF  School  of  Air  Evacuation  (3) ; 
AAF  Tactical  Center  (3)  ;  AAF  Med  Field  Serv  School  (10).  (For  ex¬ 
planation  of  symbols  see  FM  21-6.) 


INDEX:  SECTIONS  OF  THE  MEDICAL  SUPPLY  CATALOG 


1.  Med  1 — Introduction. 

2.  Med  2 — Index:  Sections  of  the  Medical 
Supply  Catalog. 

3.  Med  3 — List  of  Items  for  Troops,  Posts, 
Camps  and  Stations. 

4.  Med  4 — Allowances  of  Expendable  Sup¬ 
plies.  (Distributed  in  pamphlet  form — not  a  part 
of  this  volume.) 

5.  Med  5 — No  publication  will  appear  under 
this  number. 

6.  Med  6 — Sets:  Small  Assemblies,  Kits  and 
Chests.  (Published  as  a  part  of  this  volume;  also 
distributed  in  pamphlet  form.) 

7.  Med  7 — Organizational  and  Higher  Eche¬ 
lon  Spare  Parts.  This  is  a  series  of  pamphlets, 
each  listing  the  spare  parts  available  for  one 
Medical  Department  item.  The  list  of  Spare  Parts 
Pamphlets  is  as  follows : 

Pamphlet  Number  and  Title 

Med  7 — 3073008:  Case,  Bone  Operating. 

Med  7 — 3090000:  Case,  Trial  Lenses. 

Med  7 — 3626010:  Cardiograph,  Portable. 

Med  7 — 3670300:  Electro-Surgical  Unit,  Portable. 

Med  7 — 3712600:  Mask  Type  Oxygen  Therapy  Outfit. 
Med  7 — 3775008:  Suction  Apparatus,  Portable,  Elec¬ 
tric. 

Med  7 — 4011028:  Autoclave,  Laboratory,  Horizontal, 
Leaded  Gasoline. 

Med  7 — 4020008 :  Basal  Metabolism  Apparatus. 

Med  7 — 4139008:  Centrifuge,  Electric,  Small. 

Med  7 — 4226035:  Distilling  Apparatus,  2-gallon, 
Leaded  Gasoline. 

Med  7 — 4479008:  Water  Bath,  Serological,  Inactivat¬ 
ing. 

Med  7 — 4480008:  Water  Bath,  Serological,  Wasser- 
mann. 

Med  7 — 5388005:  Lamp,  Operating,  Wall  Bracket. 

Med  7 — 6011700:  Cassette  Changer,  Stereoscopic,  Up¬ 
right,  Magnetically  Controlled. 

Med  7 — 6040000:  Illuminator,  Radiographic. 


Med  7 — 6088005:  Machine,  X-Ray,  Dental,  Shockproof, 
Complete. 

Med  7 — 6136000:  Stereoscope,  Complete,  Large. 

Med  7 — 7102000:  Baker,  Electric,  Portable. 

Med  7 — 7105505:  Diathermy  Apparatus:  Short  Wave. 
Med  7 — 7126005:  Lamp,  Therapeutic,  Mercury  Arc, 
Air-Cooled,  Mobile. 

Med  7 — 7132005:  Sinusoidal  Machine,  Portable,  For 
Galvanic,  Faradic  and  Rapid  Sinusoidal  Cun-ents. 

Med  7 — 7375585:  Refrigerator,  Mechanical:  (Kero¬ 
sene)  . 

Med  7 — 7791015:  Disinfector,  Portable. 

Med  7 — 7851700:  Machine,  Sewing,  Foot  Treadle  Type. 
Med  7 — 7910107:  Sterilizer,  Dressing,  Pressure  Type. 
(Formerly  7910140). 

Med  7 — 7910240:  Sterilizer,  Water  Pressure  Type. 

Med  7 — 7910305:  Sterilizer,  Utensil,  Nonpressure  Type. 
Med  7 — 7910427 :  Sterilizer,  Instrument,  Nonpressure 
Type. 

Med  7 — 7918005:  Sterilizer,  Instrument,  Electric. 

Med  7 — 9309800:  Case,  Trial  Lenses,  Pocket  Set. 

Med  7 — 9350000:  Anesthesia  Apparatus,  Portable. 

Med  7 — 9364000:  Oxygen  Therapy  Apparatus,  Closed 
Circuit. 

Med  7 — 9364300:  Oxygen  Therapy  Outfit,  With  Mani¬ 
fold. 

Med  7 — 9605500:  X-Ray  Field  Unit,  Dryer  and  Load¬ 
ing  Bin  Combination. 

Med  7 — 9606000:  X-Ray  Field  Unit,  Generator,  Gaso¬ 
line. 

Med  7 — 9608510:  X-Ray  Field  Unit,  Machine,  X-Ray, 
Complete. 

Med  7—9611500:  X-Ray  Field  Unit,  Processing  Unit, 
For  Darkroom. 

Med  7—9614500:  X-Ray  Field  Unit,  Table  Unit. 

Med  7 — 9621500:  X-Ray  Field  Unit,  Fluoroscopic,  For¬ 
eign  Body  Localization,  Complete. 

Med  7 — 9917500:  Carrier,  Field,  Collapsible. 

Med  7 — 9931500:  Lamp,  Operating,  Field. 

Med  7 — 9950028:  Sterilizer,  Dressing  and  Utensil. 

Med  7 — 9959000:  Truck,  Surgical. 

Med  7 — Coleman :  Coleman  Stoves  and  Burners. 

8.  Med  8 — No  publication  will  appear  under 
this  number. 

9.  Med  9 — List  of  All  Parts.  This  section  will 
consist  of  a  series  of  pamphlets  dealing  with  the 
component  parts  of  selected  Medical  Depart¬ 
ment  items.  Each  pamphlet  will  list  all  the  parts 
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necessary  for  the  assemblage  and  maintenance 
of  a  major  item  and  will  indicate  the  author¬ 
ized  allowances  of  spare  parts,  tools,  acces¬ 
sories,  supplies,  etc.,  to  be  issued  with  or  for 
the  major  item.  The  series  will  be  published 
and  distributed  as  soon  as  available. 

10.  Med  10 — Medical  Department  Equip¬ 
ment  Lists. — The  pamphlets  in  this  series  list 
the  equipment  of  hospitals  and  other  medical 
units.  It  is  not  feasible  to  designate  the  compo¬ 
nent  items  in  Tables  of  Equipment  or  other  pub¬ 
lications,  because  of  the  many  items  involved. 
Equipment  lists  for  medical  units  of  similar 
function  will  be  bound  in  one  set,  a  separate  set 
being  published  for  each  such  group  of  units.  The 
pamphlets  in  the  series  are  as  follows : 

Med  10-1 — Instructions  for  Use  of  Equipment 
Lists. 

Med  10-2 — CZ  Hospitals : 

(9723800)  General  Hospital,  CZ,  2000-Bed. 

(9723600)  General  Hospital,  CZ,  1500-Bed. 

(9723500)  General  Hospital,  CZ,  1000-Bed. 

(9723700)  General  Hospital,  CZ,  500-Bed. 

(9732500)  Station  Hospital,  CZ,  750-Bed. 

(9732300)  Station  Hospital,  CZ,  500-Bed. 

(9732000)  Station  Hospital,  CZ,  250-Bed. 

(9731500)  Station  Hospital,  CZ,  100-Bed. 

(9731200)  Station  Hospital,  CZ,  50-Bed. 

(9731000)  Station  Hospital,  CZ,  25-Bed. 

(9725500)  Hospital  Expansion  Unit,  CZ,  500-Bed. 
(9725300)  Hospital  Expansion  Unit,  CZ,  250-Bed. 
(9725100)  Hospital  Expansion  Unit,  CZ,  100-Bed. 
(9724900)  Hospital  Expansion  Unit,  CZ,  50-Bed. 
(9724700)  Hospital  Expansion  Unit,  CZ,  25-Bed. 

Med  10-3 — Miscellaneous  CZ  Units: 

(9721000)  Convalescent  Camp,  1000-Bed. 

(9722700)  Field  Hospital,  400-Bed. 

(9725700)  Infirmary  Equipment,  CZ,  10-Bed. 
(9723005)  General  Dispensary  Equipment,  Type  I, 
CZ. 

(9723010)  General  Dispensary  Equipment,  Type  II, 
CZ. 

Med  10-4 — Ship  Medical  Equipment: 

(9720100)  Ambulance  Ship,  Medical  Equipment. 
(9723915)  Hospital  Ship,  Medical  Equipment,  1000- 
Bed. 

(9723910)  Hospital  Ship,  Medical  Equipment,  500- 
Bed. 

(9723905)  Hospital  Ship,  Medical  Equipment,  200- 
Bed. 

(9723920)  Hospital  Ship,  100-Bed  Expansion  Unit. 
(9733050)  Transport  Medical  Equipment. 

(9733055)  Transport  Medical  Expansion  Unit. 


Med  10-5 — Hospital  Trains: 

(9738800)  Ward  Car,  CZ,  Medical  Equipment. 

(9738200)  Kitchen-Dining-Pharmacy  Car,  CZ,  Med¬ 
ical  Equipment. 

(9738600)  Utility  Car,  CZ,  Medical  Equipment. 

(9738300)  Officer’s  Personnel  Car,  CZ,  Medical  Equip¬ 
ment. 

(9738400)  Orderly  Car,  CZ,  Medical  Equipment. 

(9738700)  Ward  Car,  ZI,  Medical  Equipment. 

(9738900)  Ward  Car,  Modified,  ZI,  Medical  Equip¬ 
ment. 

(9738500)  Unit  Car,  ZI,  Medical  Equipment. 

(9739000)  Kitchen  Car,  ZI,  Medical  Equipment. 

Med  10-6 — Air  Force  Units: 

(9719500)  Air  Base  Group  Aid  Station  Equipment. 

(9719600)  Air  Corps  Infirmary  Equipment,  CZ  or  ZI, 
3-Bed. 

(9719700)  Altitude  Training  Chamber,  Medical 
Equipment. 

(9722100)  Emergency  Rescue  Airplane  Equipment. 

(9722800)  Flight  Surgeon’s  Unit  No.  1,  ZI. 

(9722900)  Flight  Surgeon’s  Examining  Unit  and  Air 
Corps  Infirmary  Combined,  ZI. 

(9730305)  Rescue  Boat,  Small,  Medical  Equipment. 

(9730310)  Rescue  Boat,  Large,  Medical  Equipment. 


Med  10-7 — ZI  Hospitals: 


(9723400)  General  Hospital,  Cantonment  Type,  ZI, 
1000-Bed. 

(9732400)  Station  Hospital,  Cantonment  Type,  ZI, 
750-Bed. 

(9732100)  Station  Hospital,  Cantonment  Type,  ZI, 
500-Bed. 

(9731700)  Station  Hospital,  Cantonment  Type,  ZI, 
250-Bed. 

(9731300)  Station  Hospital,  Cantonment  Type,  ZI, 
100-Bed. 

(9731100)  Station  Hospital,  Cantonment  Type,  ZI, 
50-Bed. 

(9730900)  Station  Hospital,  Cantonment  Type,  ZI, 
25-Bed. 


(9725400)  Hospital  Expansion  Unit, 
Type,  ZI,  500-Bed. 

(9725200)  Hospital  Expansion  Unit, 
Type,  ZI,  250-Bed. 

(9725000)  Hospital  Expansion  Unit, 
Type,  ZI,  100-Bed. 

(9724800)  Hospital  Expansion  Unit, 
Type,  ZI,  50-Bed. 

(9724600)  Hospital  Expansion  Unit, 
Type,  ZI,  25-Bed. 


Cantonment 

Cantonment 

Cantonment 

Cantonment 

Cantonment 


Med  10-8 — Venereal  Units: 

(9736800)  Venereal  Diseases,  Dispensary  Equipment 
and  Supplies,  ZI. 

(9736900)  Venereal  Diseases,  Hospital  Expansion 
Unit,  Cantonment  Type,  ZI,  500-Bed. 

(9737000)  Venereal  Diseases  Hospital  Expansion 
Unit,  Cantonment  Type,  ZI,  250-Bed. 
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(9737100)  Venereal  Diseases  Hospital  Expansion 

Unit,  Cantonment  Type,  ZI,  100-Bed. 

(9737200)  Venereal  Diseases  Hospital  Expansion 

Unit,  Cantonment  Type,  ZI,  50-Bed. 

(9737300)  Venereal  Diseases  Hospital  Expansion 

Unit,  Cantonment  Type,  ZI,  25-Bed. 

(9729500)  Prophylactic  Station  Equipment,  ZI. 

Med  10-9 — Veterinary  Units: 

(9735000)  Veterinary  General  Hospital,  CZ,  500  Pa¬ 
tient. 

(9736100)  Veterinary  Station  Hospital,  CZ,  150  Pa¬ 
tient. 

(9733500)  Veterinary  Convalescent  Hospital,  CZ,  500 
Patient. 

(9734500)  Veterinary  Evacuation  Hospital,  150  Pa¬ 
tient. 

(9736000)  Veterinary  Station  Hospital,  ZI,  150  Pa¬ 
tient. 

(9736200)  Veterinary  Station  Hospital,  ZI,  100  Pa¬ 
tient. 

(9736300)  Veterinary  Station  Hospital,  ZI,  50  Pa¬ 
tient. 

(9736400)  Veterinary  Station  Hospital,  ZI,  25  Pa¬ 
tient. 

(9736500)  Veterinary  Station  Hospital,  ZI,  10  Pa¬ 
tient. 

(9735200)  Veterinary  Infirmary  Equipment,  ZI. 

(9733700)  Veterinary  Detachment,  Food  Inspection, 
Medical  Equipment. 

Med  10-10 — Dental  Units: 

(9505500)  Dental  Clinic  No.  1. 

(9505600)  Dental  Clinic  No.  2. 

(9505700)  Dental  Clinic  No.  3. 

(9505800)  Dental  Clinic  No.  4. 

(9505900)  Dental  Clinic  No.  5. 

(9505400)  Dental  Clinic  No.  6. 

(9720700)  Central  Dental  Laboratory. 

(9958810)  Truck,  2%-Ton,  6x6,  Dental  Operating, 
Dental  Equipment  For. 

(9958700)  Truck,  2% -Ton,  6x6,  Laboratory,  Dental. 

(9721600)  Dental  Laboratory,  Camp,  ZI. 

Med  10-11 — Laboratory  Units: 

(9727500)  Medical  Laboratory,  Army  or  CZ. 

(9727600)  Medical  Laboratory,  General. 

(9727700)  Medical  Laboratory,  Service  Command,  ZI. 

(9720205)  Anti-Malarial  Control  Unit. 

(9720210)  Anti-Malarial  Survey  Unit. 


Med  10-12 — Training  Equipment: 

(9727100)  Medical  Department  Replacement  Ti'ain- 
ing  Center. 

(9733100)  Training  Equipment  No.  1. 

(9733200)  Training  Equipment  No.  2. 

Med  10-13 — Miscellaneous  ZI  Units: 

(9722600)  Eye,  Ear,  Nose  and  Threat  Clinic. 

(9723100)  General  Dispensary  Equipment,  ZI. 

(9725603)  Industrial  Dispensary  No.  1. 

(9725605)  Industrial  Dispensary  No.  2. 

(9725610)  Industrial  Dispensary  Aid  Station. 

(9725800)  Infirmary  Equipment,  ZI,  10-Bed. 

(9725900)  Infirmary  Equipment,  Regimental,  ZI,  3- 
Bed. 

(9726100)  Infirmary  Equipment,  3-Bed,  Supplement 
“A”  ZI. 

(9727300)  Medical  Examining  Board  For  Selective 
Service,  Equipment  For. 

(9727400)  Medical  Examining  Board  For  Selective 
Service,  Photoroentgenographic  Equipment  For. 

Med  10-14 — Medical  Maintenance  Units: 

(9728300)  Medical  Maintenance,  Amphibian  Force. 

(9728400)  Medical  Maintenance  Unit,  CZ. 

Med  10-15 — Operating  Teams: 

19720300)  Auxiliary  Surgical  Group  Equipment. 

(9733005)  Team,  Gas. 

(9733006)  Team,  General  Surgical. 

(9733008)  Team,  Maxillo-Facial. 

(9733009)  Team,  Neurosurgical. 

(9733010)  Team,  Orthopedic. 

(9733012)  Team,  Shock. 

(9733014)  Team,  Thoracic  Surgery. 

(9959110)  Truck,  2(4-Ton,  6x6,  Surgical,  Operating, 
Medical  Equipment  For. 

Individual  Equipment  Lists: 

Med  10-16 — 9722500  Evacuation  Hospital,  750-Bed. 

Med  10-17 — 9722300  Evacuation  Hospital,  Semimo- 
bile,  400-Bed. 

Med  10-18 — 9729300  Portable  Surgical  Hospital,  CZ, 
25-Patient. 

Med  10-19 — .  Occupational  Therapy  Equip¬ 

ment  (For  Named  General  Hospitals). 

Med  10-20 — .  Orthopedic  Shop  Equipment  and 

Supplies. 

Med  10-21 — .  Therapeutic  Gymnasium  Equip¬ 

ment,  ZI. 

Med  10-22 — 9730200  Regional  Station  Hospital,  ZI, 
Supplemental  Medical  Equipment. 
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Headquarters,  Army  Service  Forces, 

Washington  25,  D.  C.  1  March  19 44- 

Army  Service  Forces  Medical  Supply  Catalog  MED  3,  List  of  Items 
for  Troop  Issue,  has  been  prepared  under  the  supervision  of  The  Surgeon 
General  and  is  published  for  the  information  and  guidance  of  all 
concerned. 

[CSPX  400.152  (1  March  1044).] 

By  command  of  Lieutenant  General  Somervell  : 

W.  D.  STYER, 

Major  General,  General  Staff  Corps, 

Chief  of  Staff. 


OFFICIAL: 

J.  A.  Ulio, 

Major  General, 

Adjutant  General. 


DISTRIBUTION: 

As  prescribed  in  par.  9a,  FM  21-6,  except  as  follows:  ROTC  (0),  Gen 
and  Sp  Serv  Schools  (1),  Med  Dept  Concentration  Centers  (2),  Med  Pro¬ 
curement  Dist  (50),  PE  (20)  ;  D  (3)  except  Numbered  Gen  Hosp  (25), 
Named  Gen  Hosp  (50),  Hosp  Centers  (3)  ;  B  (2)  except  Aux  Surgical 
Gp  (1),  Gen  Dispensary  (4),  Med  Examing  Unit  Avn  (2),  Med  Depots 
(50),  Med  Sect,  ASF  Depots  (50),  Hosp  Train  (1),  Med  Lab,  Army  or 
CZ  (2),  Gen  Med  Lab  (4)  ;  R  8  (1)  except  Sta  Hosp  750-bed  or  over 
(20),  Sta  Hosp  500  to  750-bed  (15),  Sta  Hosp  250  to  500-bed  (6),  Sta 
Hosp  100  to  250-bed  (3)  Sta  Hosp  25  to  100-bed  (2)  ;  Field  Hosp  (6), 
Convalescent  Hosp  (10),  Convalescent  Camp  (6),  Rest  Camp  (6),  Port¬ 
able  Surgical  Hosp  (1),  Vet  Sta  Hosp  (2),  Vet  Evac  Hosp  (2),  Vet  Gen 
Hosp  (2),  Vet  Convalescent  Hosp  (2),  Air  Depot  Gp  (1),  Serv  Gp  (1), 
Med  Dispensary  Avn  (1),  Tactical  Gp  (1),  Evac  Hosp  (2),  Evac  Hosp, 
Semi-Mobile  (2) ;  Bn  8  (5) ;  C  8  (1)  except  Med  Depot  Co  (10)  ;  Army 
Transports  (1),  Ambulance  Ships  (2),  Serv.  Comd  Lab  (2),  Med  Dept 
Serv  Org  (1),  Industrial  Dispensary  (2),  RC  (1),  Med  Repl  Trng  Centers 
(10),  Repl  Trng  Centers  (1),  Med  Techn  Schools  (4),  Holding  and  Recon¬ 
signment  Points  (2),  Hq  Armd  Center  (2),  U.  S.  Atlantic  Fleet  AGF 
(Force  Hq  Sec  (Army)  (2),  Tng  Centers  (2),  Hq  TD  Center  (2),  Hq  AB 
Center  (2),  Hq  AA  Comd  (2),  O  Candidate  Schools  (4),  Repl  and  School 
Comd  (2)  ;  School  of  Avn  Medicine  (2)  ;  AAF  School  of  Air  Evacuation 
(3) ;  AAF  Tactical  Center  (3) ;  AAF  Med  Field  Serv  School  (10).  (For 
explanation  of  symbols  see  FM  21-6.) 


LIST  OF  ITEMS  FOR  TROOPS,  POSTS,  CAMPS 

AND  STATIONS 


1.  EXPLANATION  AND  USE  OF  MED  3 

a.  The  section  Med  3,  “List  of  Items  for 
Troops,  Posts,  Camps  and  Stations,”  supersedes 
that  portion  of  the  former  Medical  Department 
Supply  Catalog  comprising  Classes  1  through  9 
inclusive,  Supplements  thereto,  and  the  Index. 
It  will  be  observed  that  in  effecting  this  change 
in  the  catalog  system,  some  deviations  from  pre¬ 
vious  arrangement  have  been  adopted,  notably 
as  cited  below : 

The  supplemental  drug  items  formerly  listed 
in  Class  IK  and  the  biological  stains  formerly 
numbered  from  15200  to  15440,  inclusive,  have 
been  renumbered  as  Class  1  or  Class  9  items 
and  placed  in  proper  alphabetical  sequence.  The 
designation  “Certified”  following  certain  biolog¬ 
ical  stains  indicates  that  the  item  is  certified 
by  the  Commission  on  Standardization  of  Bio¬ 
logical  Stains. 

The  items  formerly  designated  as  “Issue 
While  in  Stock,”  and  catalogued  in  a  separate 
section,  have  either  been  deleted  by  publication 
of  official  catalog  changes  or  reclassified  and 
reinstated  in  numerical  order. 

b.  Column  arrangement  in  Med  3. 

(1)  Item  Number  Column. — Each  item  in 
Med  3  is  designated  by  a  seven-digit  number. 
All  seven  digits  will  be  used  in  requisitions,  cor¬ 
respondence,  shipping  documents,  and  publica¬ 
tions. 

(2)  Notes  Column. — The  symbols  used  in  this 
column  are  defined  as  follows: 

X — Item  is  expendable  within  the  meaning 
of  AR  35-6620.  Items"  not  bearing  this 
symbol  are  non-expendable. 

B — Item  is  inflammable. 

C — Item  is  subject  to  damage  by  freezing. 

D — Item  must  be  frozen  for  preservation. 

E — Item  requires  normal  refrigeration  for 
preservation  (35-50°  Fahrenheit). 


N — Production  limited ;  to  be  issued  until 
stock  is  exhausted. 

(1)  Item  is  deteriorating. 

(2)  Refer  to  Med  6  for  components. 

(3)  Requisition  must  give  sufficient  data, 
such  as  size,  type,  manufacturer,  or 
serial  number  of  part  so  that  the  de¬ 
pot  can  issue  or  purchase  the  correct 
item. 

(4)  Requisition  must  state  voltage,  cur¬ 
rent  (AC  or  DC — if  AC,  cycle  and 
phase) ,  or  type  of  gas,  steam,  etc. 

(6)  Item  is  an  alcohol  or  narcotic  within 
the  meaning  of  AR  40-1705. 

(3)  Nomenclature  and  Description  Column. — 

The  item  nomenclature  and  description  is  re¬ 
vised  in  many  instances  for  the  purpose  of 
obtaining  greater  clarity  and  uniformity.  Where 
applicable,  the  quantity  contained  in  the  pack¬ 
aged  unit  is  indicated  in  the  item  nomenclature 
by  Arabic  numerals  preceding  the  colon.  The 
nomenclature  on  requisitions  should  include  only 
the  wording  which  appears  before  the  colon. 

(4)  Unit  Column. — The  data  appearing  in  the 
unit  column  has  been  revised  to  show  the  type 
of  package  or  container  in  which  the  item  is 
ordinarily  packed,  when  this  information  is 
applicable.  The  number  of  items  in  the  con¬ 
tainer,  as  for  example,  the  number  of  pills  in 
a  bottle,  is  indicated  in  the  nomenclature  of  the 
item.  Variation  in  the  type  of  container  in 
which  the  item  is  ordinarily  packed  does  not 
affect  the  status  of  the  item ;  nor  does  the  desig¬ 
nation  of  less  than  the  unit  package  quantity  for 
purposes  of  inclusion  in  a  kit,  chest,  or  other 
assembly  as  published  in  Med  6,  affect  the  status 
of  the  item. 

(5)  Unit  Price  Column. — The  prices  shown  in 
this  column  will  govern  in  all  cases  of  charges 
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on  payrolls,  reports  of  surveys,  transfers,  in¬ 
ventories,  requisitions  and  shipping  tickets,  ex¬ 
cept  those  resulting  from  a  claim  against  a  con¬ 
tractor  or  carrier  of  materials  from  a  contract¬ 
or’s  plant,  in  which  event  the  contract  price 
will  govern. 

(6)  Replacement  Rate  Columns. — The  figures 
in  these  columns  represent  average  rates  of  con¬ 
sumption  for  the  majority  of  expendable  items. 
In  certain  other  cases  the  designation  “as  req’d” 
(as  required)  indicates  that  requisitions  should 
be  based  on  actual  need  alone.  The  Replacement 
Rate  figures  indicate  the  normal  rate  of  con¬ 
sumption  per  1,000  men  per  month,  but  are  not 
to  be  interpreted  as  either  limiting  or  authoriz¬ 
ing  replacement  in  accordance  with  the  rate 
shown.  The  figures  in  the  Zone  of  the  Interior 
(ZI)  column  are  presented  for  the  information 
and  guidance  of  organizations  and  installations 
in  accordance  with  TM  38-220,  “Stock  Control 
Manual  for  Posts,  Camps  and  Stations.”  The 
figures  in  the  Theater  of  Operations  (T  of 
Opns)  column  are  presented  for  the  informa¬ 
tion  and  guidance  of  theaters  where  experience 


does  not  provide  a  satisfactory  basis  for  requi¬ 
sitioning. 

(7)  Status  Column. — The  status  of  all  items 
in  Med  3  is  designated  in  accordance  with  the 
provisions  of  AR  850-25.  The  symbols  appear¬ 
ing  in  the  status  column  are  defined  as  follows: 

S — Standard  Item.  Items  so  designated 
are  Standard  Medical  Department 
articles  within  the  meaning  of  AR 
850-25. 

SS — Substitute  Standard  Item.  Items  so 
designated  are  Substitute  Standard 
Medical  Department  articles  within 
the  meaning  of  AR  850-25.  Notes  in 
the  Replacement  Rates  columns  oppo¬ 
site  Substitute  Standard  items  indicate 
the  Standard  items  for  which  their 
issue  is  authorized. 

LS — Limited  Standard  Item.  Items  so  desig¬ 
nated  are  Limited  Standard  Medical 
Department  articles  within  the  mean¬ 
ing  of  AR  850-25. 
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Adenotome,  Size  1 

Anascope 

Applicator,  Ear 

Applicator,  Nasal,  Steel 

Bag,  Obstetrical,  Empty 

Bag,  Physician’s,  Empty 

Bistoury,  Probe-Pointed,  Straight 

Bistoury,  Sharp-Pointed,  Straight 
Block,  Bite,  Adult 
Bolt,  Tibia 

Bougie,  Esophageal,  lOFr. 

Bougie,  Tracheal,  18Fr. 

Bougie,  Urethral,  lOFr. 
Bronchoscope,  Adult 


Canula,  Antrum 

Canula,  Brain 

Canula,  Frontal  Sinus 

Canula,  Frontal  Sinus,  Full  Curved 

Canula,  Frontal  Sinus,  Lesser  Curved 

Canula,  Intravenous 

Canula,  Sphenoid 

Canula,  Utricle 

Carrier,  Sponge,  Child 


3128000  Clamp,  Hemorrhoidal 
3128700  Clamp,  Intestinal  Anastomosis 
3129000  Clamp,  Pylorus,  11  inch 

Plate  7: 

3131000  Curette,  Adenoid,  Size  1 
3133000  Curette,  Chalazion,  Medium 
3134000  Curette,  Ear 
3136000  Curette,  Ear,  Size  2 
3141000  Curette,  Mastoid,  Size  1,  Buck 
3143000  Curette,  Mastoid,  Size  1,  Richard 
3146000  Curette,  Mastoid,  Size  2,  Whiting 

Plate  8: 

3148300  Curette,  Sinus,  Set  of  6 
3151000  Curette,  Uterine,  Sharp,  Size  2 
3156000  Cystoscope,  Convertible,  24Fr. 
3157500  Cysto-Urethroscope 
3157700  Cysto-Urethroscope  Lamp  Bulb 

Plate  9: 

3158000  Cystotome,  Eye 
3159000  Depressor,  Tongue,  Metal 
3159500  Depressor,  Tongue,  Electric 
3160000  Dermatome  Set,  Complete 
3162000  Dilator,  Lachrymal 
3163000  Dilator,  Trachea 
3164000  Dilator,  Urethral,  12Fr. 


Case.  Bone  Operating,  110  Volt,  AC-DC 
Case,  Bronchoscopic,  Complete 
Case,  Diagnostic,  Eye,.  Ear,  Nose  and 
Throat,  Complete 
Case,  Trial  Lenses,  Complete 
Case,  Trial  Lenses,  Supplemental  Lenses, 
Set  of  3 

Case,  Trial  Lenses,  Trial  Frame  for 


Catheter,  Eustachian,  Size  2 

Catheter,  Ureteral,  X-ray,  6Fr.,  Olivary  Tip 

Catheter,  Urethral,  Rubber,  16Fr. 

Catheter,  Urethral,  Rubber,  Guide 
Catheter,  Urethral,  Rubber,  Hemostatic, 
24Fr. 

Catheter,  Urethral,  Rubber,  Self-Retaining, 
20Fr. 

Catheter,  Urethral,  Rubber,  Self-Retaining, 
22Fr. 

Catheter,  Urethral,  Rubber,  Self-Retaining, 
32Fr. 

Catheter,  Urethral,  Woven,  18Fr. 


Chisel,  Bone,  12  mm. 

Chisel,  Bone,  Osteotome,  12  mm. 
Chisel,  Nasal,  Straight 
Clamp,  Bone-Plating,  Large 
Clamp,  Harelip 


Plate  10: 

3171000  Dilator,  Uterine 

3173000  Director,  Grooved,  Probe  Point 

3173500  Director,  Grooved,  Round  Point 

3176000  Dissector,  Tonsil 

3179000  Drill,  Bone 

3182000  Drill,  Cranial,  Brace 

Plate  11: 

3182200  Drill,  Cranial,  Burr,  Enlarging 
3182600  Drill,  Cranial,  Burr,  Perforating 
3182700  Electrode,  Fulguration,  Flexible,  6Fr. 
3182800  Electrode,  Fulguration,  Flexible,  9Fr.,  Set 
of  3. 

3183100  Electrode,  Coagulation,  Rigid,  9Fr. 

3183200  Electrode,  Cutting  Loop,  28Fr. 

3184000  Elevator,  Nasal,  Blunt 

3185000  Elevator,  Nasal,  Sharp 

3186000  Elevator,  Periosteal,  Blunt 

3187000  Elevator,  Periosteal,  Blunt,  Double-Ended 

3188000  Elevator,  Periosteal,  Sharp 


Plate  12: 

3191700  Esophagoscope,  6  mm.  by  35  cm.,  Full  Lumen 
3193000  Evacuator,  Cystoscopic,  Ellick  Type 
3193300  Evacuator,  Cystoscopic,  Toomey  Type 
3193500  Evacuator,  Esophageal 
3195500  Extension  Apparatus,  Kirschner,  Hand  Drill 
Type,  Complete 

3196010  Extension  Apparatus,  Steinmann,  Complete 
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Plate  13: 

3197000  Filiform  Bougie,  4Fr. 

3200000  Forceps,  Advancement,  4% -inch,  Angular, 
Prince 

3200500  Forceps,  Bead,  Medium,  50-cm.,  Tucker 
3200700  Forceps,  Bone-Cutting,  10% -inch,  Curved, 
Double-Action,  Liston-Stille 
3201000  Forceps,  Bone-Cutting,  8% -inch,  Straight, 
Liston 

3203000  Forceps,  Bone-Holding,  10-inch,  Straight, 
Farabeuf 

3203500  Forceps,  Bone-Holding,  12-inch,  Straight, 
Lane 


Plate  14: 

3203600 

3203700 

3204000 

3205000 

3207000 

3208000 

3216000 

3217200 

Plate  15: 
3217400 
3218000 

3218300 

3218500 

3218600 

3218700 

3218900 

3219100 


Plate  16: 

3219300 

3219400 

3219600 

3219800 

3220000 

3221000 

3222000 


Plate  17: 
3224000 
3225000 

3227000 


Forceps,  Bone-Holding,  10%-inch,  Straight, 
Farabeuf-Lambotte 

Forceps,  Bone-Holding,  8%-inch,  Straight, 
Ferguson 

Forceps,  Bone,  Rongeur,  7-inch,  Curved, 
Horsley 

Forceps,  Bone,  Rongeur,  9-inch,  Curved  on 
Flat,  Double- Action,  Stille 

Forceps,  Bone,  Rongeur,  Cranial,  8%-inch, 
DeVilbiss 

Forceps,  Bone,  Rongeur,  Cranial,  5% -inch, 
Curved,  Horsley 

Forceps,  Bullet,  8-inch,  Straight,  Senn 

Forceps,  Capsule,  Curved,  Arruga 


Forceps,  Catheter,  Endotracheal,  Magill 
Forceps,  Chalazion,  3%  -inch,  Straight, 
Lambert 

Forceps,  Cilia,  3-inch,  Straight,  Douglas 
Forceps,  Clip-Introducing,  McKenzie 
Forceps,  Cystic  Duct,  7% -inch,  Curved, 
Shallcross 

Forceps,  Cystoscopic,  Alligator,  Rigid 
Forceps,  Cystoscopic,  Ureteral,  Stone-Re¬ 
moving,  Ferguson  Type 
Forceps,  Cystoscopic,  Utility,  22Fr.,  Lowsley 
Type 


Forceps,  Cystoscopic,  Visual,  Hemostatic, 
McCarthy  Type 
Forceps,  Cystoscopic,  Handle 
Forceps,  Cystoscopic,  Rongeur,  Flexible, 
7Fr.,  Stem 

Forceps,  Cystoscopic,  Foreign  Body,  Flex¬ 
ible,  7Fr.,  Stem 

Forceps,  Dressing,  5% -inch,  Straight 
Forceps,  Dressing,  10-inch,  Straight 
Forceps,  Dressing,  10-inch,  Curved,  Boze¬ 
man 

Forceps,  Ear,  5% -inch,  Angular,  Wilde 
Forceps,  Ear,  5% -inch,  Bayonet-Shape, 
Lucae 

Forceps,  Fixation,  4% -inch,  Straight,  with 
Catch,  Graefe 


3228000 

3228200 

3228400 

3228600 

3229000 


Plate  18: 

3231000 

3234000 

3235000 

3236000 

3237000 

3238000 

3238500 

3240000 

3242000 

3243000 

Plate  19: 

3243500 

3244200 

3244400 

3244800 

3245200 

3245400 

3250000 

3252000 

Plate  20: 

3253500 

3254000 

3255000 

3258000 

3259000 

3261000 

3262000 


Plate  21: 

3262500 

3263000 

3264400 

3264500 


Forceps,  Fixation,  4% -inch,  Straight,  with¬ 
out  Catch 

Forceps,  Forward  Grasping,  60-cm.,  Jackson 

Forceps  for  Globular  Objects,  50-cm.,  Jack- 
son 

Forceps,  Gallstone,  8% -inch,  Curved,  Roch¬ 
ester 

Forceps,  Hemostatic,  Mosquito,  5-inch, 
Straight,  Halstead 


Forceps,  Hemostatic,  6%  -inch,  Curved, 
Rochester-Pean 

Forceps,  Hemostatic,  7% -inch,  Straight, 
Rochester-Ochsner 

Forceps,  Hysterectomy,  8% -inch,  Curved, 
Pean 

Forceps,  Hysterectomy,  8% -inch,  Straight, 
Pean 

Forceps,  Intestinal,  9-inch,  Curved,  Doyen 
Forceps,  Intestinal,  9-inch,  Straight,  Doyen 
Forceps,  Intestinal,  7%  -inch,  Straight,  Judd- 
Allis 

Forceps,  Iris,  4-inch,  Angular 
Forceps,  Iris,  4-inch,  Straight 
Forceps,  Kidney,  9-inch,  Curved,  Stille. 


Forceps,  Laryngeal,  Basket  Punch,  28-cm., 
Jackson 

Forceps,  Laryngeal,  Cup,  Large,  28-cm., 
Straight,  Jackson 

Forceps,  Laryngeal,  Cup,  Medium,  28-cm., 
Angular,  Jackson 

Forceps,  Laryngeal,  Grasping,  28-cm.,  Jack- 
son 

Forceps,  Laryngeal,  Rotation,  28-cm.,  Jack- 
son 

Forceps,  Laryngeal,  Tissue,  Specimen,  28- 
cm.,  Jackson 

Forceps,  Mastoid,  Rongeur,  7-inch,  Curved, 
Bane 

Forceps,  Mastoid,  Rongeur,  Large,  Kerrison 


Forceps,  Meat,  50-cm.,  Jackson 
Forceps,  Nasal,  8%-inch,  Angular,  Asch 
Forceps,  Nasal,  Large,  Bruening  Type 
Forceps,  Nasal,  7%-inch,  Jansen-Middleton 
Forceps,  Nasal,  Polypus,  6% -inch,  Angular, 
Knight 

Forceps,  Obstetrical,  15-inch,  Curved,  Simp¬ 
son 

Forceps,  Obstetrical,  Axis  Traction,  15-inch, 
Curved,  Tarnier 

Forceps,  Pituitary,  Bayonet-Shaped,  Adson 
Forceps,  Placenta,  12-inch,  Kelly 
Forceps,  Ring  Rotation,  Medium,  50-cm., 
Jackson 

Forceps,  Ring  Rotation,  Fluoroscopic,  60- 
cm.,  Jackson 
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3264700  Forceps,  Rotation,  Right  Angle,  50-cm., 
Jackson 

3264800  Forceps,  Screw-Holding,  9-inch,  Lane 
3265500  Forceps,  Side-Curved,  Medium,  40-cm.,  Jack- 
son 

3265700  Forceps,  Side-Curved,  Regular,  50-cm.,  Jack- 
son 


Plate  22: 


3267000  Forceps,  Sponge,  9 14  -inch,  Straight,  Foerster 
3267800  Forceps,  Tack  and  Pin,  50-cm.,  Tucker 
3268000  Forceps,  Tenaculum,  9% -inch,  Curved,  Skene 
3269100  Forceps,  Throat,  Jackson 
3269300  Forceps,  Tissue  Specimen,  Light,  (Bron¬ 
chial),  50-cm.,  Jackson 

3269400  Forceps,  Tissue  Specimen,  Square-End,  60- 
cm.,  Jackson 

3269500  Forceps,  Tissue,  Spring,  4%  -inch,  Straight 
3270000  Forceps,  Tissue,  Spring,  5% -inch,  Straight 
3270200  Forceps,  Tissue,  Spring,  6-inch,  Straight, 
Stone 


Plate  23: 
3271000 
3271200 
3272500 

3273000 

3274000 

3276000 

3281000 

3283000 


Plate  24: 

3285000 

3286000 

3287000 

3288000 

3289000 

3290000 

3292400 

3292600 

Plate  25: 
3294700 
3294800 

3295000 

3295100 

3295200 

3295300 

3295400 

3296700 

3301000 

3302000 

3303000 


Forceps,  Tissue,  6-inch,  Straight,  Allis 

Forceps,  Tissue,  10-inch,  Straight 

Forceps,  Tonsil,  Hemostatic,  7  M -inch,  Slight¬ 
ly  Curved,  Schnidt 

Forceps,  Tonsil  Seizing,  8  *4 -inch,  Straight, 
Andrews 

Forceps,  Tonsil  Seizing,  8-inch,  Angular, 
Tyding 

Forceps,  Towel,  5 14  -inch,  Backhaus 

Forceps,  Vulsellum,  10-inch,  Curved  Side¬ 
ways,  Skene 

Forceps,  Vulsellum,  Tumor,  10-inch,  Curved, 
Segond 


Fork,  Tuning,  Set  of  5 
Gag,  Mouth,  Denhart 
Gag,  Mouth,  Adult,  Jennings 
Gag,  Mouth,  Child,  Jennings 
Gorget,  Lithotomy 
Gouge,  Bone,  6-mm. 

Gouge,  Mastoid,  Size  1,  Schwartz 
Gouge,  Mastoid,  Size  2,  Andrews 


Hip  Fracture  Apparatus,  Guide  Pin 
Hip  Fracture  Apparatus,  Impactor-Extract- 
or-Driver 

Hip  Fracture  Apparatus,  Nail,  Bone,  3-inch 
Hip  Fracture  Apparatus,  Nail,  Bone,  Sc¬ 
inch 

Hip  Fracture  Apparatus,  Nail,  Bone,  3 14- 
inch 

Hip  Fracture  Apparatus,  Nail,  Bone,  3 94- 
inch 

Hip  Fracture  Apparatus,  Nail,  Bone,  4-inch 
Holder,  Needle,  714-inch,  Hegar-Mayo 
Hook,  Dissecting,  Blunt 
Hook,  Dura 
Hook,  Iris 


3305000 

Hook,  Strabismus,  Medium 

3307000 

Introducer,  Needle 

Plate  26: 

3309000 

Irrigator,  Anterior  Chamber 

3310000 

Keratome,  Angular,  Large 

3314000 

Knife,  Amputating,  6-inch  Blade,  Single- 
Edged 

3315000 

Knife,  Amputating,  6 14 -inch  Blade,  Double- 
Edged 

3316000' 

Knife,  Brain,  Post-Mortem 

Plate  27: 

3317000 

Knife,  Canaliculus 

3318000 

Knife,  Cartilage,  Post-Mortem 

3320000 

Knife,  Cataract,  Size  1 

3325000 

Knife,  Ear,  Myringotome 

3325200 

Knife,  Ear,  Curved  Blade 

3329000 

Knife,  Eye,  Needle,  Medium 

3331000 

Knife,  Laryngeal 

3332000 

Knife,  Nasal,  Septum 

3333000 

Knife,  Nasal,  Septum,  Swivel,  Small 

3334000 

Knife,  Nasal,  Submucous,  Half-Round 

Plate  28: 

3335000 

Knife,  Nasal,  Submucous,  Round 

3335600 

Knife,  Operating,  114  -inch  Blade 

3336500 

Knife,  Operating,  Handle  No.  3 

3336900 

Knife,  Operating,  Blade  No.  10 

3337000 

Knife,  Operating,  Blade  No.  11 

3337100 

Knife,  Operating,  Blade  No.  12 

3337300 

Knife,  Operating,  Blade  No.  15 

3338100 

Knife,  Operating,  Blade  No.  20 

3338500 

Knife,  Operating,  Blade  No.  21 

3340000 

Knife,  Plaster 

3340700 

Knife,  Skin-Grafting,  Large 

3340800 

Knife,  Skin-Grafting,  Blade 

Plate  29: 

3341000 

Knife,  Tenotomy 

3342000 

Knife,  Tonsil 

3343000 

Knife,  Tonsil  Abscess 

3345000 

Laryngoscope,  Adult 

3345700 

Laryngoscope,  Adult,  Anterior  Commissure 

3349000 

Mallet,  Hardwood 

3350000 

Mallet,  Hardwood,  with  Metal  Rings 

Plate  30: 

3353000 

Mirror,  Laryngeal,  Size  1 

3356000 

Needle,  Aneurism,  Cooper 

3357500 

Needle,  Aneurism,  Little 

3358000 

Needle,  Infusion,  Straight 

3359000 

Needle,  Paracentesis 

3360000 

Needle,  Post-Mortem 

3362000 

Needle,  Spinal  Puncture,  20-Gage 

3384000 

Needle,  Pedicle,  Large 

Plate  31: 

3402900 

Ophthalmoscope,  Electric 

3404000 

Otoscope,  Electric 

3404200 

Otoscope  and  Ophthalmoscope,  Combined, 
Electric 
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Plate  32: 

3405000 

3424000 

3426000 

3426500 

3427000 

3428000 

Plate  33: 
3432000 
3434000 
3434200 
3434500 
3434700 
3436000 
3436200 

Plate  34: 
3436300 
3437000 
3437200 
3438000 
3439000 
3440000 
3440500 

Plate  35: 
3441000 
3443000 
3443400 

3443500 

3443700 

3444000 

Plate  36: 

3445000 

3445500 

3445700 

3446000 

3447000 

3448000 

Plate  37: 

3449000 

3450000 

3450500 

3451000 

3452500 

3453000 

3454000 

3455000 

Plate  38: 

3456000 

3457000 

3458000 

3459000 

3460000 

3462300 

3463000 


Pelvimeter 

Probe 

Probe,  Bullet 
Probe,  Gall  Bladder 
Probe,  Lachrymal,  Set  of  8 
Probe,  Salivary  Duct 


Procto-Sigmoidoscope,  Electric 

Rachiotome 

Rasp,  Antrum 

Rasp,  Bone,  Coarse 

Rasp,  Bone,  Fine 

Rasp,  Frontal  Sinus  or  Antrum 

Rasp  and  Trocar,  Antrum 


Rasp,  Nasal 

Raspatory,  Mastoid  and  Sinus 
Raspatory,  Rib,  Left 
Repositor,  Iris 
Repositor  and  Probe,  Iris 
Retinoscope 
Retinoscope,  Electric 


Retractor,  Abdominal,  Double-Ended 
Retractor,  Abdominal,  Self-Retaining 
Retractor,  Abdominal,  Single-Ended,  1%  by 
12% -inch 

Retractor,  Abdominal,  Single-Ended,  1  by 
12% -inch 

Retractor,  Abdominal,  Single-Ended,  Mayo 
Retractor,  Abdominal,  Supra-Pubic 


Retractor,  Brain 

Retractor,  Brain,  Frazier,  Set  of  3 
Retractor,  Brain,  Self-Retaining 
Retractor,  Decompression 
Retractor,  Eye,  Medium,  Desmarres 
Retractor,  Eye,  Fisher 


Retractor,  Laminectomy 
Retractor,  Mastoid 
Retractor,  Muscle 
Retractor,  Prostatic,  Large 
Retractor,  Tibia,  Large 
Retractor,  Tissue 
Retractors,  Tissue,  Nested 
Retractor,  Tonsil 


Retractor,  Trachea,  1-Prong 

Retractor,  Trachea,  3-Prong 

Retractor,  Vein 

Saw,  Amputating 

Saw,  Stille-Gigli,  Wire,  12-inch 

Saw,  Gigli,  Conductor 

Saw,  Gigli,  Handle 


3464000 

Saw,  Metacarpal 

3464700 

Saw,  Nasal,  Bayonet-Shape,  Left 

Plate  39: 

3465000 

Saw,  Plaster 

3468000 

Scissors,  Bandage 

3469000 

Scissors,  Dissecting,  5% -inch,  Curved 

3471000 

Scissors,  Operating,  5% -inch,  Straight, 
Double-Blunt 

3474000 

Scissors,  Operating,  5%-inch,  Straight, 
Double-Sharp 

3474500 

Scissors,  Operating,  4%-inch,  Straight, 
1  Point  Sharp 

3475000 

Scissors,  Operating,  5%-inch,  Straight,  1 
Point  Sharp 

3475500 

Scissors,  Enterotomy 

Plate  40: 

3476000 

Scissors,  Enucleation 

3478000 

Scissors,  Iris,  Angular 

3479000 

Scissors,  Iris,  Full-Curved 

3480000 

Scissors,  Nasal,  Angular 

3481000 

Scissors,  Strabismus,  Straight 

3481300 

Scissors,  Surgical 

3482000 

Scissors,  Tenotomy 

3483000 

Scissors,  Tonsil 

Plate  41: 

3484000 

Scissors,  Uterine 

3485000 

Scoop,  Gall  Stone 

3489000 

Screwdriver,  Bone 

3490000 

Screwdriver,  Bone,  Screw-Retaining 

3492000 

Shears,  Plaster,  Large 

3493200 

Shears,  Rib 

3493500 

Skid,  Bone  (Lever) 

Plate  42: 

3493700 

Snare,  Ear 

3494000 

Snare,  Nasal 

3495500 

Snare,  Tonsil 

3499000 

Sound,  18Fr. 

3511000 

Spatula,  Brain 

3513000 

Spatula,  Eye 

3515000 

Specula,  Ear,  Set  of  3 

Plate  43: 

3516500 

Speculum,  Esophageal 

3518000 

Speculum,  Eye,  Weeks 

3520000 

Speculum,  Eye,  Ziegler 

3521000 

Speculum,  Nasal,  Ingal 

3523000 

Speculum,  Nasal,  Killian 

3524000 

Speculum,  Nasal,  Bosworth 

3525000 

Speculum,  Nasal,  Large,  Myles 

3526000 

Speculum,  Nasal,  Septal,  Goldstein 

Plate  44: 

3528000 

Speculum,  Vaginal,  Bivalve 

3532000 

Speculum,  Vaginal,  Weighted 

3533000 

Spoon,  Lens 

3534000 

Spoon,  Lens,  Wire  Loop 

3535000 

Spreader,  Rib 

3536000 

Spud,  Eye 

3538500 

Telescope,  Cystoscopic,  Foroblique 
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Plate  45: 

3539500 

3540000 

3540500 

3543000 

3544000 

Plate  46: 

3545000 

3546500 

3546600 

3546700 

3547000 

3547700 

Plate  47: 

3548000 

3548500 

3550200 

3550300 

3550600 

3550700 

3551000 

3552000 

Plate  48: 

3553500 

3553800 

3556000 

3559000 

3602000 

3603000 

Plate  49: 

3603200 

3604000 

3609008 

3609300 

36Q9700 

Plate  50: 
3610600 

3610800 

3612000 

3613008 

3616000 

3616300 

3616500 

Plate  51: 
3617000 
3621500 
3623000 
3624508 

3625008 

3626000 


Tongs,  Skull  Traction 
Tonometer 

Tourniquet,  Lobectomy 
Trephine,  Cranial 
Trocar,  Antrum 


Trocar,  Ascites,  lOFr. 
Trocar,  Ascites,  18Fr. 
Trocar,  Drainage 
Trocar,  Emmett,  24Fr. 
Trocar,  Gall  Bladder 
Tube,  Abdominal,  Suction 


Tube,  Aspirating,  Laryngeal,  20-cm. 

Tube,  Aspirating,  Endoscopic,  50-cm. 

Tube,  Aspirating,  Bronchial,  Large,  Curved 
Tube,  Aspirating,  Bronchial,  Large,  Straight 
Tube,  Aspirating,  Open-End,  Light,  35-cm. 
Tube,  Aspirating,  Open-End,  Warning  Stop 
at  30-cm. 

Tube,  Breathing,  Large 

Tube,  Duodenal,  Double  Lumen,  Complete 


Tube,  Suction 

Tube,  Suction,  with  Obturator 
Tube,  Trachea,  Size  3 
Tube,  Trachea,  Laryngostomy,  Size  4 
Adapter,  Eynard 
Adapter  for  Tubing 


Anesthesia  Apparatus,  Endotracheal,  Com¬ 
plete 

Anesthq^ia  Apparatus 

Anesthesia  and  Suction  Apparatus,  110 
Volt,  60  Cycle 

Apparatus,  Blood  Transfusion,  Indirect, 
Donor  Set,  Complete 

Apparatus,  Blood  Transfusion,  Indirect,  Re¬ 
cipient  Set,  Complete 


Apparatus,  Drainage  and  Suction,  Wangen¬ 
steen  Type,  Modified 
Apparatus,  Nasal  Catheter  Oxygenation 
Atomizer,  Set  of  4 
Audiometer,  110  Volt,  60  Cycle 
Bag,  Politzer 
Bag,  Wet  Dressing,  Arm 
Bag,  Wet  Dressing,  Leg 


Balkan  Frame,  Complete 
Battery  Box 

Bradford  Frame,  Complete 
Cabinet,  Specialist’s,  ENT,  Suction  and  Pres¬ 
sure,  110  Volt,  60  Cycle 
Cardiograph,  Large,  110  Volt,  60  Cycle 
Cardiograph,  Portable 


Plate  52: 

3627500 

3628000 

3628500 

3629000 

3630000 

3631000 

3632000 

3633000 

3634000 

3635000 

3636000 

Plate  53: 
3637000 
3638000 
3639000 
3640000 
3641000 
3643208 


Plate  54: 
3646000 
3651000 
3652000 
3652500 
3661710 

3662000 

Plate  55: 
3667000 
3667500 
3668500 
3669000 
3670300 

3671000 

3672000 

3672200 

Plate  56: 

3687000 

3689000 

3691000 

3694000 

3696000 

3699000 

Plate  57: 
3704000 
3705500 
3707515 
3707700 
3708010 
3709000 
3711000 

Plate  58: 
3711500 
3712000 


Case,  Spectacle  Fitting  and  Repair 
Cautery  Cord,  Heavy 
Cautery  Cord,  Regular 
Cautery,  Eye,  Burner  No.  51 
Cautery,  Eye,  Burner  No.  52 
Cautery,  Eye,  Burner  No.  53 
Cautery,  Eye,  Burner  No.  54 
Cautery,  Eye,  Burner  No.  55 
Cautery,  Eye,  Handle 
Cautery,  Regular,  Handle 
Cautery  Iron 


Cautery,  Large  Burner,  Dome-Point 
Cautery,  Large  Burner,  Knife-Point 
Cautery,  Large  Burner,  Needle-Point 
Cautery,  Nasal,  Burner,  Knife-Point 
Cautery,  Nasal,  Burner,  Needle-Point 
Cautery  Transformer,  Hospital  Size,  110 
Volt,  60  Cycle 

Chimney,  Darkroom 
Clamp,  Tubing 
Clipper,  Hair 
Color  Test  Book 

Cord,  Electric,  for  Diagnostic  Appliances, 
Boehm-Pilling 
Cot,  Finger 


Cushion,  Surgical 
Cuspidor,  Fountain,  ENT 
Depth  Perception  Apparatus 
Drum,  Test 

Electro-Surgical  Unit,  Portable,  110-220 
Volt,  AC-DC 
Eye  Shield,  Double 
Eye  Shield,  Single 

Eye  Spheres  (Prosthesis  Balls),  16  mm. 


Hammer,  Percussion 
Headband,  Adjustable  Strap 
Headband,  Mirror 
Headlight 
Inhaler,  Yankauer 
Intravenous  Solution  Reservoir 


Irrigator  Tips 

Kit,  Suction,  Snakebite 

Lamp  Bulb,  Darkroom,  110-115  Volt 

Lamp,  Slit,  Stationary 

Lantern,  Muscle  Test,  without  Stand 

Loupe,  Binocular 

Magnet,  Eye,  Small,  AC-DC 


Mandible  Fracture  Kit,  L<arge 
Manometer,  Spinal 
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3712600 

3713000 

3714500 

3715000 

3715200 

Plate  59: 
3716200 
3717500 
3723000 
3725000 
3726500 

Plate  60: 

3733000 

3735000 

3735508 

Plate  6.1: 
3737000 
3738000 
3739000 
3743900 
3745500 
3748000 
3750000 

Plate  62: 

3754000 

3754500 

3771500 

3772000 

3773500 

3775008 

3776000 

Plate  63: 

3813000 

3815500 

3816000 

3860200 

3861000 

3862400 

3864208 

Plate  64: 
3864700 
3867000 
3868500 
3869000 
3870000 
3870505 
3871000 
3872000 
3873000 
3875000 
3879400 
3880000 


Mask  Type  Oxygen  Therapy  Outfit,  Without 
Manifold,  Complete 
Perimeter,  Electric 
Perimeter,  Hand 
Phorometer,  on  Floor  Stand 
Phorometer,  with  Chair  Attachment 


Pneumothorax  Apparatus 
Rack,  Clip-Holding,  with  Cover 
Reflector 

Resectoscope,  Prostatic,  28Fr. 
Resuscitator  and  Inhalator 


Rule,  Bronchoscopic 
Rule,  Prince 

Sharpener,  Needle,  100  Volt,  AC 


CLASS  4 

Plate  1: 

4007700  Anaerobic  Culture  Apparatus 
4011013  Autoclave,  Laboratory,  Horizontal,  Artifi¬ 
cial-Natural  Gas 
4013000  Balance,  Analytical 
4014000  Balance,  Analytical,  Chain  Weight 
4020008  Basal  Metabolism  Apparatus,  110  Volt,  60 
Cycle 

Plate  2: 

4032000  Beaker,  100-cc. 

4039000  Bellows 
4043000  Blood  Lancet 
4045000  Bottle,  Aspirator,  4-liter 
4046000  Bottle,  Balsam,  45-cc. 

4047000  Bottle,  Distilled  Water,  Narrow  Mouth,  2^- 
gallon 

4048000  Bottle,  Dropping,  60-cc. 

4048500  Bottle,  Infusion,  Kelly,  700-cc. 


Sphygmomanometer,  Aneroid 
Sphygmomanometer,  Mercurial 
Splint,  Cabot 
Splint  Litter  Bar 
Splint  Strap 

Splint,  Thomas,  Arm,  Hinged 
Splint,  Army,  Leg,  Half-Ring 


Splint,  Wire  Ladder 
Splint,  Wrist,  Cock-Up 
Sprayer,  Hand,  Continuous 
Sprinkler,  Powder 

Stethoscope,  Blood  Pressure,  Bracelet  Type 
Suction  Apparatus,  Portable,  110  Volt,  60 
Cycle 

Support,  Pelvic 


Syringe,  Ear,  2-Oz. 

Syringe,  Ear  and  Ulcer,  1-Oz. 

Syringe,  Glass,  ^-Oz. 

Syringe,  Tonsil,  Laryngeal  and  Dental 
Syringe,  Urethral  Prophylaxis 
Tangent  Curtain,  Roller  Type 
Tent,  Oxygen,  110  Volt,  AC-DC 


Tool,  Cleaning 

Transilluminator  (Diagnostic  Lamp) 
Tube,  Colon,  30Fr. 

Tube,  Diagnostic,  Ear 
Tube,  Duodenal,  Buckstein,  Tip 
Tube,  Duodenal,  12Fr. 

Tube,  Duodenal,  Rehfuss 
Tube,  Murphy  Drip 
Tube,  Nasal  Feeding,  22Fr. 

Tube,  Stomach,  30Fr. 

Vision  Test  Apparatus,  Portable 
Vision  Test  Set,  Complete 


Plate  3: 

4050000  Bottle,  Narrow  Mouth,  120-cc.,  Clear 
4056400  Bottle,  Screw  Neck, Vial  Type,  Round,  120-cc. 
4058400  Bottle,  Wide  Mouth,  120-cc.,  Clear 
4059000  Bottle,  Wide  Mouth,  120-cc.,  Cork-finish 
4061000  Bottle,  Reagent,  Set  of  29 
4082000  Bottle,  Specific  Gravity,  25-cc. 

4083000  Bottle,  Sputum 
4087000  Bottle,  Vaccine,  50-cc. 

4089000  Bottle,  Weighing 
4089500  Bottle,  Woulff,  250-cc. 

Plate  4: 

4090000  Box,  Paraffin  Embedding 
4091000  Brush,  Beaker 
4092000  Brush,  Burette 
4094000  Brush,  Flask  -  • 

4094500  Brush,  Milk-Testing  Bottle 

4095000  Brush,  l^-inch  Diameter  for  Test  Tube 

4100000  Burette,  50-cc. 

4101000  Burette,  Automatic,  50-cc. 

4101200  Burette,  Micro,  5-cc. 

Plate  5 : 

4103000  Burner,  Bunsen 

4104000  Burner,  Bunsen,  4-Burner 

4105000  Burner,  Bunsen,  Blast 

4106000  Burner,  Bunsen,  High  Temperature 

4107000  Burner,  Bunsen,  Tirrill  Type 

4109000  Burner,  Bunsen,  Tripod 

4110000  Burner,  Bunsen,  Wing-Top 

4114000  Burner,  Micro 

4114500  Burner,  Micro,  Flame  Shield 

Plate  6: 

4115000  Cage,  Animal 
4121000  Carbon  Dioxide  Apparatus 
4124000  Case,  Mailing,  Culture 
4124500  Case,  Mailing,  Wright’s  Stain 
4125000  Case,  Mailing,  Typhoid 
4126000  Case,  Mailing,  Wassermann 
4127000  Case,  Mailing,  Water 
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Plate  7: 

4129300 

4139008 

4140000 

4141700 

4143000 

Plate  8: 

4175000 

4177000 

4178000 

4180000 

4180400 

4180800 

4181000 

4182000 

4184000 

Plate  9: 

4187200 

4187400 

4188000 

4192000 

4193000 

4193500 

Plate  10: 

4200000 

4206000 

4208000 

4209300 

4211000 

4212000 

4213000 

4213900 

4214000 

4220000 

4223000 

4224000 

Plate  11: 

4226035 

4226500 

4227000 

4229000 

4229200 


Plate  12: 
4230000 
4237500 
4238000 
4239000 
4244000 
4248000 
4250000 
4253000 
4256000 


Centrifuge,  Electric,  Large 

Centrifuge,  Electric,  Small,  110  Volt,  AC-DC 

Centrifuge,  Hand 

Centrifuge  Tube,  Graduated,  6%-cc. 
Centrifuge  Tube,  Ungraduated,  15-cc. 


Clamp,  Adjustable 
Clamp,  Extension,  11-inch 
Clamp,  Extension,  Holder 
Clamp,  Mohr’s  Pinchcock 
Clamp,  Pinchcock,  Heavy 
Clamp,  Shut-Off,  Screw  Adjustment 
Clamp,  Test  Tube 
Clock,  Interval-Timer 
Colorimeter,  Duboscq 


Counter,  Colony,  Quebec 
Counter,  Hand  (Tally  Register) 
Counting  Plate,  Wolffhuegel 
Crucible,  Gooch,  25-cc. 

Crucible  Holder 
Crucible,  Platinum,  20-cc. 


Plate  13: 

4260700  Funnel,  Glass,  Fritted,  350-cc. 

4263000  Funnel,  Glass,  Plain,  125-mm. 

4264000  Funnel,  Glass,  Fluted,  32-oz. 

4268000  Funnel,  Glass,  Ribbed,  32-oz. 

4270000  Funnel,  Separatory,  Cylindrical,  250-cc. 

Plate  14: 

4277000  Hemacytometer,  Complete 
4281100  Hematocrit  Tube,  Wintrobe 
4281200  Hemoglobinometer,  Sahli  Type 

Plate  15: 

4284000  Hemoglobinometer,  Tallquist 
4285000  Holder,  Needle,  Dissecting 
4286000  Holder,  Needle,  Kolle 

4287000  Hydrometer  for  Liquids  Heavier  than  Water 
4292008  Incubator,  Bacteriological,  37°  and  55°  C, 
Small,  U0  Volt,  AC-DC 
4299000  Jar,  Animal,  8-inch 

Plate  16: 

4301000  Jar,  Coplin 

4301200  Jar,  Cylindrical,  Plain,  6-inch 

4305000  Jar,  Museum,  36-cm. 

4306000  Jar,  Specimen,  %-pint 
4310000  Kjeldahl  Distilling  Apparatus 
4312000  Label,  Micro  Slide 


Cylinder,  Graduated,  100-cc. 
Cylinder,  Graduated,  Mixing,  100-cc. 
Desiccator,  Scheibler,  150-mm. 
Desiccator,  Vacuum,  250-mm. 

Dish,  Culture 

Dish,  Evaporating,  Glass,  125-cc. 

Dish,  Evaporating,  Glass,  275-cc. 

Dish,  Evaporating,  Platinum,  100-cc. 

Dish,  Evaporating,  Porcelain,  70-cc. 

Dish,  Petri 

Dish,  Petri,  Holder 

Dish,  Stender,  26  mm.  High 


Distilling  Apparatus,  2-gallon,  Leaded  Gas¬ 
oline 

Distilling  Apparatus  with  Graham  Conden¬ 
ser 

Distilling  Apparatus,  Ralston 
Extraction  Apparatus,  Rubber  Analysis 
Extraction  Apparatus  with  Friedrichs  Con¬ 
denser 


Plate  17: 

4313000  Magnifier 
4313500  Meter,  pH 
4315000  Microscope,  Monocular 
4316000  Microscope,  Binocular 

4318010  Microscope  Dark  Field  Apparatus  Resis¬ 
tance,  Spencer 

Plate  18: 

4331005  Microscope  Mechanical  Stage,  Bausch  and 
Lomb 

4334000  Microscope  Ocular  Micrometer 
4334500  Microscope  Shield,  Cellulose 
4335000  Microscope  Stage  Micrometer 
4336000  Microtome,  Automatic  Rotary 
4337000  Microtome,  Clinical 

Plate  19: 

4339000  Microtome  Knife  for  Clinical  Microtome 
4340000  Microtome  Knife  for  Minot  Microtome 
4345000  Microtome  Knife  Strop,  Fine 
4347000  Microtome  Knife  Hone 

4348000  Milk  Testing  Apparatus  Bottle  for  Cream 


Extraction  Thimble 

Filter,  Seitz-Manteufel  Type,  Size  6 

Flask,  Culture,  Kolle,  320-cc. 

Flask,  Distillation,  250-cc. 

Flask,  Erlenmeyer,  250-cc. 

Flask,  Filtering,  500-cc. 

Flask,  Florence  (Boiling),  250-cc. 
Flask,  Kjeldahl,  500-cc. 

Flask,  Volumetric,  100-cc. 


Plate  20: 

4351200  Milk  Testing  Apparatus,  Quevenne  Lectome- 
ter  without  Thermometer 
4352000  Milk  Testing  Apparatus  Acid  Measure 
4353000  Milk  Testing  Apparatus  Pipette,  Babcock 
4353500  Milk  Testing  Apparatus  Pipette,  Cream  Test 
4354500  Milk  Testing  Apparatus  Pipette,  Milk  Di¬ 
lution 

4355000  Milk  Testing  Apparatus  Centrifuge  Tube 
4357000  Oven,  Pathological,  Electric 
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Plate  21: 

4366000 

4367000 

4373000 

4380000 

4381000 

4383000 

4383200 

4384100 

4385000 

Plate  22: 

4390000 

4392000 

4392505 

4402005 

4423000 

4426000 

Plate  23: 

4429000 

4430000 

4430300 

4431000 

4432000 

4433000 

4434000 

4434500 

4435000 

4436000 

4436400 

4437000 

4438500 

4439000 

4440000 

4440500 

4441000 

4442000 

Plate  24: 
4444000 

4446000 

4447000 

4448000 

4449000 

4451000 

4454005 


Plate  25: 

4454500 

4455000 

4465000 

4470000 

4470500 

4476000 


Pipette,  Ostwald,  1-cc. 
Pipette,  Ostwald,  2-cc. 
Pipette,  Serological,  1-cc. 
Pipette,  Volumetric,  25-cc. 
Pipette  Box 
Pump,  Filter 

Pump,  Filter,  airejector  type 
Pump,  Vacuum,  Electric 
Ring,  Suberite 


Rule,  Slide 

Section  Lifter,  Pathological 
Shaking  Apparatus,  Kahn,  3-Rack,  110  Volt, 
60  Cycle 

Sterilizer,  Hot  Air,  Large,  110  Volt,  AC-DC 
Support  Stand,  6%  by  9-inch 
Support  Stand  Ring,  4-inch 


4477000  Water  Bath,  Inoculating 
4479008  Water  Bath,  Serological,  Inactivating,  110 
volt,  AC-DC 

4480008  Water  Bath,  Serological,  Wassermann,  110 
volt,  AC-DC 


CLASS  5 

Plate  1: 

5002500  Alloy-Mercury  Measuring  Device 

5008000  Arbor,  Emery 

5009500  Arbor,  Emery,  for  Handpiece 

5011000  Articulator,  Crown  and  Bridge 

5013000  Articulator,  Gysi 

5014000  Balance,  Portable 

5018000  Blower,  Chip  and  Hot  Air  Syringe 

5020000  Blowpipe,  Gas 

5022000  Blowpipe  Outfit 

Plate  2: 


Test  Glass,  Urinalysis,  200-cc. 

Test  Tube,  Aeration 

Test  Tube,  Antigen,  Kahn 

Test  Tube,  Chemical 

Test  Tube,  Culture 

Test  Tube,  Fermentation,  Large 

Test  Tube,  Fermentation,  Small 

Test  Tube  Filling  Shield 

Test  Tube,  Folin 

Test  Tube,  Ignition 

Test  Tube,  Kahn  Precipitin 

Test  Tube,  Loeffler,  Media 

Test  Tube,  Screw  Cap 

Test  Tube,  Wassermann 

Test  Tube  Support,  Metal 

Test  Tube  Support,  Kahn  Precipitin 

Test  Tube  Support,  Wassermann  Rack 

Test  Tube  Support,  Wood 


Thermometer,  Chemical,  minus  10°  to  plus 
200°C 

Thermometer,  Chemical,  Precision,  minus 
10°  to  plus  105°C 
Thermometer,  Incubator 
Tongs,  Crucible 
Triangle,  2-inch 
Tripod,  Iron 

Tube,  Color  Comparison,  Support,  50-cc. 
Tubes 


Tube,  Digestion,  Folin-Wu 
Tube,  Drying,  140-mm 
Turbidimeter 
Urinometer 
Vacuum  Gage 

Water  Bath  for  Inflammable  Liquids 


5024000  Bottle,  Office 
5024500  Bottle,  ^-oz. 

5027500  Box,  Viewing 
5030000  Brush, Inlay 
5031000  Brush,  Scratch 
5036000  Bur,  No.  4,  Angle  Handpiece 
5064000  Bur,  No.  4,  Straight  Handpiece 
5100000  Burner,  Bunsen,  Laboratory 
5105500  Burnisher,  Stellite,  5-7 
5108000  Cabinet,  Dental 
5112700  Carrier,  Amalgam,  No.  5 
5117000  Case,  Mailing,  Dental,  Large 

Plate  3: 

5143000  Chair,  Dental  Operating 
5149500  Chisel,  Osseous,  Stout,  No.  2 
5155000  Chisel  No.  5 
5158700  Chisel,  Wedelstaedt,  No.  42 
5160000  Clamp,  Rubber  Dam,  No.  20 
5168000  Cleaner,  Pulp  Canal,  No.  2 
5174008  Compressor  Unit  with  12-Gallon  Tank,  110 
Volt,  60  Cycle 

5188500  Crown  Remover,  Simplex 
5196700  Curette,  F.  F.  Molt,  No.  4 
5206000  Dentimeter 

Plate  4: 

5238000  Dissolver,  3-cc. 

5246500  Elevator,  Stout  A 
5247000  Elevator,  Malar,  Ivy 
5249600  Elevator,  Potts,  No.  4 
5249800  Elevator,  Winter,  No.  1  R 
5251000  Elevator,  Winter,  No.  123 
5252500  Engine,  Electric,  Bench-Mounted,  Labora¬ 
tory 

5253008  Engine,  Mobile,  110  Volt,  60  Cycle 
5253505  Engine,  Wall  Bracket  Type,  110  Volt,  60 
Cycle 

5261005  Engine,  Handpiece,  Angle,  Doriot 
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Plate  5: 

5269500 

5280000 

5285000 

5289000 

5298000 

Plate  6: 

5304000 

5308000 

5309000 

5313500 

5314000 

5316000 

5317000 

5319000 

Plate  7: 
5320000 
5322000 
5324000 
5325000 
5326000 
5326200 
5326400 
5327805 
5329500 

Plate  8: 

5351005 

5355000 

5358000 

6359000 

5360000 

5361000 

5362000 

5362800 

Plate  9: 

5373000 

5380000 

5382000 

5388012 

5391000 

Plate  10: 

5392009 

5392500 

5395000 

Plate  11: 

5400500 

5401000 

5403000 

5405000 

5407000 

5408000 

5416000 

5417000 


Excavator,  Black,  No.  49 
Explorer  No.  6 

Facings,  U.  S.  Army  Assortment 
File,  Gold,  Half-Round 
File,  Root  Canal,  B,  No.  1 


File,  Vulcanite,  Half-Round,  Double-Ended 
File,  Wood,  Rasp 
Finisher,  Vulcanite,  No.  2 
Forceps,  Bone,  Rongeur,  No.  5-S 
Forceps,  Crown-Slitting 
Forceps,  Rubber  Dam,  Clamp 
Forceps,  Rubber  Dam,  Punch 
Forceps,  Tooth-Extracting,  No.  18R 


Forceps,  Tooth-Extracting,  No.  18L 
Forceps,  Tooth-Extracting,  No.  65 
Forceps,  Tooth-Extracting,  No.  150A 
Forceps,  Tooth-Extracting,  No.  151A 
Forceps,  Tooth-Extracting,  No.  210 
Forceps,  Tooth-Extracting,  No.  215 
Forceps,  Tooth-Extracting,  No.  217 
Furnace,  Dental,  Small,  110  Volt,  AC-DC 
Glass,  Reading,  Magnifying 


Heater  for  Spray  Bottles,  110  Volt,  AC-DC 

Heater  for  Compound,  110  Volt,  AC-DC 

Holder,  Cotton 

Holder,  Mercury 

Holder,  Napkin 

Holder,  Nerve  Broach 

Holder,  Rubber  Dam 

Impression  Compound  Trays,  Set  of  6 


Knife,  Plaster 
Lamp,  Alcohol 
Lamp,  Alcohol,  Large 

Lamp,  Operating,  Unit  Attachment,  Ritter 
E  and  Weber 
Lancet,  Volland,  No.  2 


Lathe,  Dental,  110  Volt,  60  Cycle 
Lathe,  Dental,  Heavy  Duty 
Machine,  Casting,  Smtill 


5420500 

5421000 


Plate  12: 

5426000 

5427000 

5427500 

5428000 

5431000 

5432000 

5432500 

5433500 

5435000 

5435700 

Plate  13: 

5436000 

5440000 

5444000 

5450000 

5454000 

5500000 

5502000 

5503000 

Plate  14: 
5504000 
5507000 
5519000 
5523200 
5524000 
5541000 
5542000 
5544000 
5545000 
5551500 
5552000 
5552500 

Plate  15: 

5557000 

5559300 

5559500 

5568000 

5569000 

5570000 

5571000 

5572000 

5576000 


Mortar  and  Pestle 
Pan,  Pickling 


Pliers  No.  2,  Dressing 

Pliers  No.  17,  Dressing 

Pliers  No.  104 

Pliers  No.  107 

Pliers  No.  136,  Contouring 

Pliers  No.  137,  Contouring 

Pliers,  Clasp-Bending 

Pliers,  Laboratory,  Parallel  Jaws 

Pliers,  Lingual  Bar 

Pliers,  Wire  Nippers 


Plugger,  Amalgam,  Black,  No.  1 
Plugger,  Plastic,  Ladmore,  No.  3 
Plugger,  Root  Canal,  No.  1 
Plugger,  Plastic,  Woodson,  No.  1 
Point,  Carborundum,  Mounted,  No.  183,  for 
Angle  Handpiece 
Polisher,  Rubber  Cup 
Pot  (Medicine  Glass)  Dappen 
Press,  Flask 


Probe,  Abscess 
Reamer,  Root  Canal,  B-15 
Retainer,  Matrix,  No.  1 
Retainer,  Matrix,  No.  9 
Retractor,  Tissue,  Buckley 
Scaler  No.  3 
Scaler  No.  6 
Scaler  No.  33 
Scaler  No.  34 

Scaler,  Pyorrhea,  Younger-Good,  No.  3 
Scaler,  Pyorrhea,  Younger-Good,  No.  4 
Scaler,  Pyorrhea,  Younger-Good,  No.  15 


Separator,  Elliott 
Shears,  Crown,  Universal 
Shears,  Laboratory 
Spatula,  Cement 
Spatula,  Plaster 
Spatula,  Stellite 
Spatula,  Wax,  No.  7 
Spatula,  Wax,  No.  31 
Stick,  Orangewood 


Mallet,  Metal,  Dental 
Mallet,  Plugging 

Mandrel  No.  303,  for  Angle  Handpiece 
Mandrel  No.  303,  for  Straight  Handpiece 
Mandrel,  Morgan-Maxfield,  for  Angle  Hand- 
piece 

Mandrel,  Morgan-Maxfield,  for  Straight 
Handpiece 
Mirror,  Hand 
Mirror,  Mouth 


Plate  16: 

5582700  Surveyor  and  Designer,  Kerr  Type 
5593000  Syringe,  Hypodermic,  Cartridge  Type,  Com¬ 
plete 

5597000  Syringe,  Water 
5613000  Teeth,  Shade  Guide 
5615000  Tongs,  Flask 

Plate  17: 

5616000  Tongs,  Soldering 
5622000  Tray,  Crown  and  Bridge 
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CLASS  5 


LIST  OF  ILLUSTRATIONS 


5627000  Tray,  Impression,  Lower,  BIS-18 
5631000  Tray,  Impression,  Lower,  SSW-1 
5634000  Tray,  Metal,  %-lb. 

5636000  Tray,  Impression,  Upper,  BIS-1 
5641000  Tray,  Impression,  Upper,  SSW-1 
5645000  Trimmer,  Vulcanite,  No.  26 
5646000  Trimmer,  Vulcanite,  No.  27 
5652000  Tweezers,  B 
5652500  Tweezers,  K 
5653000  Tweezers,  L 

Plate  18: 

5602025  Table,  Aseptic,  Top,  Ritter 
5653512  Unit,  Operating,  Dental,  110  Volt,  60  Cycle 
5654125  Unit,  Operating,  Dental,  Hose,  Complete  with 
Tips  and  Sleeves  for  Saliva  Ejector,  Ritter 
D-E 

5659030  Unit  Operating,  Dental,  Tubing,  Complete 
with  Fittings  for  Air  Cut-Off,  Ritter  E 
5659530  Unit  Operating,  Dental,  Tubing,  Complete 
with  Fittings  for  Warm  Air  Syringe,  Rit¬ 
ter  E 


Plate  4: 

6067000  Machine,  X-Ray,  Mobile,  Shockproof,  Com¬ 
plete 

6088005  Machine,  X-Ray,  Dental,  Shockproof,  Com¬ 
plete,  110  Volt,  60  Cycle 

6089000  Machine,  X-Ray,  Stationary,  Shockproof, 
Complete 

6090000  Machine,  X-Ray,  Portable,  Shockproof 

6090500  Machine,  Radiographic  and  Fluoroscopic, 
Shockproof  Unit,  Complete,  200-ma,  One- 
Tube 

Plate  5: 

6091500  Machine,  Radiographic  and  Fluoroscopic, 
Shockproof  Unit,  Complete,  200-ma,  Two- 
Tube 

6109800  Mixer,  Barium,  Electric 

6121000  Photoroentgenographic  Camei’a  Unit 

6124700  Rack,  Film-Drying 

6126500  R-Meter 

6136000  Stereoscope,  Large,  Complete 


Plate  19: 

5661300 

5661500 

5664000 

5677000 

5683000 

5689000 

5690000 


Plate  1: 

*  6007900 
6008000 

6010000 

6011700 

6012500 

6013000 


Plate  2: 
6013500 

6013700 

6013800 

6014000 

6014500 

Plate  3: 
6027000 
6031500 
6033000 
6034000 
6037000 
6040000 
6050000 


Vibrator,  Electric,  Kerr  Type 
Vise,  Bench 

Vulcanizer  Flask,  Compress 

Wheel,  Brush,  No.  12 

Wheel,  Carborundum,  No.  301 

Wheel,  Carborundum,  2-inch,  Coarse  Grit 

Wheel,  Carborundum,  2-inch,  Medium  Grit 

CLASS  6 


Caliper,  Rule  Type 

Carrier  (Hanger)  Film  Development,  Den¬ 
tal  Film 

Cassette,  10-inch  by  12-inch 
Cassette  Changer,  Stereoscopic,  Upright, 
Magnetically  Controlled 
Cone,  Radiographic  or  Treatment,  Large 
Opening 

Cone,  Radiographic  or  Treatment,  Medium 
Opening 


Cone,  Radiographic  or  Treatment,  Small 
Opening 

Developing  Unit,  X-Ray 
Developing  Unit,  X-Ray,  Cooling  Unit 
Diaphragm,  Potter-Bucky 
Dryer,  X-Ray  Film,  24-Film  Capacity 


Frame,  Printing,  14-inch  by  17-inch 
Grid,  Wafer,  14-inch  by  17-inch 
Holder,  Film-Exposure,  8-inch  by  10-inch 
Holder,  Film-Exposure,  10-inch  by  12-inch 
Holder,  Film-Development,  8-inch  by  10-inch 
Illuminator,  Radiographic 
Localizer,  Eye,  Complete 


Plate  6: 

6136300  Stereoscope,  Small,  Complete 
6156800  Table,  Four-Position,  for  Radiography  and 
Fluoroscopy 

6156900  Table,  One-Position,  for  Radiography  and 
Therapy,  Light  Duty 
6158000  Table,  X-Ray,  Urological 
6159000  Table,  X-Ray,  Urological,  X-Ray  Machine 
(Energizing  Unit) 

Plate  7: 

6167000  Tank,  Developing,  Dental  Film,  3-Compart¬ 
ment 

6167500  Tank,  Developing,  3-Compartment 
6169200  Tube-Stand  Unit,  Rail-Mounted,  Heavy  Duty 

CLASS  7 

Plate  1 : 

7001000  Back  Rest 

7003000  Basket,  Laundry,  Body 

7003500  Basket,  Laundry,  Frame 

7005000  Bed,  Hospital 

7005200  Bed  Rail 

7006000  Bed,  Hospital,  Adjustable 

Plate  2:  . 

7011000  Bookcase  Unit  Section,  12%  Inches  High 
7013000  Bookcase  Base  Section 
7013200  Bookcase  Top  Section 
7017000  Cabinet,  Filing,  Large  Unit,  Base 
7018000  Cabinet,  Filing,  Large  Unit,  Document  Sec¬ 
tion 

7019000  Cabinet,  Filing,  Large  Unit,  3  by  5-inch  Card 
Section,  5-Drawer 

7020000  Cabinet,  Filing,  Large  Unit,  3  by  5-inch  Card 
Section,  15-Drawer 

7021000  Cabinet,  Filing,  Large  Unit,  5  by  8-inch  Card 
Section,  3-Drawer 


10 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


1  MARCH  1944 


LIST  OF  ILLUSTRATIONS 


CLASS  7 


7021500 

7022000 

7023000 

7024000 

7025000 

7026000 

7026500 

Plate  3: 
7031000 
7033000 
7043000 
7046000 
7055000 
7060300 
7060400 

Plate  4: 
7060500 
7062000 
7072000 
7087000 
7088000 
7088500 
7089000 

Plate  5: 
7093000 
7094000 
7095000 
7098000 
7099000 

7099200 
Plate  6: 
7099300 
7099400 
7102000 
7103005 

7104005 

Plate  7: 
7105505 

7121200 

Plate  8: 
7121400 

7123200 

7123400 

7126005 


Cabinet,  Filing,  Large  Unit,  Top 
Cabinet,  Filing,  Small  Unit,  Base 
Cabinet,  Filing,  Small  Unit,  Cap  Size  Section 
Cabinet,  Filing,  Small  Unit,  Document  Sec¬ 
tion,  3-Drawer 

Cabinet,  Filing,  Small  Unit,  3  by  5-inch  Card 
Section,  2-Drawer 

Cabinet,  Filing,  Small  Unit,  5  by  8-inch  Card 
and  Document  Section 
Cabinet,  Filing,  Small  Unit,  Top 


Carriage,  Dressing 
Carriage,  Wheeled 
Chair,  Invalid 
Chair,  Specialist’s 
Desk,  Nurse’s 
Holder,  Card 
Holder,  Chart 


Lamp,  Adjustable,  for  Bed  ' 
Lamp,  Desk,  Flexible  Arm 
Rack,  Urinal  and  Bedpan 
Stool,  Foot,  Operating  Room 
Stool,  Revolving,  Adjustable 
Table,  Autopsy 
Table,  Bedside 


Table,  Examining 
Table,  Instrument 
Table,  Instrument,  Adjustable 
Table,  Operating,  Complete 
Table,  Operating,  Scanlon-Balfour,  Com¬ 
plete 

Table,  Operating,  Headrest,  Cerebellar 


Table,  Orthopedic,  Complete 
Table,  Orthopedic,  Portable,  Complete 
Baker,  Electric,  Portable,  Complete 
Bath,  Arm,  Whirlpool,  Complete,  110  Volt, 
60  Cycle 

Bath,  Leg,  Whirlpool,  Complete,  110  Volt, 
60  Cycle 


Diathermy  Apparatus,  Short  Wave,  Com¬ 
plete,  110  Volt,  60  Cycle 
Lamp,  Therapeutic,  Infra-Red,  Large,  Ele¬ 
ment  Type,  Complete 


Lamp,  Therapeutic,  Infra-Red,  Large,  Ele¬ 
ment,  1000  Watt 

Lamp,  Therapeutic,  Infra-Red,  Small,  Ele¬ 
ment  Type,  Complete 

Lamp,  Therapeutic,  Infra-Red,  Small,  Ele¬ 
ment,  600  Watt 

Lamp,  Therapeutic,  Mercury  Arc,  Air- 
Cooled,  Mobile,  Complete,  110  Volt,  60 
Cycle 


Plate  9: 


7128500 

Lamp,  Therapeutic,  Mercury  Arc,  Orificial, 
Air-Cooled,  Mobile,  Complete 

7129600 

Lamp,  Therapeutic,  Ultra-Violet,  Small 

7132005 

Sinusoidal  Machine,  Portable,  for  Galvanic, 
Faradic  and  Rapid  Sinusoidal  Currents, 
110  Volt,  60  Cycle- 

7226000 

Cart,  Food,  Dear  Type,  Complete 

7230005 

Cart,  Food,  Drinkwater,  with  One  Large 
Cabinet,  Complete 

7230010 

Cart,  Food,  Drinkwater,  with  Two  Small 
Cabinets,  Complete 

7708000 

Balance,  Prescription 

Plate  10: 

7711000 

Basin,  Hand 

7712000 

Basin,  Operating  Room 

7715000 

Basin,  Sponge 

7717000 

Bedpan 

7720500 

Box,  Cash 

7756300 

Condenser,  Universal 

Plate  11: 

7791000 

Disinfector,  Trailer  Type 

7793000 

Dispensing  Set,  Complete 

7794000 

Dispensing  Set,  Veterinary,  Complete 

7794500 

Divider,  8-inch 

7889000 

Scale,  Physician’s 

Plate  12: 

7890500 

Scale,  Portable 

7891000 

Scale,  Prescription 

7905000 

Spokeshave 

7909000 

Sterilizer,  Bedpan 

7910240 

Sterilizer,  Water,  Pressure  Type,  25-Gallon, 
Steam 

7917005 

Sterilizer,  Instrument,  Small,  110  Volt, 
AC-DC 

7945500 

Vaporizer,  Electric 

CLASS  8 

Plate  1: 

8002600 

Bistoury,  Probe-Pointed,  Curved 

8002700 

Bistoury,  Sharp-Pointed,  Curved 

8007000 

Burr,  Ventricular,  Snell’s 

8008500 

Candler,  Egg,  Electric 

8009800 

Case,  Cautery,  Electric 

8010000 

Case,  Cautery,  Ether,  Complete 

Plate  2: 

8019000 

Case,  Hypodermic  Tablets,  Veterinary,  Com¬ 
plete 

8020000 

Case,  Mallein  Test,  Complete 

8021000 

Case,  Meat  and  Dairy  Inspection,  Complete 

8024000 

Case,  Post-Mortem,  Veterinary,  Complete 

Plate  3: 

8029000 

Chest,  Clipping,  Complete 

8054000 

Curette,  Hoof,  Nail  Hole,  34° 

8055000 

Curette,  Hoof,  Nail  Hole,  45° 

8056000 

Curette,  Fistula,  Veterinary 

8057000 

Curette,  Sharp,  Double-Ended 
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CLASS  8 


LIST  OF  ILLUSTRATIONS 


Plate  4: 

8057200 

8058500 

8059000 

8060000 

8061000 

Plate  5: 
8062000 
8063000 
8064000 
8065000 
8066000 
8066200 

8066500 

8067000 

8068000 

Plate  6: 

8069000 

8070000 

8071000 

8072000 

8073000 

8075000 

Plate  7 : 
8080000 
8081000 
8082000 
8083500 
8084000 
8085000 

8086000 

8088000 

8089000 

Plate  8: 
8090000 
8091000 
8092000 
8093000 
8094000 
8095000 
8096000 
8097000 

Plate  9: 
8102000 

8104000 

8104500 

8105000 

8106000 

8107500 


Disinfector,  50-gallon 
Ecraseur,  Spaying 
Emasculator 
File  and  Rasp 
File,  Hoof  Knife 


Plate  10: 

8109500  Speculum,  Eye,  Veterinary 
8110000  Speculum,  Mouth,  Veterinary 
8110300  Speculum,  Nasal,  Veterinary 
8110500  Speculum,  Vaginal,  Veterinary 
8111000  Splitter,  Hoof 


Float,  Dental,  Angular 
Float,  Dental,  File  Blade 
Float,  Dental,  Handle 
Float,  Dental,  Rasp  Blade 
Float,  Dental,  Straight 

Forceps,  Hemostatic,  5^4 -inch,  Straight, 
Pean 

Forceps,  Splinter,  8-inch 
Forceps,  Wolf-Tooth,  9-inch 
Forceps,  Wolf-Tooth,  13-inch 


Plate  11: 

8112000  Stock,  Metal,  Veterinary 
8114000  Syringe,  Dose,  Metal,  Veterinary,  1-oz. 
8115000  Syringe,  Dose,  Metal,  Veterinary,  2-oz. 
8115500  Syringe  Filler,  Automatic 
8123000  Table,  Operating,  Equine 

Plate  12: 

8123500  Tackle  Block  (Safety  Hoist),  Medium  Size 
8124000  Tester,  Hoof,  Large 
8125000  Tester,  Hoof,  Small 
8125400  Tester,  Sediment 


Furnace  and  Caldron 
Gouge,  Hoof 
Groover,  Hoof,  Oval 
Groover,  Hoof,  Pointed 
Gun,  Balling 
Handles,  Universal 


Plate  13: 

8129000  Trier,  Cheese,  Lard  and  Butter,  6-inch 
8129500  Trier,  Grain  (Bag  Type) 

8131000  Trier,  Lard  and  Butter,  14-inch 
8133000  Trier,  Meat,  8-inch 
8133500  Trocar,  Bleeding,  Veterinary 
8134000  Trocar,  Horse,  Large,  Reversible 


Hook,  Gland 
Hook,  Neurectomy 
Hook,  Neurectomy,  Right 
Intravenous  Outfit,  Veterinary,  Complete 
Knife,  Hoof-Searching,  Double-Edge,  7-inch 
Knife,  Hoof-Searching,  Double-Edge,  514- 
inch 

Knife  Set,  Hoof 
Knife,  Hoof,  Sage,  Left 
Knife,  Hoof,  Sage,  Right 


Mallet,  Lead,  Veterinary 

Molar  Cutter,  Closed 

Molar  Cutter,  Half-Open 

Molar  Cutter,  Wide  Open,  Multiple-Lever 

Molar  Cutter,  Open 

Molar  Extractor,  Lower 

Molar  Extractor,  Upper 

Molar  Root  Extractor 


Pump,  Combination,  Continuous  Flow,  Injec¬ 
tion  and  Suction,  Veterinary 
Punch,  Dental,  Curved,  Veterinary 
Punch,  Dental,  Straight,  Veterinary 
Retainer,  Dressing,  Foot,  Veterinary,  Set 
of  4 

Retractor  Laryngeal,  Self-Retaining,  Veter¬ 
inary 

Scale,  Egg-Weighing,  Complete 


CLASS  9 

Plate  1: 

9308500  Case,  Operating,  Small,  Improved,  Complete 

9309000  Case,  Post-Mortem,  Complete 

9309800  Case,  Trial  Lenses,  Pocket  Set 

Plate  2: 

9310000  Case,  Ward,  Complete 

9321000  Basic  Instrument  Set,  Complete  (1942 
Model) 

Plate  3: 

9325000  Supplemental  Instrument  Set,  Chest  In¬ 
juries,  Complete  (1942  Model) 

9327000  Supplemental  Instrument  Set,  Ear,  Nose  and 
Throat  Injuries,  Complete  (1942  Model) 

Plate  4: 

9329000  Supplemental  Instrument  Set,  Eye  Injuries, 
Complete  (1942  Model) 

9331000  Supplemental  Instrument  Set,  Fractures 
and  Amputations,  Orthopedic,  Complete 
(1942  Model) 

9332000  Supplemental  Instrument  Set,  Genito-Urin- 
ary  Injuries,  Complete 

Plate  5: 

9333000  Supplemental  Instrument  Set,  Maxillo- 
Facial  Injuries,  Complete  (1942  Model) 

9333500  Supplemental  Instrument  Set,  Neuro-Surgi- 
cal,  Brain  and  Nerve  Injuries,  Complete 
(1942  Model) 
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LIST  OF  ILLUSTRATIONS 


CLASS  9 


Plate  6: 

9351000 

9362300 

9362600 

9363600 

9364500 

9365200 

9369000 

9369200 

Plate  7: 

9350000 

9364000 

9364300 


Plate  8: 

9370700 

9371100 

9371200. 

9378000 

9379500 

9379700 

Plate  9: 

9406000 

9407000 

9409500 

9429500 

9429700 

Plate  10: 

9432000 

9433000 

9441000 

9442000 

Plate  11: 

9502100 

9502200 

9502300 

Plate  12: 

9502500 

9502600 

9502700 

Plate  13: 

9506500 

9506700 

9507000 

9509300 


Plate  14: 

9509500 

9602500 

9605500 

9606000 


Anesthesia  Set,  Complete 
Drill,  Bone,  Set  of  3 

Forceps,  Dressing,  3% -inch  (Tweezers) 

Kit,  Eye  Surgery 
Probe,  5-inch,  Straight 
Retractor,  Eye 

Scissors,  First-Aid,  4-inch,  Straight,  Double- 
Blunt 

Scissors,  5^ -inch,  Straight,  1  Point  Sharp 


Plate  15: 

9608510 

9608600 

9608700 

9608808 

9608810 

9609010 


X-Ray  Field  Unit,  Machine,  X-Ray,  Com¬ 
plete,  110-220  Volt,  60  Cycle 
X-Ray  Field  Unit,  Transformer  Unit,  Chest 
MD  X-2 

X-Ray  Field  Unit,  Tube  Unit,  Chest  MD  X-3 
X-Ray  Field  Unit,  Control  Unit,  Chest  MD 
X-4,110  Volt,  60  Cycle 
X-Ray  Field  Unit,  Control  Unit,  Chest  MD 
X-4, 110-220  Volt,  60  Cycle 
Chest  MD  X-l,  Complete,  New  Type 


Anesthesia  Apparatus,  Portable 
Oxygen  Therapy  Apparatus,  Closed  Circuit 
Oxygen  Therapy  Outfit,  with  Manifold, 
Complete 


Shock  Team  Set,  Complete 
Splint,  Army,  Arm,  Half-Ring,  Folding 
Splint,  Army,  Leg  and  Thigh,  Half-Ring, 
Folding 

Toprniquet,  Field 
Tourniquet  Anchor,  Kirk 
Tourniquet-Scissors-Forceps  Set 


Burner,  Alcohol,  Bunsen  Type 
Burner,  Gasoline,  Blast 
Chest,  Laboratory,  Field,  Complete 
Chlorine  Test  Set 

Colorimeter,  Chlorine  and  Toxic  Gases 


Incubator,  1920  Field  Model 
Magnifier,  Folding 
Urinalysis  Set,  Small,  Complete 
Water  Bath,  Serological,  1920  Field  Model 


Chair,  Dental,  Field,  Folding 
Chest,  Dental  Pack  A,  Complete 
Chest,  Dental  Pack  B,  Complete 


Chest,  MD,  No.  60,  Complete 
Chest,  MD,  No.  61,  Complete 
Chest,  MD,  No.  62,  Complete 


Kit,  Dental,  Maxillo-Facial,  Complete 
Lamp,  Alcohol,  Large,  Modified 
Lathe,  Hand,  Modified 

Syringe,  Hypodermic,  Cartridge  Type,  Com¬ 
plete 


Teeth,  Combination  Set,  Complete 
X-Ray  Field  Unit,  Chest,  Film,  X-Ray 
X-Ray  Field  Unit,  Dryer  and  Loading  Bin 
Combination 

X-Ray  Field  Unit,  Generator 


Plate  16: 

9614500 

Plate  17: 

9607000 

9611700 

9620500 

9620800 

9620900 

9621500 


Plate  18: 

9705000 

9706500 

9707000 

9707500 

9708000 

9708500 

9709500 

Plate  19: 
9710000 
9710500 
9710600 

9710900 


Plate  20: 
9711000 

9711500 

9712000 

Plate  21: 
9712500 

9713000 

9713500 

Plate  22: 
9711600 
9751700 
9754500 

Plate  23: 
9756500 
9757500 


X-Ray  Field  Unit,  Table  Unit 


X-Ray  Field  Unit,  Grid,  Portable 
X-Ray  Field  Unit,  Processing  Unit,  Aux¬ 
iliary  Wash  Tank 

X-Ray  Field  Unit,  Shockproof  Cable 
X-Ray  Field  Unit,  Tube  Adapter 
X-Ray  Field  Unit,  Tube,  X-Ray 
X-Ray  Field  Unit,  Fluoroscopic,  Foreign 
Body  Localization,  Complete 


Case,  Instrument,  Medical  Officer’s,  Com¬ 
plete 

Kit  Component,  Cantle  Ring  Strap 
Kit  Component,  Insert,  Type  I 
Kit  Component,  Insert,  Type  II 
Kit  Component,  Litter  Strap 
Kit  Component,  Pouch 
Kit  Component,  Suspender 


Kit,  Dental  Officer’s,  Complete 
Kit,  Dental  Private’s,  Complete 
Kit,  First-Aid,  Parachute  (Frying  Pan  In¬ 
sert),  Type  B-4 

Kit,  Jungle,  Medical,  Individual,  M-2,  Com¬ 
plete 


Kit,  Medical  Noncommissioned  Officer’s, 
Complete 

Kit,  Medical  Officer’s,  Complete 
Kit,  Medical  Private’s,  Complete 


Kit,  Veterinary  Noncommissioned  Officer’s, 
Complete 

Kit,  Veterinary  Officer’s,  Complete 
Kit,  Veterinary  Private’s,  Complete 


Kit,  Medical,  Parachutist’s,  Complete 
Chest,  Ambulance,  Airplane 
Chest,  Flight  Service,  Complete 


Chest  MD  No.  1,  Complete 
Chest  MD  No.  4,  Complete 
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LIST  OF  ILLUSTRATIONS 


CLASS  9 


Plate  24: 
9761500 
9762000 
9763900 

Plate  25: 
9764500 
9776300 
9776500 

Plate  26: 
9767000 
9767500 
9768000 
9768500 
9769000 
9770000 

Plate  27: 
9771000 
9771500 
9771700 
9772000 
9773000 
9773300 
9773400 

Plate  28: 
9774000 
9775000 
9775600 

Plate  29: 

9776200 

9776300 

9777100 

9777300 


Plate  30: 
9777500 
9778500 
9779500 

Plate  31: 
9781500 
9782200 

Plate  32: 

9803000 

9805000 

9806000 


Plate  33: 
9792000 
9792500 
9802000 
9804000 


Chest,  Medical  Pack  A,  Complete 
Chest,  Medical  Pack  B,  Complete 
Chest,  Plasma,  Complete 


Chest,  Tableware,  Complete 
Kit,  First  Aid,  Jungle 
Kit,  First  Aid,  Aeronautic 


Container,  Metal,  Small 
Container,  Metal,  No.  1 
Container,  Metal,  No.  2 
Container,  Metal,  No.  4 
Container,  Metal,  No.  5 
Container,  Metal,  No.  7 


Container,  Metal,  No.  9 
Container,  Metal,  No.  10 
Container,  Metal,  No.  11 
Container,  Metal,  No.  12 
Container,  Metal,  No.  14 
Container,  Paper,  IV2  by  2% -inch 
Container,  Paper,  iy2  by  4-inch 


Plate  34: 

9805500  Case,  Instrument,  Veterinary  Noncommis¬ 
sioned  Officer’s,  Complete 

9805700  Case,  Instrument,  Veterinary  Private’s, 
Complete 

9814000  Chest,  Restraint,  Veterinary,  Complete 
9815000  Chest,  Restraint,  Veterinary,  Supplemental, 
Complete 

Plate  35: 

9812200  Chest,  Veterinary  Pack  A,  Complete 
9812500  Chest,  Veterinary  Pack  B,  Complete 

Plate  36: 

9907300  Basket,  Dish-Sterilizing 

9910000  Boiler,  Steam,  Portable,  for  Sterilizers 

9915000  Cabinet,  Instrument,  Field 

9915500  Cabinet,  Instrument  and  Dressing,  Field 

9916500  Carriage,  Dressing,  Knocked  Down 

Plate  37: 

9917000  Carriage,  Wheeled,  Knocked  Down 
9917500  Carrier,  Field,  Collapsible 
9918000  Carrier,  Food 
9922000  Cup,  Feeding,  Enamelware 
9930500  Irrigator  Stand,  Folding 


Crash  Splint  Unit 
Dispensing  Set,  Field,  Complete 
Set,  Gas  Casualty,  M-2 


Kit,  First  Aid,  Arctic,  Complete 
Kit,  First  Aid,  Jungle,  Complete 
Kit,  First  Aid,  Motor  Vehicle,  24-Unit,  Com¬ 
plete 

Kit,  First  Aid,  Motor  Vehicle,  12-Unit,  Com¬ 
plete 


Lantern  Set,  Complete 

Packet,  First  Aid,  Parachute,  Complete 

Physical  Examination  Set,  Flight  Surgeon’s 


Splint  Set 
Splint  Set,  Army 


Case,  Foot,  Veterinary,  Complete 
Case,  General,  Operating,  Veterinary,  Com¬ 
plete 

Case,  Stomach  and  Rectal,  Veterinary,  Com¬ 
plete 


Tray,  Tool 

Venereal  Prophylactic  Unit 
Case,  Dental,  Veterinary,  Complete 
Case,  Forceps,  Hemostatic,  Veterinary,  Com¬ 
plete 


Plate  38: 

7844000  Litter 

9934700  Litter,  Ambulance  Cot 
9935000  Litter,  Straight,  Aluminum 
9936000  Litter,  Canvas,  Semi-Rigid 
9936200  Litter,  Folding,  Wood 
9936600  Litter,  Straight,  Wood,  M-1943 
9937600  Litter,  Straight,  Steel 
9938000  Litter,  Folding,  Aluminum 
9938500  Litter,  Metal,  Stokes 

Plate  39: 

9931500  Lamp,  Operating,  Field 
9931700  Lamp,  Operating,  Field,  Generator 
9938700  Machine,  Imprinting 
9941000  Pad,  Heat,  Complete 

Plate  40: 

9950000  Sterilizer,  Dressing  and  Utensil,  Horizontal 
9951500  Sterilizer,  Hypodermic  Needle 
9952300  Sterilizer,  Instrument,  20-inch 
9953528  Sterilizer,  Instrument,  12-inch,  with  Gasoline 
Burner 

9954028  Sterilizer,  Instrument,  9% -inch,  with  Gaso¬ 
line  Burner 

Plate  41: 

9955000  Stove,  1-Burner,  Gasoline 

9955500  Stove,  2-Burner,  Gasoline 

9956500  Table,  Bedside,  Folding 

9957000  Table,  Dining,  Folding 

9957500  Table,  Instrument,  Folding 

9958000  Table,  Operating,  Folding 

9961700  Washing  Machine,  Electric,  Wringer  Type 
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CLASS  1  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1001000 

X . 

Acacia,  1  lb :  USP . 

$0  28 

1200 

2000 

s 

1002200 

X . 

Acetarsone,  100  tablets:  NNR;  1^-gr.  (Stovarsol) . 

Bottle 

.45 

As  req’d 

As  req’d 

s 

1K00500 

1002300 

X . 

Acetarsone,  20  tampons:  Vaginal . 

Box 

1.95 

As  req’d 

As  req’d 

s 

Former 

1K00550 

1002500 

X(l).. 

Acetic  anhydride,  l/4  lb:  ACS . 

Bottle 

.35 

.0500 

.0800 

s 

1003000 

X  B.  . . 

Acetone,  1  lb:  ACS . 

Bottle 

.20 

.8000 

1 . 2000 

s 

1004000 

X  B.  . . 

Acetone,  5  lb :  ACS . 

Bottle 

.85 

.1300 

.1000 

s 

1005000 

X . 

Acetophenetidin,  1  lb:  USP.  (Phenacetin) 

85 

2880 

3168 

s 

1006000 

X . 

Acetophenetidin,  1000  tablets:  USP;  5-gr.  (Phenacetin) 

Bottle 

.75 

.2100 

.4250 

s 

1007000 

X . 

Acid,  acetic,  glacial,  1  lb:  USP . 

Bottle 

20 

1400 

2087 

s 

1008000 

X . 

Acid,  Acetic,  glacial,  5  lb:  USP  .... 

87 

0300 

0450 

s 

1009000 

X . 

Acid,  acetylsalicylic,  1  lb:  USP.  (Aspirin) . 

Bottle 

40 

.5000 

.4500 

s 

1009200 

X . 

Acid,  acetylsalicylic  compound  with  caffeine,  1000  tab- 

Bottle 

2.00 

.2000 

.1500 

s 

lets:  Each  tablet  contains  3U?  gr.  acetylsalicylic  acid, 

2^2  gr.  acetophenetidin  and  Uz  gr.  caffeine. 

1009400 

X  (6).  . 

Acid,  acetylsalicylic  compound  with  codeine,  1000  tab- 

Bottle 

12.00 

.2000 

.1500 

s 

lets:  Each  tablet  contains  3  gr.  acetylsalicylic  acid, 

2 Yi  gr.  acetophenetidin  and  S'i  gr-  codeine  phosphate. 

1010000 

X . 

Acid,  acetylsalicylic,  1000  tablets:  USP;  5-gr.  (Aspirin)  . 

42 

3  0000 

8  5000 

s 

1010200 

X(l).. 

Acid,  l-amino-2-naphthol-4-sulfonic,  25  Gm:  Reagent  . 

Bottle 

.30 

.0200 

.0360 

s 

1010300 

x  (1).  .  . 

Acid,  arsenic  anhydride,  l/4  lb:  Technical  (Arsenic 

Bottle 

.22 

.0150 

.0300 

s 

pentoxide). 

1010400 

x  (1). . . 

Acid,  arsenious,  x/4  lb :  Reagent.  (Arsenic  trioxide)  .... 

Bottle 

.28 

.0130 

.0250 

s 

1010500 

X . 

Acid,  benzoic,  1  lb:  USP . 

Can 

.55 

.1800 

.4000 

s 

1011000 

X . 

Acid,  boric,  1  lb :  USP . 

Can 

.10 

.9000 

7 . 0000 

s 

1012000 

X . 

Acid,  boric,  5  lb:  USP . 

Can 

.55 

.1900 

.6300 

s 

1012200 

X . 

Acid,  boric,  ointment,  4  oz:  USP .  . 

Jar 

.07 

1 . 2000 

10 . 0000 

s 

1012300 

X . 

Acid,  boric,  ointment,  1  lb:  USP . 

Jar 

.18 

1 . 0000 

3 . 0000 

s 

1012500 

X . 

Acid,  boric,  ophthalmic  ointment,  12  tubes:  5%;  }/%- oz. 

Box 

.72 

.1937 

.7357 

s 

tube. 

1013000 

X . 

Acid,  butyric  anhydride,  1  oz:  Reagent.  (Butyryl  oxide)  . 

Bottle 

.35 

.0200 

.0200 

s 

1015000 

X . 

Acid,  citric,  1  lb:  USP . 

Can 

.25 

.0300 

.1000 

s 

1015500 

X  (1). . . 

Acid,  formic,  l/4  lb:  ACS . 

Bottle 

0.15 

.0250 

.0440 

s 

1015700 

X . 

Acid,  hydrobromic,  x/4  lb:  Purified;  34% . 

Bottle 

.25 

.0300 

.0300 

s 

1016000 

X. . 

Acid,  hydrochloric,  1  lb:  ACS;  38% . 

Bottle 

.25 

.2800 

.3500 

s 

1017000 

X 

Acid,  hydrochloric,  6  lb:  Technical;  32% . 

Bottle 

.60 

.0300 

.0400 

s 

1018000 

X . 

Acid,  lactic,  1  oz :  USP . 

Bottle 

.07 

.2000 

.2500 

.  s 
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MED  3  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  CLASS  1 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1019000 

X . 

Acid,  molybdic  anhydride,  Vi  lb:  ACS.  (Molybdenum 

Bottle 

$0 . 30 

.0500 

.0880 

s 

trioxide). 

1020000 

X . 

Acid,  nitric,  1  lb:  ACS . 

Bottle 

35 

2300 

5000 

s 

1021000 

X . 

Acid,  nitric,  7  lb:  ACS . 

1  15 

0193 

0180 

s 

1022000 

X . 

Acid,  oleic,  1  lb:  USP . 

35 

0500 

0337 

s 

1024000 

X . 

Acid,  oxalic,  Vi  lb:  ACS . 

15 

0700 

3000 

s 

1025000 

X . 

Acid,  oxalic,  1  lb:  Technical . 

Can 

20 

0900 

1800 

s 

1025500 

x  (1).  . . 

Acid,  p-aminobenzoic,  25  Gm :  Reagent . 

Bottle 

.35 

.0200 

.0300 

s 

1025700 

X . 

Acid,  phosphomolybdic,  1  oz:  Reagent . 

40 

0250 

0200 

s 

1026000 

X . 

Acid,  phosphoric,  1  lb:  ACS . 

27 

1000 

0800 

s 

1027000 

X . 

Acid,  phosphotungstic,  1  oz:  Reagent . 

40 

0250 

0352 

s 

1027800 

XB.... 

Acid,  picric,  5  Gm:  Reagent.  (Trinitrophenol) . 

Bottle 

.10 

.0250 

.0300 

s 

1028000 

X  B.  .  . . 

Acid,  picric,  1  oz:  USP.  (Trinitrophenol) . 

Bottle 

.13 

.1600 

.3500 

s 

1028200 

X . 

Acid,  potassium  phthalate,  60  Gm:  Bureau  of  Stand- 

Bottle 

1.10 

.0700 

.0900 

s 

Former 

ards. 

1K01050 

1028500 

X . 

20 

0370 

0300 

s 

1030000 

X . 

Acid,  salicylic,  Vi  lb:  USP . 

12 

8000 

1  4500 

s 

1032000 

X . 

Acid,  sulfanilic,  1  oz:  ACS . 

Bottle 

20 

0280 

0400 

s 

1032800 

X . 

Acid,  sulfosalicylic,  Vi  lb:  Reagent . 

58 

0200 

0360 

s 

1033000 

X . 

Acid,  sulfosalicylic,  1  oz:  USP  reagent  . 

28 

1500 

0150 

s 

1034000 

X . 

Acid,  sulfuric,  1  lb:  ACS . 

25 

2500 

3000 

s 

1036000 

X . 

Acid,  sulfuric,  5  gal:  Commercial  . 

5  50 

0260 

0350 

s 

1037000 

X . 

Acid,  sulfuric,  aromatic,  Vi  lb :  USP.  (Elixir  of  Vitriol)  . 

Bottle 

.40 

.0055 

.0350 

s 

1038000 

X . 

Acid,  sulfuric,  fuming,  1  lb:  Reagent.  (Oleum) 

57 

0200 

0250 

s 

1039000 

X  (1). . . 

Acid,  sulfurous,  1  lb:  ACS . 

Bottle 

.25 

.0160 

.0202 

s 

1039800 

X . 

Acid,  tannic,  1  lb:  USP.  (Tannin) . 

1  27 

5000 

6000 

s 

1040000 

X . 

Acid,  tannic,  Vi  lb:  USP.  (Tannin)  . . . 

30 

3000 

1  2000 

s 

1041000 

X . 

Acid,  tartaric,  1  lb:  USP . 

73 

0150 

0600 

s 

1041800 

X . 

Acid,  trichloroacetic,  Vi  lb :  Reagent . 

73 

0600 

0440 

s 

1042000 

X . 

Acid,  trichloroacetic,  1  oz:  USP . 

20 

2200 

2063 

s 

1043000 

X . 

Acid,  uric,  1  Gm:  NF  reagent . 

13 

0300 

0440 

s 

1044000 

X . 

Acriflavine,  1  oz:  NF . 

1  17 

0600 

1000 

s 

1045000 

X . 

Adherent,  4  oz:  For  skin  traction . 

.40 

.2664 

2 . 5000 

s 

Former 

1K01075 

1046000 

X . 

Agar,  1  lb: . 

Pkg. 

2.72 

.0300 

.0800 

s 
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CLASS  1  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

1046500 

X . 

Agar,  granular,  Bacto,  1  lb: . 

Pkg. 

$3.70 

.0220 

Former 

1K90020 

.  UoUo 

o 

1048000 

X  (6)  B 

Alcohol,  ethyl,  1  qt:  USP . 

.33 

3.35 

30.78 

.18 

.20 

.5000 

.2000 

.0160 

.0290 

.0160 

15.0000 

3.0000 

.1200 

.0414 

.0335 

s 

s 

s 

s 

s 

1049000 

X  (6)  B 

Alcohol,  ethyl,  5  gal:  FSP . 

1049500 

X  (6)  B 

Alcohol,  ethyl,  54  gal:  USP . 

Drum 

1049700 

X . 

Alcohol,  amyl,  y4  pt:  ACS.  (Isoamyl  alcohol) 

Bottle 

Bottle 

1049900 

X . 

Alcohol,  caprylic,  1  oz:  Normal  secondary,  reagent  .  .  . 

1050000 

X  (6)  B 

Alcohol,  dehydrated,  1  pt:  USP . 

Bottle 

Bottle 

Drum 

Drum 

.20 

.20 

3.35 

32.12 

.25 

.3000 

1 . 2500 

.4000 

.0350 

.0150 

1.0000 

CJ 

1051000 

X  B.  .  .  . 

Alcohol,  ethyl,  denatured,  1  qt: . . . 

Q 

1052000 

X  B .  .  .  . 

Alcohol,  ethyl,  denatured,  5  gal: . 

zinnfi 

O 

Q 

1052500 

X  B.  .  . . 

Alcohol,  ethyl,  denatured,  54  gal: . 

.0300 

s 

Q 

1053500 

X . 

Alizarin  red  S,  10  Gm:  Certified  . ... 

Vial 

Former 

15200 

.  UooO 

o 

1056000 

X . 

Aloin  compound,  12  capsules:  For  veterinary  use  .  . 

Box 

1.25 

.0200 

.0297 

s 

1057000 

X . 

Aloin  compound,  1000  pills  or  tablets:  .  . 

Bottle 

Bottle 

Bottle 

.37 

.38 

.15 

.1800 

.0400 

.4000 

1058500 

X  (1)... 

Aluminum  chloride,  V4  lb :  Reagent  .... 

.0440 

1.0000 

o 

s 

s 

1058900 

X . 

Aluminum  hydroxide  gel,  1  pt:  USP  .  . 

Former 

1K01105 

1059000 

X . 

Aluminum  potassium  sulfate,  V4  lb:  Reagent.  (Alum). 

Bottle 

.12 

.1800 

.1733 

s 

1059500 

Former 

1K02405 

xc . 

Aminophyllin,  25  ampules:  10-cc.  ampule  containing 
0.24  Gm.  of  aminophyllin  in  solution.  (Theophylline 
ethylenediamine  injection,  USP).  For  intravenous 
use. 

Box 

1.15 

.0200 

.0600 

s 

1059600 

X . 

Aminophyllin,  100  iy2-gr.  tablets:  (Theophylline 
ethylenediamine,  USP). 

Bottle 

.20 

.0900 

.0950 

s 

Former 

1K02625 

1059700 

X . 

Aminophyllin,  100  3-gr.  tablets:  (Theophylline  ethyl¬ 
enediamine,  USP). 

Bottle 

.42 

.0800 

.0750 

s 

Former 

1K02626 

1060000 

X  (1)... 

Ammonia,  aromatic  spirit,  1  pt:  USP  .... 

Bottle 

.52 

.13 

.15 

.13 

.25 

.15 

.10 

.4000 

1 . 5000 

.0200 

.1688 

.0250 

.2500 

.1800 

1.0000 

1 . 6500 

.0300 

.1856 

.1000 

.5000 

.1500 

s 

s 

s 

s 

s 

s 

1061000 

X  (1)... 

Ammonia  water,  stronger,  1  lb:  USP  .  . 

Bottle 

1062000 

X . 

Ammonium  acetate,  y4- lb :  ACS . 

Bottle 

Bottle 

Bottle 

1063000 

X . 

Ammonium  bromide,  y4  lb:  NF  . . 

1064000 

x  (1).  .  . 

Ammonium  carbonate,  1  lb:  USP  .... 

1065000 

X . 

Ammonium  chloride,  1  lb:  USP . 

Bottle 

Bottle 

1065300 

X . 

Ammonium  chloride,  100  tablets:  NF;  7y>-gr 

Former 

1K03000 

s 

1066000 

X . 

Ammonium  chloride,  1000  troches:  USP;  l)^-gr 

Bottle 

.55 

.5000 

1 . 3000 

s 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


3 


MED  3  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  CLASS  1 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1066300 

X . 

Ammonium  hydroxide,  1  lb:  ACS . 

Bottle 

$0.17 

.0400 

.0400 

s 

Former 

10587 

1066500 

X . 

Ammonium  molybdate,  Vi  lb :  NF  reagent . 

35 

0250 

0300 

s 

1067000 

X . 

Ammonium  oxalate,  Vi  lb:  ACS . 

20 

0250 

0300 

s 

1067500 

X . 

Ammonium  sulfamate,  1  lb:  Technical . 

28 

0250 

0385 

s 

1068000 

X . 

Ammonium  sulfate,  Vi  lb:  ACS . 

12 

1076 

0800 

s 

1068500 

X . 

Ammonium  thiocyanate,  Vi  lb:  ACS . 

25 

.0160 

.0200 

s 

1068800 

X . 

Amytal,  500  tablets:  NNR;  l^-gr . 

Bottle 

.75 

LS 

Former 

1K02800 

1069000 

X . 

Amyl  nitrite,  10  ampules:  5-minim . 

Pkg. 

25 

1800 

1  0000 

s 

1070000 

X  (1). . . 

Aniline,  Vi  lb:  ACS . 

Bottle 

.15 

.0350 

.0600 

s 

1070300 

X . 

Aniline  blue,  10  Gm:  Certified . 

Vial 

.28 

.0200 

.0200 

s 

Former 

15210 

1071000 

x. ...... 

Antimony  and  potassium  tartrate,  1  oz:  USP.  (Tartar 

Bottle 

.10 

.0500 

.0900 

s 

emetic) 

1073000 

X  (1)  (6) 

Apomorphine  hydrochloride,  20  hypo  tablets:  USP: 

Tube 

.15 

.0600 

.2000 

s 

1/10-gr. 

1074000 

X . 

Arabinose,  10  Gm:  NF  reagent.  (Pectin  sugar) 

Vial 

87 

0150 

0045 

s 

1075000 

X . 

Arecoline  hydrobromide,  10  hypo  tablets:  3^-gr.  For 

Tube 

.17 

.0345 

.0380 

s 

veterinary  use. 

1075200 

X . 

Arecoline  hydrobromide,  100  tablets:  Yi-gr.,  enteric 

Bottle 

1.75 

.0020 

.0020 

s 

coated.  For  veterinary  use. 

1076000 

X . 

Arsenic  pentoxide,  Vi  lb:  NF  reagent . 

42 

0250 

0300 

s 

1078000 

X . 

Arsenic  trioxide,  100  tablets:  NF;5-gr.  For  veterinary 

Bottle 

.08 

.0150 

.0250 

s 

use. 

1082000 

X . 

Asbestos,  Vi  lb:  USP  reagent . 

1  30 

0150 

0200 

s 

1083500 

X(l).. 

Ascorbic  acid,  100  tablets:  USP;  25-mg.  Each  tablet 

Bottle 

.13 

1.0000 

3.0000 

s 

contains  500  units  of  Vitamin  C. 

1083700 

X(1)C 

Ascorbic  acid,  100  ampules:  2-cc.  ampule  containing 

Box 

2.55 

(Substit 

ite  for 

ss 

Former 

2000  units  of  Vitamin  C  in  buffered  solution.  For 

1413 

100) 

1K06000 

parenteral  use. 

1084000 

X . 

Aspidium,  1  oz:  USP.  (Male  fern) . 

90 

0300 

0350 

s 

1084400 

X(1)C. 

Atabrine,  5  ampules:  0.2-Gm.,  with  10  cc.  sterile  dis- 

Box 

1.20 

.4000 

1 . 8000 

s 

Former 

tilled  water.  (Quinacrine  hydrochloride,  USP). 

1K07502 

1084500 

X  (1). . . 

Atabrine,  100  tablets:  lj^-gr.  (Quinacrine hydrochlor- 

Bottle 

.55 

2.0538 

46.7045 

s 

ide,  USP). 

1084600 

X  (1). . . 

Atabrine,  1000  tablets:  lj^-gr.  (Quinacrine  hydro- 

Bottle 

4.63 

.3080 

7.0056 

s 

chloride,  USP). 

1085000 

X . 

Atropine  sulfate,  Vi  oz:  USP . 

1  13 

0800 

1500 

s 

1086000 

X . 

Atropine  sulfate,  20  1/150-gr.  hypo  tablets:  USP 

Tube 

.05 

1.4000 

4  2000 

s 
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CLASS  1  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1087000 

X . 

Atropine  sulfate,  10  %-gr.  hypo  tablets:  USP.  For 

Tube 

$0.13 

.0300 

.0495 

s 

veterinary  use. 

1087500 

X . 

Atropine  sulfate  ophthalmic  ointment,  12  tubes:  1%; 

Box 

1.00 

.1750 

.4425 

s 

3^-oz.  tube. 

1087800 

X(l).. 

Avertin  solution,  100  cc:  NNR.  (Tribromoethanol, 

Bottle 

6.50 

.0500 

.  2250 

s 

Former 

USP). 

1K07625 

1087900 

X . 

Azocarmine  B,  10  Gm:  Not  certified  .  . 

Yial 

.48 

.0150 

nj.nn 

Former 

15215 

1088000 

X(l).. 

Azochloramid,  1  qt:  1:500  solution  of  ohloroazodin. 

Can 

2.20 

.4000 

3.0000 

s 

USP,  in  glyceryl  triacetate,  USP. 

1088200 

X(l).. 

Azochloramid,  1  oz:  Saline  mixture  powder 

Bottle 

.35 

.2750 

2.2000 

s 

F  ormer 

1K08100 

1090000 

X(l).. 

Balsam,  Canada  turpentine,  1  oz:  USP  reagent;  70% 

Bottle 

.45 

.0400 

.0650 

s 

in  xylene. 

1093000 

X . 

Barium  chloride,  %  lb :  ACS  . . 

\2 

0*?50 

np;nn 

a 

1094000 

X . 

Barium  hydroxide,  %  lb:  ACS.  (Barium  hydrate)  .  .  .  . 

Bottle 

.13 

.0200 

.0030 

S 

1095000 

X . 

Barium  nitrate,  1  oz:  ACS  . . . 

30 

rmn 

Q 

1096000 

X . 

Barium  sulfate,  %  lb:  USP . 

05 

3000 

zinnn 

a 

1097000 

X . 

Barium  sulfate,  10  lb:  USP  . .  . 

1  15 

25QQ 

9oqp; 

£ 

1098000 

X . 

Beef  extract,  %  lb:  NF1 . 

42 

0500 

.  2000 

1098100 

X . 

Beef  media,  Bacto,  1  lb : . 

Bottle 

3.15 

.0150 

s 

Former 

1K90030 

1098200 

X . 

Benedict’s  reagent,  qs  1000  cc:  F"or  qualitative  analy- 

Pkg. 

.30 

.3672 

.4039 

s 

sis  of  sugar  in  urine. 

1098300 

X . 

Benedict's  reagent,  qs  120  cc:  For  qualitative  analy- 

Pkg. 

.20 

.0459 

.0505 

s 

• 

sis  of  sugar  in  urine. 

1098400 

X . 

Bentonite,  1  lb:  USP . 

12 

3300 

4000 

e 

1098500 

X . 

Benzedrine  sulfate,  250  tablets:  NNR;  10-mg 

Bottle 

.40 

.1200 

.  1700 

U 

s 

F  ormer 

1K08550 

1098600 

XB.... 

Benzene,  %  lb:  ACS.  (Benzol) . 

Bottle 

.10 

.5625 

.3000 

s 

1099000 

X . 

Benzidine,  1  oz:  USP  reagent;  for  blood  test 

50 

0400 

a 

1101000 

X . 

Biebrich  scarlet,  10  Gm:  Not  certified  .  . 

Vial 

.15 

.0160 

.0275 

S 

Former 

15225 

1102000 

X . 

Bile  powder,  %  lb:  For  culture  media . 

45 

2334 

0220 

S 

1102600 

X . 

Bile,  ox,  extract,  100  tablets:  5-gr.  .  . 

Bottle 

1.25 

.1200 

.  1350 

s 

Former 

IK  12900 

1103300 

X . 

Bismarck  brown  Y,  10  Gm:  Certified . 

Vial 

.20 

.0150 

.0300 

s 

Former 

15220 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


5 


MED  3  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  CLASS  1 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

1104000 

X . 

Bismuth  subcarbonate,  1  lb:  USP . 

Bottle 

Bottle 

Bottle 

$1.35 

1.75 

4.33 

.2437 

.9000 

.0280 

.2437 

1.1000 

.0450 

s 

s 

s 

1106300 

X . 

Bismuth  subsalicylate  injection,  60  cc:  USP 

1106550 

X . 

Blood  agar  base,  1  lb:  (Tryptose,  Bacto) 

Former 

1K90040 

1106600 

X . 

Blood  serum,  Loeflfler’s,  1  lb  : . 

Bottle 

1.65 

.0280 

.0308 

s 

Former 

1K90045 

1106700 

X . 

Brain  heart  infusion,  1  lb  : . 

Bottle 

4.00 

.0280 

.0450 

s 

Former 

1K90060 

1106800 

X . 

Brilliant  cresyl  blue,  10  Gm:  Certified . 

Vial 

.72 

.0200 

.0350 

s 

Former 

15230 

1106900 

X . 

Brilliant  green,  10  Gm:  Certified . 

Vial 

.23 

.0300 

.0400 

o 

Former 

15240 

kj 

1107000 

X . 

Brilliant  green,  Bacto,  10  Gm  : . 

Vial 

.35 

LS 

Former 

1K90070 

1107100 

X . 

Brilliant  green  bile,  Bacto,  1  lb:  2% . 

Bottle 

3.50 

.0220 

.0308 

s 

Former 

1K90075 

1107500 

X . 

Bromcresol  purple,  1  Gm:  pH  range  5.2  to  6.8 

Vial 

Ampule 

Vial 

Bottle 

1.25 

.30 

1.25 

1.60 

.03.50 

.0200 

.0350 

.3300 

.0400 

.0300 

.0400 

.5000 

s 

s 

s 

s 

1108000 

X . 

Bromine,  1  oz:  ACS . 

1108300 

X . 

Bromthymol  blue,  1  Gm:  pH  range  6.0  to  7.6 

1108400 

X . 

Burow’s  solution,  500  tablets :  2.27-Gm 

Former 

1K12910 

1108500 

X . 

Butyn  sulfate,  10  hypo  tablets:  NNR;  3-gr. 

Tube 

1.07 

.1500 

.3000 

s 

1108600 

X . 

Butyn  sulfate,  5  Gm :  .  . . 

Bottle 

2.70 

.2000 

.2900 

Former 

1K12960 

1108700 

X . 

Caffeine,  citrated,  y4  lb:  USP . 

Bottle 

Bottle 

Bottle 

.47 

.50 

.15 

.4200 

.1250 

.0600 

.3200 

.1250 

.2000 

s 

s 

s 

1109000 

X . 

Caffeine  and  sodium  benzoate,  l/4  lb:  USP 

1110000 

X . 

Caffeine  and  sodium  benzoate,  100  hypo  tablets: 

NNR;  1  gr. 

1110500 

xc . 

Caffeine  and  sodium  benzoate  injection,  12  ampules: 

USP;  2-cc.  ampule  containing  7%  gr.  caffeine  and 
sodium  benzoate  in  solution. 

Box 

.30 

.1500 

1.2600 

s 

1111000 

X . 

Calamine,  prepared,  1  lb:  NF . 

Can 

Bottle 

Can 

Can 

Bottle 

.17 

.45 

.07 

.08 

.10 

.8000 

.0160 

.2000 

.0180 

.0200 

1.6250 

.0300 

.3500 

.0289 

.1000 

s 

s 

s 

s 

s 

1113800 

X . 

Calcium  carbonate,  Iceland  spar,  l/4  lb : 

1114000 

X . 

Calcium  carbonate,  precipitated,  1  lb:  USP 

1115000 

X . 

Calcium  carbonate,  marble  chips,  1  lb : 

1116000 

X . 

Calcium  chloride,  y4  lb:  USP . 
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CLASS 

DF 

NUMBER 

NOTES 

1116500 

xc . 

1117000 

x.. . 

1117500 

XP  .... 

1117700 

X . 

1118000 

X . 

1118400 

Former 

X . 

1K16400 

1118700 

X . 

1119000 

X . 

1121000 

X . 

1123000 

X . 

1125505 

Former 

IK  17205 

X . 

1125515 

Former 

1K17250 

X . 

1126000 

X  B. . . . 

1127000 

X . 

1128000 

Former 

15250 

X . 

1129000 

X . 

1130000 

X . 

1131000 

X . 

1133000 

X . 

1135000 

X . 

1136000 

Former 

1K17800 

X . 

1137000 

X  (1). . . 

1138000 

x  (1). . . 

1139000 

X . 

1139500 

X . 

1140000 

X . 

DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS, 


NOMENCLATURE  AND  DESCRIPTION 


Calcium  chloride,  12  ampules:  XF;  10-cc.  ampule  con¬ 

taining  10%  sterile  solution. 

Calcium  chloride,  1  lb:  Technical . 


Calcium  gluconate  injection,  12  ampules:  USP;  10-cc. 
ampule  containing  10%  sterile  solution. 

Calcium  gluconate,  %  lb:  USP . 

Calcium  hydroxide,  %  lb:  USP . 

Calcium  mandelate,  200  tablets:  73^-gr . 


Calcium  oxide,  %  lb:  XF.  (Lime) 
Camphor,  1  lb:  USP . 


Camphor  in  oil,  12  ampules:  XXR;  10-cc.  ampule  con¬ 
taining  363 4  gr.  camphor  in  sterile  oil.  For  veteri¬ 
nary  use. 

Cantharides,  1  oz:  XF.  For  veterinary  use . 

Carbarsone,  20  tablets:  XXR;  3%-gr . 


Carbarsone,  500  tablets:  XXR;  3%-gr. 


Carbon  disulfide,  1  lb:  ACS . 

Carbon  tetrachloride,  %  lb:  USP  . . 
Carmine  Powder,  10  Gm:  Certified. 


Cascara  sagrada  extract,  1000  tablets:  USP;  2-gr . 

Cedarwood oil,  clearing,  %  lb:  USP  reagent;  refractive 
index  about  1.504  at  20°C . 


Cedarwood  oil,  immersion,  1  oz:  L'SP  reagent;  refrac¬ 
tive  index  1.515  at  18°  C . 


Chalk,  prepared,  1  lb:  USP . 

Charcoal,  activated,  1  lb:  USP.  For  veterinary  use.  . 
Chiniofon,  50  tablets:  USP;  3-%-gr.  (Yatren) . 


Chloral  hydrate,  %  lb:  L'SP . 

Chloroform,  for  anesthesia,  %  lb  : . 

Chloroform,  not  for  anesthesia,  1  lb:  USP . 

Cholesterol,  10  Gm:  mp.  147°-148°F . 

Chromium  trioxide,  1  oz:  USP.  For  dental  use. 


AND  CULTURE  MEDIA  MED  3 


UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

Box 

$0.42 

.0140 

.0800 

s 

Bottle 

.20 

.0250 

.0500 

s 

Box 

.63 

.1800 

.5000 

s 

Bottle 

.17 

.3794 

.4173 

s 

Bottle 

.10 

.1000 

.1214 

s 

Bottle 

.75 

.0450 

.0600 

s 

Bottle 

.07 

.0600 

.0750 

s 

Bottle 

.97 

.2000 

.4000 

s 

Box 

.  55 

.0400 

.0600 

s 

Bottle 

.68 

.0050 

.0050 

s 

Bottle 

.20 

.0250 

.5000 

s 

Bottle 

2.63 

.0850 

.5000 

s 

Bottle 

.20 

.0250 

.0400 

s 

Bottle 

.05 

.7000 

.4400 

s 

Vial 

.30 

.0250 

.0275 

s 

Bottle 

.40 

.2000 

.3000 

s 

Bottle 

.20 

.0400 

.0440 

s 

Bottle 

.10 

.2500 

.2800 

s 

Can 

.20 

.1300 

.1700 

s 

Bottle 

.18 

.0280 

.0400 

s 

Bottle 

.40 

.1825 

1 . 5000 

s 

Bottle 

.22 

.2200 

.3000 

s 

Bottle 

.10 

.4000 

1 . 0000 

s 

Bottle 

.27 

1.0000 

1.0000 

s 

Vial 

.22 

.0250 

.0220 

s 

Bottle 

.12 

.2000 

.3080 

s 
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MED  3  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  CLASS  1 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1142000 

X . 

Chrysarobin,  1  oz:  USP . 

$0  43 

1125 

2215 

o 

1142400 

X . 

Citrate  agar,  Simmons,  1  lb : . 

Bottle 

3.95 

.0165 

.0308 

U 

s 

Former 

1K90095 

1142800 

X  (1). . . 

Clarite  X,  y4  lb :  Lump  resin  for  mounting  medium .... 

Bottle 

1.25 

.0046 

.0152 

s 

1K17900 

1143000 

X . 

Coal  tar,  crude,  1  lb:  NF.  (Pix  carbonis)  .  .  . 

27 

1000 

a 

1144000 

X . 

Cobalt  chloride,  1  oz:  USP  reagent . 

15 

0300 

0200 

s 

1144300 

X  (1). . . 

Cobalt  sulfate,  1  oz:  Reagent . 

Bottle 

.15 

.0180 

.0160 

S 

1145000 

X  (6) . . . 

Cocaine  hydrochloride,  y4  oz:  USP . 

Bottle 

1.95 

.3000 

.3000 

S 

1148000 

X  (6)... 

Codeine  sulfate,  1  oz:  USP . 

Bottle 

9.02 

.4000 

.  5000 

S 

1149000 

X  (6) .  . . 

Codeine  sulfate,  500  tablets:  USP;  J^-gr . 

Bottle 

5.35 

.2500 

1.3250 

s 

1149500 

x  (6).:. 

Codeine  sulfate,  20  hypo  tablets:  USP;  J^-gr . 

Tube 

.27 

.  5000 

1.1500 

s 

1150000 

X  (1)  B 

Collodion,  1  oz:  USP . 

Bottle 

.08 

2  0000 

1 . 6500 

s 

1150500 

X . 

Compound  cathartic,  1000  pills  or  tablets:  NF 

96 

2500 

won 

Q 

1151200 

X . 

Congo  red,  10  Gm:  Certified . 

Vial 

.25 

.0150 

.0230 

s 

Former 

15260 

1152000 

X . 

Copper  foil,  1  oz :  USP  reagent . 

30 

0110 

Q2QQ 

« 

1153000 

X . 

Copper  oxide,  1  oz:  ACS.  (Cupric  oxide) 

12 

0080 

mm 

u 

a 

1156000 

X . 

Creatinine  and  zinc  chloride,  0.5  Gm :  Reagent 

10 

0200 

Q 

1157000 

X . 

Creosote,  1  oz:  NF . 

05 

1 500 

2000 

a 

1159000 

X . 

Cresol,  saponated  solution,  1  qt :  . 

40 

asnn 

9  nnnn 

Q 

1160000 

X . 

Cresol,  saponated  solution,  5  gal : . 

6  Q0 

5000 

1  97  ne; 

CJ 

1160900 

X . 

Crystal  violet,  10  Gm:  Certified . 

Vial 

.23 

.4000 

.  5000 

s 

Former 

15270 

1161000 

X . 

Crystal  violet,  Bacto,  10  Gm  : . 

Vial 

.25 

LS 

Former 

1K91108 

1161500 

X . 

Cupric  sulfate,  1  lb:  USP.  (Bluestone) . 

18 

1 500 

25QQ 

a 

1161700 

X . 

Desoxycholate  citrate  media,  y4  lb  : 

Bottle 

2.20 

.0250 

.0400 

o 

s 

Former 

1K91115 

1162000 

X . 

Dextrin,  100  Gm:  Bacteriologic . 

80 

0120 

0350 

a 

1163000 

X. 

Dextrose,  1  lb:  USP . 

Bottle 

.25 

.1600 

.6000 

S 

1163500 

X . 

Dextrose  agar,  Sabouraud’s,  y4  lb  :. . . . 

Bottle 

.65 

.0200 

.0750 

S 

Former 

1K91125 

1164000 

X . 

Dextrose,  anhydrous,  y4  lb:  NF  reagent . 

Bottle 

.15 

.0350 

.0500 

S 
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CLASS  1  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

1164200 

X . 

Dextrose  proteose  No.  3  agar,  Bacto,  1  lb  : 

Bottle 

$3 . 92 

.0270 

.0350 

s 

Former 

1K91130 

1164600 

xc ..  . 

Dextrose,  5%  in  sterile  distilled  water,  1000  cc:  For 

intravenous  use. 

Bottle 

.50 

As  req’d 

As  req’d 

s 

1165000 

xc .  .  . 

Dextrose,  5%  in  physiological  sodium  chloride  solu¬ 
tion,  1000  cc:  For  intravenous  use. 

Bott  le 

.50 

3.1500 

3.1500 

s 

1165500 

X . 

Diethylstilbestrol,  100  tablets:  FSP;  1-mg 

Bottle 

Bottle 

1.10 

.05 

As  req’d 

.3000 

As  req’d 

.3000 

s 

s 

1166000 

X  (1).. 

Digitalis,  1/2  USP  XII  unit,  100  tablets:  USP;  approxi¬ 
mately  ^4-gr.  Each  tablet  contains  USP  unit  of 

digitalis. 

1166500 

X  (1).. 

Digitalis,  1  USP  XII  unit,  100  tablets:  ESP;  approxi¬ 
mately  lUj-gr.  Each  tablet  contains  1  USP  unit  of 
digitalis. 

Bottle 

.06 

.  1000 

.3608 

s 

1167500 

X(1)C. 

Digitalis  injection,  1  USP  XII  unit,  12  ampules:  USP; 
1-cc.  ampule  containing  1  USP  XII  unit  of  digitalis. 

Box 

.48 

.0800 

.  .3000 

s 

1167905 

Former 

1K23305 

X(6). .  . , 

Dilaudid  hydrochloride,  20  1/32-gr.  hypo  tablets:  NNR. 

Tube 

.45 

.1350 

.1100 

s 

1167910 

Former 

1K23100 

X(6). .  . . 

Dilaudid  hydrochloride,  20  1/16-gr.  hypo  tablets:  NNR. 

Tube 

.55 

.0600 

.0800 

s 

1168000 

X . 

p-Dimethylamino-azobenzene,  10  Gm:  NF  reagent.  . . . 

Vial 

.13 

.0200 

.0325 

S- 

1168500 

X . 

Dimethyl-o-naphthylamine,  25  Gm : 

Vial 

.38 

.0250 

.0482 

S 

Dimethyl-p-phenylene  diamine  hydrochloride:  (Use 
1325500). 

1168600 

X . 

Diodoquin,  500  tablets:  3.2-gr 

Bottle 

6.18 

.0350 

.1400 

s 

Former 

1K23315 

1168800 

X(l).... 

Diodrast  solution,  30  cc:  NNR;  sterile  . 

Vial 

.85 

.7500 

1.0000 

s 

Former 

1K23800 

1169000 

X . 

Diphenylamine,  1  oz:  Reagent  .  . 

Bottle 

Vial 

Bottle 

.68 

3.75 

2.62 

.0100 

.0050 

.0150 

.  0366 

.0055 

.0150 

s 

1169300 

X . 

s-Diphenylcarbazone,  25  Gm  : . 

1169600 

X . 

Double  sugar,  Russell’s,  1  lb  : 

s 

Former 

1K91145 

1170000 

X . 

Dulcitol,  10  Gm:  NF  reagent 

Bottle 

Tube 

.70 

.66 

.0120 

.  1600 

.0224 

2.7500 

1172000 

X . 

Emetine  hydrochloride,  20  hypo  tablets:  1/3-gr 

s 

1173000 

xc  .  .  .  . 

Emetine  hydrochloride  injection,  6  ampules:  USP; 
1-cc.  ampule  containing  >2  gr.  emetine  hydro¬ 
chloride  in  sterile  solution. 

Box 

.42 

.2500 

.1000 

s 

1173800 

X . 

Emulsion  base,  medium,  1  lb : 

Jar 

Bottle 

.22 

4  82 

.  1750 

.  0260 

.1500 

.0350 

1174000 

X . 

Eosin  methylene  blue  agar,  Bacto,  1  lb : 

Former 

1K91155 

0 
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MED  3  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  CLASS  1 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

1174105 

X . 

Eosin  Y,  10  Gm:  Certified 

Vial 

'll:  qq 

Former 

15280 

.  uouu 

o 

1174110 

X . 

Eosin  Y,  Bacto,  10  Gm  : . 

Vial 

.25 

LS 

Former 

1K91160 

1174700 

X(1)C 

Ephedrine  sulphate,  12  ampules:  NF;  1-cc.  ampule 

Box 

.20 

.3200 

4.0000 

S 

containing  %  gr.  ephedrine  sulfate  in  sterile  solution. 

1174900 

X  (1).  .  . 

Ephedrine  sulfate,  1  oz:  USP  .... 

.45 

.60 

.6530 

.0700 

.4000 

.0934 

s 

s 

1174905 

X  (1). . . 

Ephedrine  sulfate,  500  %-gr.  capsules:  USP.  .  .  . 

Bottle 

Former 

1K24602 

1174910 

X  (1). . . 

Ephedrine  sulfate,  500  %-gr.  capsules:  USP 

Bottle 

1.00 

.0400 

.0480 

s 

Former 

1K24605 

1175200 

X  (1)C 

Epinephrine  hydrochloride  solution,  5  cc :  NNR;  1:100. 

Vial 

.15 

.1125 

.1300 

s 

Former 

1K01700 

(Adrenalin). 

1175300 

X(1)C 

Epinephrine  hydrochloride  injection,  12  ampules: 

Box 

.20 

.2000 

.2000 

s 

Former 

USP;  1-cc.  ampule  containing  1:1000  sterile  solution. 

1K00600 

(Adrenalin). 

1175400 

X  (1). . . 

Epinephrine  in  oil,  12  ampules:  NNR;  1-cc.  ampule 

Box 

.50 

.0600 

.0800 

s 

Former 

1K00700 

containing  2  mg.  epinephrine  in  peanut  oil. 

1176000 

X  (1). . . 

Epinephrine  soluble  salt,  20  hypo  tablets:  3/200-gr. 

Tube 

.08 

.2600 

1 . 5000 

s 

1  tablet  in  1  cc.  makes  0.1%  solution. 

1177000 

X . 

Ergonovine  maleate,  100  tablets:  USP;  1/320-gr 

Bottle 

Box 

1.65 

.65 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

1177500 

xc,,,. 

Ergonovine  maleate  injection,  12  ampules:  USP;  1-cc. 

ampule  containing  1/320  gr.  ergonovine  maleate  in 
sterile  solution. 

1178000 

x  (1).  . . 

Ergot,  1  cc:  Equal  to  1  cc.  fluid  extract  ergot,  USP  .... 

Ampule 

.05 

.2615 

.2000 

s 

1178330 

X . 

Bottle 

1.38 

(Substitute  for 
1177000) 

ss 

Former 

1K24800 

1178800 

X . 

Eserine  sulfate  ophthalmic  ointment,  12  tubes: 

Box 

1.60 

.0404 

.1025 

o 

Y%- oz.  tube. 

1178900 

X . 

Estrone,  6  ampules:  NNR;  1-cc.  ampule  containing 

Box 

6.00 

As  req’d 

As  req’d 

s 

10,000  units  of  estrone  in  oil.  (Theelin). 

1179000 

X  (1)  B 

Ether,  for  anesthesia,  %  lb  : . 

.13 

.28 

6.0000 

.0900 

20.0000 

.0600 

Q 

1179300 

X  (1)  B 

Ether,  petroleum,  1  lb:  bp.  30°-60°C.  (Benzin) 

Can 

s 

1180000 

X(l)  B 

Ethyl  chloride,  3  oz:  USP 

Tube 

Bottle 

.27 

1.32 

1.0000 

.0300 

1 . 8000 

.0285 

a 

1181000 

X  (6) . . . 

Ethylmorphine  hydrochloride,  Yi  oz:  USP 

S 

1182000 

X  (1)  BE 

Ethyl  nitrite,  spirit,  1  lb:  NF  . . 

1.20 

.17 

.17 

.0800 

.1600 

.6000 

.1500 

.3000 

1.0000 

a 

1183000 

X . 

Eucalyptol,  1  oz:  USP . 

Bottle 

Bottle 

S 

S 

1184000 

X . 

Eugenol,  1  oz:  USP.  For  dental  use . 

1185000 

X . 

Extract  belladonna,  powdered,  1  oz:  USP 

Bottle 

.30 

.1000 

.0500 

s 

10 
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CLASS  1  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1188000 

X . 

Extract  hyoscyamus,  powdered,  1  oz:  USP  . . . 

•10  38 

0600 

0525 

s 

1188300 

X . 

Fast  green  FCF,  10  Gm:  Certified  . 

Vial 

.70 

.0150 

.0270 

s 

Former 

15287 

1188500 

X . 

Ferric  and  ammonium  citrates,  1  oz:  USP 

05 

2000 

1000 

g 

1189000 

X . 

Ferric  ammonium  sulfate,  y4  lb:  ACS . 

13 

02OQ 

0449 

s 

1190000 

X . 

Ferric  chloride,  y4  lb :  ACS . 

25 

0600 

0740 

g 

1190500 

X . 

Ferric  chloride  solution,  1  pt:  NF  . . 

18 

1000 

12QQ 

g 

1191000 

X . 

Ferric  phosphate,  soluble,  1  lb:  XF . 

.0110 

.0300 

s 

1193000 

X . 

Ferrous  sulfate,  dried,  y4  lb:  USP . 

Bottle 

.  10 

LS 

1193300 

X . 

Ferrous  sulfate,  1000  tablets:  USP;  5-gr . 

35 

1563 

1956 

g 

1193500 

X . 

Ferrous  sulfide,  1  lb:  USP  reagent;  sticks . 

17 

.0110 

.0121 

g 

1194500 

X . 

Fluid  extract  belladonna  root,  l/4  pt:  NF.  For  veterin- 

Bottle 

.45 

LS 

ary  use. 

1196000 

X . 

Fluid  extract  cascara  sagrada,  aromatic,  1  pt:  USP  .  .  . 

Bottle 

.45 

.8000 

.8000 

S 

1198000 

X  (1). . . 

Fluid  extract  ergot,  1  oz:  USP . 

Bottle 

.15 

.1200 

.1000 

s 

1199000 

X . 

Fluid  extract  gentian,  1  pt:  NF.  For  veterinary  use.  .  . 

Bottle 

1.05 

.0180 

.0180 

s 

1200000 

X . 

Fluid  extract  ginger,  y4  pt:  USP . 

33 

0340 

0406 

g 

1200500 

X . 

Fluid  extract  glycyrrhiza,  1  pt:  USP . 

43 

5300 

1500 

g 

1201000 

X . 

Fluid  extract  ipecac,  l/4  pt:  USP . 

60 

071 Q 

0701 

g 

1201500 

X . 

Fluid  extract  nux  vomica,  1  pt:  NF.  For  veterinary 

Bottle 

.83 

.0150 

.0180 

s 

use. 

1203000 

X . 

■  Fluorescein  sodium,  1  oz:  USP . 

23 

0400 

1250 

s 

1204000 

X . 

Foot  powder,  l/4  lb  : . 

03 

40  onoo 

75  oonn 

g 

1205000 

X . 

Formaldehyde  solution,  1  qt:  USP . 

Bottle 

22 

2500 

4500 

s 

1207000 

X . 

Formaldehyde  solution,  neutral,  1  lb:  Reagent  .  . 

20 

0140 

0377 

s 

1208000 

X  c. .. 

Fuadin  solution,  10  ampules:  NNR;5-cc.  (Stibophen) .  . 

Box 

1.25 

.0750 

.3000 

s 

F  ormer 

1K25600 

1208300 

X . 

Fuchsin,  acid,  10  Gm:  Certified . 

Vial 

.28 

.0600 

.1100 

s 

Former 

15290 

1208405 

X . 

Fuchsin,  basic,  10  Gm:  Certified . 

Vial 

.25 

.1500 

.2000 

s 

Former 

15300 

1208410 

X . 

Fuchsin,  basic,  Bacto,  10  Gm  : . 

Vial 

35 

LS 

Former 

1K91170 

1210000 

X . 

Galactose,  1  oz:  NF  reagent.  (Lactoglucose)  .. 

40 

0666 

0500 

g 

1212000 

X . 

Gelatin,  granular,  1  lb  : . 

Can 

.50 

.0300 

.0250 

s 
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MED  3  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  CLASS  1 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1212500 

X 

Gelatin,  granular,  Bacto,  1  lb  : . 

Bottle 

$2 . 50 

.0150 

.0308 

S 

Former 

1K91180 

1213000 

X  . 

Gentian,  1  lb:  USP.  For  veterinary  use . 

Bottle 

70 

0060 

0196 

s 

1213500 

X . 

Gentian  violet,  1  lb:  USP . 

Bottle 

1  85 

0300 

0610 

s 

1214500 

X . 

Giemsa  stain,  1  Gm:  Certified . 

Vial 

.20 

0750 

5000 

s 

Former 

15310 

1218000 

X . 

Glycerin,  1  lb:  USP . 

Bottle 

.25 

6000 

1 . 5000 

s 

1219000 

X . 

Glycerin,  10  lb:  USP . 

Can 

2.10 

.  6000 

9000 

s 

1221000 

x  (1). . . 

Glyceryl  trinitrate,  20  1  /100-gr.  hypo  tablets:  USP. .  .  . 

Tube 

.05 

.5000 

.6000 

s 

1222000 

x  (1). . . 

Glyceryl  trinitrate,  10  1  /10-gr.  hypo  tablets:  USP.  For 

veterinary  use . 

Tube 

.05 

.0065 

.0075 

s 

1223000 

X  (6)... 

Glycyrrhiza  and  opium  compound,  1000  tablets: . 

Bottle 

.35 

.0800 

.2200 

s 

1225000 

X . 

Gold  chloride,  1  Gm:  Reagent.  For  colloidal  gold  .  .  .  . 

Tube 

.60 

.0550 

.0650 

s 

1225700 

X . 

Guaiac,  1  oz:  NF . 

15 

.0400 

0600 

s 

1226200 

X . 

Hematoxylin,  light,  10  Gm:  Certified . 

Vial 

.65 

.0300 

0400 

s 

Former 

15320 

1226300 

X . 

Hemoglobin,  Bacto,  1  lb  : . 

10.00 

0200 

.0135 

s 

F  ormer 

1K91200 

1226500 

X  E.  .  . 

Heparin  solution,  10  cc:  1.0% . 

Vial 

2.50 

.0120 

s 

Former 

1K27800 

1227600 

X .....  . 

Hexylresorcinol,  5  pills :  3-gr . 

Vial 

30 

.1200 

.7500 

s 

Former 

1K28500 

1227800 

xc. ... 

Histamine  phosphate  injection,  6  ampules:  USP;  1-co. 

Box 

1.25 

.0600 

.0600 

s 

Former 

ampule  containing  1  mg.  histamine  phosphate  in 

1K30000 

sterile  solution. 

1228000 

X . 

Homatropine  hydrobromide,  15  gr:  USP  .... 

Bottle 

55 

3000 

3500 

s 

1228500 

X  (1)  E 

Hydrogen  peroxide,  28%  %  lb :  ACS . 

Bottle 

.75 

.0460 

.0750 

s 

Former 

1K79750 

1229000 

X  (1)... 

Hydrogen  peroxide  solution,  3%  1  lb :  USP . 

Bottle 

.10 

5 . 5000 

3.0000 

s 

1230000 

X . 

Hydroquinone,  %  lb  : . 

40 

0600 

1000 

s 

1231000 

X . 

Ichthammol,  %  lb:  NF.  (Ichthyol) . 

85 

2500 

5000 

s 

1231500 

X . 

Indigo  carmine,  10  ampules:  5-cc.  ampule  containing 

Box 

.50 

.0700 

.0570 

s 

0.8%  solution.  For  intravenous  use  in  renal  function 

test. 

1232000 

X . 

Inosite,  1  Gm:  (Meat  sugar) . 

Vial 

20 

0285 

0(500 

s 

1232500 

X  (1)  E 

Insulin,  protamine  zinc,  10  cc:  40  units  of  insulin  per 

Vial 

.20 

.3000 

.2500 

s 

cc. 
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CLASS  1  DRUGS  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA 


MED  3 


NUMBER 


1233000 


1233500 


1234000 

1235000 

1236000 

F  ormer 

1K31317 

1237000 

Former 

1K31315 

1238000 

1238500 


1238700 


1239000 

1240000 

1241000 

1241700 

Former 

1K91210 

1242000 

1245000 

1245100 

Former 

15330 

1245200 

1245600 

Former 

1K32300 

1245700 

Former 

1K32325 

1246000 

1247000 

1248000 

1482000 

Former 

1K92000 

1248500 

1249000 

1252000 


NOTES 

X  (1)  E 

X  (1)  E 

X . 

X . 

X . 

X . 


NOMENCLATURE  AND  DESCRIPTION 

Insulin  injection,  U-20,  10  cc:  USP;  20  USP  units  of 
insulin  per  cc. 

Insulin  injection,  U-40,  10  cc:  USP;  40  USP  units  of 
insulin  per  cc. 

Inulin,  10  Gm  : . 

Iodine,  Vi  lb :  USP . 

Iodochlorol,  6  ampules:  5-cc.  Iodized  and  chlorinated 
oil. 

Iodochlorol,  20  cc:  Iodized  and  chlorinated  oil . 


X . 

X . 

X . 

X . 

X  (6) . . 
X  (6). . 
X 


Iodoform,  i/4  lb:  NF . 

Iodophthalein  sodium,  5  ampules:  3.5-Gm.  For  intra¬ 
venous  and  oral  use. 

Iodophthalein  sodium,  100  Gm :  USP.  For  oral  use  . .  . 

Ipecac,  1  oz:  USP . 

Ipecac  and  opium  powder,  Vi  lb:  NF . 

Ipecac  and  opium,  500  tablets:  5-gr . 

Iron  agar,  Kligler’s,  Bacto,  1  lb: . 


X 

X 

X 


Iron  wire,  1  oz:  Reagent . 

Jack  bean  meal,  Vi  lb  : . 

Janus  green  B,  10  Gm:  Certified 


X 


X 


Jelly,  lubricating,  4  oz : 
Kaolin,  1  lb:  NF . 


X 


Koagamin,  6  vials:  10-cc.  For  parenteral  injection  or 
local  application. 


X 

X 


X 


X 


Lacmoid,  10  Gm:  Reagent  .  . 
Lactose,  1  lb:  USP  ....  ... 
Lactose,  bacteriologic,  Vi  lb  : 
Lactose  broth,  Bacto,  1  lb :  .  . 


X  (1).  . . 

X . 

X . 


Lard,  benzoinated,  1  lb:  USP  .  . 

Lead  acetate,  1  lb:  ACS . 

Levulose,  10  Gm:  (Fruit  sugar) 


UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

Vial 

$0.12 

.3000 

.0500 

s 

Vial 

.18 

.2500 

.5000 

s 

Vial 

.25 

.0120 

.0165 

s 

Bottle 

.45 

.2500 

2.0000 

s 

Box 

1.43 

.0500 

.0616 

s 

Vial 

.70 

.0550 

.0710 

s 

Bottle 

.63 

.1200 

.2000 

s 

Box 

.78 

(Suhsti 

138015 

ute  for 
)) 

ss 

Bottle 

1.50 

(Suhsti 

138015 

ute  for 
)) 

ss 

Bottle 

.25 

.0300 

.0200 

s 

Bottle 

.93 

.0160 

.0200 

s 

Bottle 

.83 

.0600 

.3000 

s 

Bottle 

5.00 

.0151 

.0200 

s 

Bottle 

.22 

.0150 

.0166 

s 

Bottle 

.50 

.0185 

.0235 

s 

Vial 

.38 

.0060 

.0184 

s 

Jar 

.07 

2.0000 

1 . 5400 

s 

Bottle 

.20 

.1000 

.0660 

s 

Box 

9.00 

.0286 

.1124 

s 

Ampule 

2.92 

.0040 

.0120 

s 

Can 

.35 

.0750 

.0780 

s 

Bottle 

.25 

.0250 

.0750 

s 

Bottle 

6.25 

.0280 

.0308 

s 

Can 

.23 

.0600 

.  5000 

s 

Bottle 

.25 

.1200 

.2000 

s 

Vial 

.95 

.0150 

.0200 

s 
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MED  3  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  CLASS  1 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1252400 

X . 

Lipiodol-Lafay,  4  ampules:  NNR;  5-cc . 

Box 

$0.95 

.1500 

.1474 

s 

Former 

1K32350 

1252500 

X . 

Lipiodol-Lafay,  20  cc:  NNR . 

Flask 

.80 

.2000 

.1543 

s 

Former 

1K32340 

1252700 

X ....  . 

Liquor  carbonis  detergens,  1  pt:  (Solution  of  coal  tar, 

Bottle 

1.85 

.1000 

.  1750 

s 

NF). 

1253300 

X . 

Lithium  carbonate,  Vi  lb:  Reagent . 

60 

runn 

nj.00 

G 

1253500 

X . 

Lithium  citrate,  1  oz:  NF . 

18 

0200 

n.ioo 

ft 

1253700 

X . 

Lithium  oxalate,  Vi  lb:  NF  reagent . 

]  25 

0600 

G 

1253900 

X . 

Lithium  sulfate,  Vi  lb :  Reagent . 

75 

0500 

007^ 

s 

s 

1256500 

X(l).. 

Liver  injection,  10  cc:  USP;  5  USP  units  of  Liver  per  ce. . 

Vial 

.40 

.7500 

.7500 

1261000 

X . 

Magnesium  carbonate,  1  lb:  USP  .  . 

20 

0575 

9000 

g 

1262000 

X . 

Magnesium  oxide,  heavy,  1  lb:  USP . 

35 

0700 

4.9^0 

G 

1263000 

X . 

Magnesium  sulfate,  1  oz:  ACS . 

10 

0500 

0070 

o 

s 

Q 

1264000 

X . 

Magnesium  sulfate,  4  lb:  USP . 

25 

1  0000 

o  noon 

1265000 

X . 

Magnesium  sulfate,  50  lb  : . 

1  45 

2000 

p;nnn 

k) 

G 

1266000 

X . 

Malachite  green,  10  Gm:  Certified  . 

Vial 

.25 

.0140 

.0230 

S 

Former 

15340 

1266300 

X . 

Maltose,  bacteriologic,  100  Gm  :  .  . .  . 

Bottle 

1.25 

.0200 

.0700 

.  s 

Former 

1K92015 

1267000 

X . 

d-Mannite,  100  Gm:  NF  reagent . 

35 

0500 

o^oo 

s 

1268010 

x  <i). . . 

Mapharsen,  10  0.06-Gm.  ampules:  NNR.  (Oxophenar- 

Box 

.52 

3.0000 

12.0000 

s 

I<  ormer 

sine  hydrochloride,  USP) 

1K34710 

1268015 

X  (1).  . 

Mapharsen,  10  0.6  Gm.  ampules:  NNR.  (Oxophenar- 

Box 

2.87 

.5190 

1 . 2500 

s 

I*  ormer 

sine  hydrochloride,  USP) 

1K34800 

1269000 

X . 

Menthol,  1  oz:  USP . 

1  43 

6000 

4^00 

G 

1269500 

X . 

Mercresin,  tincture,  1  gal : . 

Bottle 

4.90 

.0750 

.0900 

s 

Former 

1K35111 

1272300 

X . 

Mercuric  cyanide,  Vi  lb :  Reagent  . 

87 

0500 

n~oo 

G 

1272500 

X . 

Mercuric  cyanide,  100  tablets:  7Vfe-gr 

73 

0500 

0900 

G 

1273000 

X . 

Mercuric  iodide,  red,  1  oz:  NF  . 

25 

0500 

0070 

Q 

1273500 

X . 

Mercuric  nitrate,  Vi  lb:  Reagent  ... 

1  40 

0050 

oo^ 

G 

1273900 

X . 

Mercuric  oxide,  yellow,  1  oz:  USP  . 

Bottle 

.30 

.0120 

.0399 

G 

Former 

ki 

1K35500 

1274000 

X . 

Mercuric  oxide,  red,  Vi  lb:  Reagent . 

Bottle 

.80 

.0120 

.0210 

s 

14 
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1275400 

Former 

1K35300 

X . 

Mercurin,  5  ampules:  NNR;  0.1-Gm  (Mercupurin)  .  . . 

Box 

$1.30 

.0700 

.1000 

S 

1275500 

X  (1)  E 

Mercurin,  25  suppositories:  NNR;  0.5-Gm . 

Box 

7.75 

.0180 

.0400 

s 

Former 

1K35400 

1276000 

X . 

Mercurochrome,  50  Gm:  NNR . 

Bottle 

4.25 

.0500 

.1000 

s 

Former 

1K36000 

1278000 

X . 

Mercurous  chloride,  mild,  %  lb:  USP.  (Calomel)  .  .  . . 

Bottle 

.85 

.0700 

.1000 

s 

1280000 

X . 

Mercurous  chloride,  mild,  1000  tablets:  NF;  J4-gr. 
(Calomel). 

Bottle 

.32 

LS 

1282000 

xc.... 

Mercurous  chloride,  mild,  ointment,  1  lb:  NF. 

(Calomel  ointment). 

Jar 

1.02 

.6500 

2.0000 

S  - 

1283000 

X . 

Mercury,  Vi  lb:  USP . 

Bottle 

Jug 

Jar 

Bottle 

Bottle 

.73 

13.65 

.33 

.67 

1.00 

1.7000 

.0510 

.5000 

.0500 

.1600 

2.0000 

.0600 

2.0240 

.1200 

.5000 

s 

s 

s 

s 

s 

1284000 

X . 

Mercury,  5  lb:  USP . 

1285000 

X . 

Mercury,  ammoniated,  ointment,  1  lb:  USP  . 

1285200 

X . 

Mercury  bichloride,  Vi  lb:  USP . 

1285400 

X . 

Mercury  bichloride,  250  large  poison  tablets:  USP.  .  .  . 

1285420 

X . 

Mercury  Oxycyanide,  1  lb  : . 

Bottle 

4.25 

.0140 

.1250 

s 

Former 

IK 39200 

1285500 

xc.... 

Mercury  succinimide,  12  ampules:  NF;  each  ampule 
contains  1  /6  gr.  mercuric  succinimide  in  sterile 
solution. 

Box 

,20 

.0150 

.0100 

s 

1285600 

X . 

Mersalyl  and  theophylline,  10  ampules:  NNR  ;  2-cc. 
ampule  containing  10%  sterile  solution.  (Salyrgan). 

Box 

1.80 

.0193 

.0400 

s 

Former 

1K39300 

1285705 

X . 

Merthiolate,  tincture,  1  pt:  NNR;  1:1000  solution  .  .  .  . 

Bottle 

.30 

.3000 

.4000 

a 

Former 

1K35605 

1285710 

X . 

Merthiolate,  tincture,  1  gal:  NNR;  1 :1000  solution  . .  . . 

Bottle 

1.50 

.1500 

.1550 

s 

Former 

1K35610 

1285715 

Former 

1K35200 

X  (1)... 

Merthiolate  ophthalmic  ointment,  12  tubes:  NNR; 
V6-oz.  tube. 

Box 

.65 

.0600 

.0720 

s 

1285810 

X . 

Metaphen  tincture,  1  gal:  NNR;  1:200  solution 

Bottle 

5.75 

.0500 

.0420 

s 

Former 

1K39610 

1285815 

Former 

1K39700 

X(l)... 

Metaphen  ophthalmic  ointment,  12  tubes:  NNR; 
Vg-oz.  tube. 

Box 

1.30 

.1620 

.8500 

s 

1285900 

X  B.  .  . . 

Methanol,  1  lb:  ACS . 

Bottle 

Vial 

.20 

.40 

.3600 

.0180 

.3850 

.0275 

s 

s 

1288400 

X . 

Methyl  green,  10  Gm:  Certified . 

Former 

15350 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


15 


MED  3  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  CLASS  1 
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REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1288800 

X . 

Methyl  orange,  10  Gm:  Certified . 

Vial 

SO.  25 

.0150 

.0250 

s 

Former 

15360 

1289000 

X . 

Methyl  red,  1  oz  : . 

Vial 

40 

0300 

Q26Q 

a 

1290000 

X . 

Methyl  salicylate,  Vi  lb:  USP.  (Oil  of  wintergreen) . .  . 

Bottle 

.10 

1.9200 

1.2000 

S 

1290500 

X . 

Methyl  violet  2B,  10  Gm:  Certified . 

Vial 

.22 

.0600 

.0575 

S 

Former 

15370 

1290700 

X . 

Methylene  blue,  10  Gm:  Certified . 

Vial 

.23 

.2000 

.2000 

S 

Former 

15380 

1290800 

X . 

Methylene  blue,  Bacto,  10  Gm  : . 

Vial 

25 

LS 

Former 

1K92025 

1290900 

X . 

Methylene  blue,  medicinal,  t/2  lb:  USP . 

Bottle 

1.70 

.0130 

.0200 

S 

Former 

1K40300 

1291400 

xc.... 

Metrazol,  6  1-cc.  ampules:  NNR;  each  ampule  con- 

Box 

.75 

.0850 

1.3000 

S 

Former 

tains  0.1  Gm.  of  metrazol  in  solution. 

1K39810 

1291600 

X  c. . . . 

Metrazol,  5  3-cc.  ampules:  NNR;  each  cc.  contains 

Box 

1.05 

.0630 

.0840 

s 

Former 

0.1  Gm.  of  metrazol  in  solution. 

1K39803 

1292000 

X . 

Metycaine  hydrochloride,  100  ampules:  NNR;  2-cc. 

Box 

4.60 

.0159 

.0400 

s 

Former 

ampule  containing  10%  solution. 

1K40112 

1294000 

X  (6)... 

Morphine  sulfate,  1  oz:  USP . 

Bottle 

8.85 

.0050 

.0221 

s 

1295000 

X  (6)... 

Morphine  sulfate,  20  t/g-gr.  hypo  tablets:  USP . 

Tube 

.03 

2.0000 

3.5000 

s 

1295500 

X  (6)... 

Morphine  sulfate,  20  V4-gr.  hypo  tablets:  USP . 

Tube 

.04 

1  0000 

20.0000 

S 

1296000 

X . 

Motion  sickness  preventive,  U.  S.  Army,  6  tablets: 

Box 

.15 

As  req’d 

As  req’d 

s 

Each  tablet  contains  1  gr.  sodium  amytal,  1/300  gr. 

scopolamine  hydrobromide,  1/400  gr.  atropine 

sulfate. 

1297000 

X . 

Mustard,  black,  Vi  lb:  USP . 

15 

0180 

n.300 

s 

1298000 

X . 

Naphthalene,  flakes,  1  lb:  Commercial . 

Pkg. 

17 

1300 

4000 

s 

1298700 

X  (1). . . 

N  (1 -Naphthyl)  ethylene  diamine  dihydrochloride, 

Bottle 

2.60 

.0443 

.0488 

S 

10  Gm: 

1299000 

X . 

a-Naphthylamine  hydrochloride,  25  Gm :  Reagent  .... 

Bottle 

.35 

.0130 

.0200 

s 

1300600 

X  (1).  . . 

Neo-Iopax,  1  20-cc.  and  1  10-cc.  ampule:  NNR . 

Pkg. 

1.75 

LS 

Former 

1K40123 

1300805 

x  (1). . . 

Neosynephrin  hydrochloride  jelly,  12  tubes:  NNR; 

Box 

2.20 

.0600 

.1000 

s 

Former 

0-5%.  %-oz.  tube. 

1K46502 

1300810 

X(1)C 

Neosynephrin  hydrochloride  solution,  1  pt:  NNR;  1%. 

Bottle 

6.37 

.1125 

.1500 

s 

Former 

1K46506 

16 
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1300815 

Former 

1K46520 

X(1)C 

Neosynephrin  hydrochloride  solution,  12  vials:  NNR; 
5-cc.  vial  containing  1%  solution. 

Box 

$4.26 

.0275 

.0600 

s 

1300900 

X . 

Neutral  red,  10  Gm:  Certified . 

Vial 

.28 

.0120 

.0204 

s 

Former 

15390 

1301500 

X . 

Nicotinic  acid  amide,  100  tablets:  USP;  50-mg.  (Nico¬ 
tinamide). 

Bottle 

.15 

.3500 

.8000 

s 

1301700 

X . 

Nigrosin,  10  Gm:  Certified  . 

Vial 

.25 

.0150 

.0200 

s 

Former 

15393 

1301810 

X . 

Nikethamide,  25  ampules:  NNR;  1.5-cc.  ampule  con¬ 
taining  25%  sterile  solution.  (Coramine). 

Box 

.90 

.0330 

.1100 

s 

Former 

1K20605 

1301820 

X . 

Nikethamide,  100  ampules:  NNR;  1.5-cc.  ampule  con¬ 
taining  25%  sterile  solution.  (Coramine). 

Box 

3.60 

.0500 

.5000 

Former 

1K20615 

o 

1301900 

X . 

Nitrate  agar,  1  lb  : . 

Bottle 

3.38 

.0100 

.0200 

s 

Former 

1K92035 

1302000 

X . 

Normal  saline  solution,  100  tablets:  Not  to  be  used  for 
preparation  of  intravenous  solutions. 

Bottle 

.18 

.2600 

.8500 

1302400 

X . 

Nupercainal  ointment,  1  lb  :  . 

Jar 

2.25 

.1000 

.1000 

s 

Former 

1K46600 

1302800 

X . 

Nutrient  agar,  Bacto,  1  lb:  Standard  methods  for 
water  analysis. 

Former 

1K92045 

Bottle 

4.00 

.0140 

.0200 

s 

1302900 

X . 

Nutrient  broth,  Bacto,  1  lb  : , 

Bottle 

1.85 

.0280 

.0308 

s 

Former 

1K92050 

1303000 

X . 

Nutrose,  bacteriologic,  10  Gm  : 

Vial 

Bottle 

.15 

.12 

.0080 

.0200 

.0100 

.0200 

s 

s 

1304000 

X . 

Nux  vomica,  %  lb:  USP.  For  veterinary  use . 

1305000 

X . 

Oil,  anise,  1  oz:  USP . 

Bottle  ' 

Bottle 

Can 

Box 

Bottle 

.22 

.10 

1.30 

.40 

.78 

.0900 

.0413 

.1100 

.0140 

.0240 

.1000 

.0563 

.9000 

.0400 

.0300 

s 

s 

s 

s 

s 

1306000 

X . 

Oil  of  cade,  1  oz:  USP.  (Juniper  tar) 

1307000 

X . 

Oil,  castor,  1  gal:  USP  .... 

1308000 

X . 

Oil,  chenopodium,  100  capsules:  USP;  5-minim 

1308500 

X . 

Oil,  chenopodium,  %  PC  USP.  For  veterinary  use  .  .  . 

1309000 

X . 

Oil,  cinnamon,  1  oz:  USP  .... 

Bottle 

Bottle 

.62 

.40 

.0600 

.5000 

.1155 

1 . 2000 

s 

s 

1310000 

x  (1).  . . 

Oil,  cod  liver,  1  pt:  2500  units  of  Vitamin  A  and  125 
units  of  Vitamin  D  per  Gm. 

1311000 

X . 

Oil,  coriander,  1  oz:  USP . 

Bottle 

Can 

Bottle 

Can 

1.35 

1.38 

.23 

1.20 

.0300 

.0550 

.0800 

.0600 

.0400 

.1000 

.0950 

.0660 

s 

s 

s 

s 

1312000 

X . 

Oil,  cottonseed,  1  gal:  USP 

1313000 

X . 

Oil,  lemon,  1  oz:  USP . 

1314000 

X . 

Oil,  linseed,  1  gal:  USP . 

l 
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NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 
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1315000 

X . 

Oil,  olive,  1  qt:  USP . 

SI  25 

3240 

35G4 

1316000 

X .....  . 

Oil,  orange,  1  oz:  USP . 

1500 

1000 

1317000 

X.  ....  . 

Oil,  peppermint,  1  oz:  USP . 

Bottle 

90 

1000 

2500 

1317500 

X . 

Oil,  red  0,  10  Gm:  Xot  certified  . 

Vial 

.  15 

.0150 

.0250 

Former 

15395 

1319000 

X . 

Oil,  tar,  rectified,  1  lb:  USP.  For  veterinary  use  . 

20 

0450 

9385 

g 

1320000 

X . 

Oil,  theobroma,  Vi  lb:  USP  .... 

Jar 

1200 

2100 

g 

1320500 

X . 

Oil,  theobroma,  modified,  1  oz : . 

Tube 

2917 

0500 

s 

1321000 

X . 

Oil,  theobroma,  modified,  Vi  lb  : 

18 

nr.00 

0700 

s 

1322000 

X  B  .  .  .  . 

Oil,  turpentine,  1  qt:  USP . 

Bottle 

.25 

.5500 

.6500 

s 

1323000 

X  (G) .  . . 

Opium,  1  oz:  I'SP . 

Bottle 

1.08 

.0250 

.0350 

s 

1323500 

X . 

Orange  G,  10  Gm:  Certified . 

Vial 

.0150 

.0200 

s 

Former 

15397 

1325000 

X . 

Orthotolidine,  recrystallized,  1  oz:  Reagent . 

osoo 

3250 

s 

1325300 

X  (6)... 

Pantopon,  20  hypo  tablets:  1  /3-gr . 

Tube 

.40 

.1150 

.2000 

s 

Former 

1K54610 

1325500 

X  (1)... 

Para-aminodimethylaniline  monohydrochloride,  10 

Bottle 

.27 

.01S4 

.0250 

s 

Gm:  Reagent. 

1325600 

X  (1)... 

Para-dichlorobenzene,  500  Gm:  Reagent  .  . 

Bottle 

.23 

.0180 

.0218 

s 

1325700 

X  (1)... 

Para-dimethylaminobenzaldehyde,  10  Gm:  Reagent  .. 

Bottle 

.25 

.0309 

.0278 

s 

1326000 

X . 

Paper,  pH  indicator,  100  strips:  Sodium  dinitrophenvl- 

Vial 

.13 

.3300 

1 . 5000 

s 

azonaphthol  disulfonate  paper  for  determining  pH 

between  4.5  and  7.5;  with  color  chart. 

1327000 

X . 

Paraffin,  refined,  mp,  54.4°-56.1°C,  1  lb:  For  histolog- 

Carton 

.10 

.1400 

.2750 

s 

ical  and  pharmaceutical  use. 

1327500 

X . 

Paraffin,  refined,  mp.  51.6°-52.8°C,  1  lb:  For  histolog- 

Carton 

.10 

.  1067 

.  1200 

s 

ical  and  pharmaceutical  use. 

1328000 

X . 

Paraffin,  refined,  mp.  48.9°-50.6°C.  1  lb:  For  prepara- 

Carton 

.10 

.1000 

.1454 

s 

tion  of  ointments  and  for  dental  use. 

1330000 

X  (1)... 

Paraldehyde,  Vi  pt:  USP  .  .  . 

Bot  t  le 

.  15 

.2500 

.6000 

s 

1330500 

X  (1) 

Paste,  electrode,  approximately  5  oz  : . 

Tube 

.  25 

.1300 

.1350 

s 

1330700 

X . 

Pentobarbital  sodium,  500  capsules:  USP;  l,1  >-gr. 

Bot  tie 

1.32 

.2000 

.4500 

s 

Former 

(Xembutal). 

1K46115 

1330805 

X  c . . . . 

Pentothal  sodium,  25  0.5-Gm.  ampules:  XXR;  with 

Box 

8.95 

.0800 

1 . 7000 

s 

I*  ormer 

25  20-ec.  ampules  sterile  distilled  water. 

1K56703 

L 

1330810 

X  c .  . . . 

Pentothal  sodium,  25  1-Gm.  ampules:  XXR;  with 

Box 

11.85 

.4000 

2 . 7500 

s 

I  ormer 

25  50-ce.  ampules  sterile  distilled  water. 

1K56700 

18 
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1330900 

X . 

Peptone,  Bacto,  1  lb  : . 

Bottle 

$1.73 

.0280 

.0308 

s 

Former 

1K92070 

1331000 

X . 

Peptone,  proteose,  Bacto,  1  lb : . 

2  10 

0375 

0770 

Q 

1332000 

X . 

Peptone,  dried,  1  lb:  USP  reagent . 

1  48 

0250 

0969 

G 

1333000 

X . 

Peruvian  balsam,  1  lb:  USP . 

1  50 

0450 

.1000 

m 

G 

1333500 

X . 

Permutit,  1  lb  : . 

1  08 

0110 

G 

1334000 

X . 

Petrolatum,  1  lb:  USP . 

10 

1  2000 

5  mnn 

S 

1335000 

X . 

Petrolatum,  10  lb :  USP . 

70 

2000 

6250 

Q 

1336000 

X . 

Petrolatum,  liquid,  heavy,  1  qt:  USP . 

35 

1  2000 

2  2275 

G 

1337000 

X . 

Petrolatum,  liquid,  heavy,  1  gal:  USP . 

67 

1  2000 

7500 

s 

1338000 

X . 

Petrolatum,  liquid,  light,  1  pt:  USP . 

18 

8000 

1  0000 

s 

1339000 

X . 

Phenol,  1  lb:  USP . 

25 

5500 

6000 

G 

1339400 

X . 

Phenobarbital,  V2  oz:  USP . 

13 

3504 

30C0 

s 

1339600 

X . 

Phenobarbital,  100  tablets:  USP;  V,- gr. 

05 

3  3600 

3  OQAO 

g 

1339800 

X . 

Phenol  red,  5  Gm:  (Phenolsulfonphthalein) 

30 

0362 

0300 

s 

1339900 

X . 

Phenol  red  tartrate  agar,  Bacto,  Vi  lb  : . 

Bottle 

2.05 

.0095 

.0500 

s 

Former 

1K92080 

1340000 

X . 

Phenolphthalein,  1  oz:  ACS . 

12 

0400 

Q 

1341000 

X . 

Phenolphthalein,  1000  tablets:  NF;2-gr 

40 

0300 

0300 

s 

1342000 

X  c. . . . 

Phenolsulfonphthalein,  10  ampules:  USP;  1-ec.  ampule 

Box 

.25 

.0620 

.0500 

s 

containing  0  mg.  of  phenolsulfonphthalein  in  sterile 

solution. 

1343000 

X . 

Phenothiazine,  1  lb:  XF.  For  veterinary  use 

1  10 

0032 

0048 

G 

1345000 

X . 

Phenyl  salicylate,  Vi  lb:  USP . 

30 

1 000 

0200 

s 

1346000 

X . 

Phopsho-Soda,  Fleet,  1  pt : . 

Bottle 

.65 

.2750 

.2900 

s 

Former 

1K57600 

1348000 

x  (1).  . . 

Physostigmine  salicylate,  20  1/60-gr  hypo  tablets:.  .  .  . 

Tube 

.10 

.1000 

.0760 

s 

1349000 

X(l)... 

Physostigmine  salicylate,  10  y2-gr  hypo  tablets:  For 

Tube 

.25 

.0400 

.0240 

s 

veterinary  use. 

1350000 

X  (1). . . 

Physostigmine  salicylate,  50  ophthalmic  disks: 

Vial 

.25 

.0350 

.0350 

s 

1/200-gr. 

1352000 

X . 

Pilocarpine  hydrochloride,  10  hypo  tablets:  NF;  }^-gr. 

Tube 

.12 

.0800 

.2500 

s 

For  veterinary  use. 

1352505 

xc.... 

Pitressin,  100  0.5-cc.  ampules:  NNR;  each  ampule 

Box 

5.62 

.0475 

.2500 

s 

1*  ormer 

contains  10  pressor  units. 

1K59105 

1352510 

xc.... 

Pitressin,  100  1-cc.  ampules:  NNR;  each  ampule  con- 

Box 

7.25 

.0375 

.2500 

s 

former 

tains  20  pressor  units. 

1K59103 
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MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Zl 

T  of  Opns 

1353000 

X(l)  c 

Pituitary  solution,  posterior  lobe,  6  ampules:  1-ce. 

Box 

$0.30 

.3000 

.  2500 

(Posterior  pituitary  injection,  USP). 

1353700 

X . 

Plasmochin,  500  tablets:  0.01-Gm . 

Bottle 

2  50 

.3000 

.9876 

Former 

1K60100 

1354000 

X  (1)... 

Platinic  chloride,  1  Gm:  Reagent . 

Tube 

.82 

.0080 

.0300 

1354400 

X . 

Pontocaine  compound  ointment,  1  oz : . 

Tube 

.30 

.0625 

1.8750 

Former 

1K61100 

1354500 

X  c. . . . 

Pontocaine  hydrochloride,  10  ampules:  NNR;  2-cc. 

Box 

1.25  ' 

.1600 

.4000 

Former 

ampule  containing  1%  solution. 

1K62100 

1354600 

X . 

Pontocaine  hydrochloride,  100  tablets:  NNR;  1^-gr.  . . 

Bottle 

2.50 

.1000 

.  2200 

Former 

1K61150 

1355000 

X . 

Potassium  acetate,  1  lb:  USP . 

.32 

0150 

0370 

1356000 

X . 

Potassium  arsenite  solution,  Vi  lb:  USP.  (Fowler’s 

Bottle 

.07 

.2200 

.0200 

solution). 

1356500 

X . 

Potassium  arsenite,  100  tablets:  26  %-gr.  For  vet- 

Bottle 

.47 

.0080 

.0044 

erinary  use. 

1357000 

X . 

Potassium  bicarbonate,  1  lb:  USP . 

Bottle 

.25 

0500 

0100 

1357200 

X . 

Potassium  bismuth  tartrate  with  butyn  in  oil,  60  cc: 

Bottle 

1.87 

.0200 

.0200 

NNR. 

1357500 

X . 

Potassium  bismuth  tartrate  with  butyn  in  oil,  10  am- 

Box 

1.90 

.0100 

.0300 

pules:  NNR;  2-cc. 

1358000 

X . 

Potassium  bromide,  Vi  lb:  USP . 

Bottle 

.20 

1359000 

X . 

Potassium  carbonate,  Vi  lb:  ACS . 

.  17 

0350 

0800 

1360000 

X  B.  .  .  . 

Potassium  chlorate,  1  lb :  NF.  Explosive  on  concussion. 

Bottle 

.28 

.0200 

.0350 

1361000 

X . 

Potassium  chloride,  1  oz:  ACS . 

.08 

0600 

0400 

1362000 

X . 

Potassium  chromate,  Vi  lb:  ACS . 

10 

0220 

0200 

1363000 

X . 

Potassium  dichromate,  Vi  lb:  ACS . 

13 

1200 

0500 

1364000 

X . 

Potassium  ferricyanide,  1  oz:  ACS.  (Red  prussiate)  .  . . 

Bottle 

.15 

.0488 

.0320 

1365000 

X . 

Potassium  ferrocyanide,  1  oz:  ACS.  (Yellow  prussiate) 

Bottle 

.15 

.0220 

.0300 

1365500 

X . 

Potassium  gluconate,  Vi  lb  :  . . 

25 

0400 

0360 

1366000 

X . 

Potassium  hydroxide,  Vi  lb:  USP . 

55 

0700 

2000 

1366700 

X . 

Potassium  iodate,  Vi  lb:  ACS . 

1  50 

0400 

0100 

1367000 

X . 

Potassium  iodide,  1  lb:  USP . 

1  60 

1500 

3500 

1369000 

X . 

Potassium  metabisulfite,  Vi  lb:  Reagent 

15 

0200 

0080 

1371000 

X . 

Potassium  nitrate,  1  lb:  USP . 

18 

0300 

0100 

1371500 

X . 

Potassium  oxalate,  Vi  lb :  ACS . 

15 

0615 

0550 

1372000 

X  B.  ... 

Potassium  permanganate,  1  lb:  USP . 

Bottle 

.35 

.1800 

.6000 

Status 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

LS 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 
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REPLACEMENT  RATES 
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Zl 

T  of  Opns 

1372200 

X  B.  .  . . 

Potassium  permanganate,  5  lb:  USB . 

Can 

$1.78 

.0200 

.0800 

S 

1373000 

X  B .  . . . 

Potassium  permanganate,  100  tablets:  NF;  5-gr . 

Bottle 

.13 

.6500 

3.6000 

s 

1373300 

X . 

Potassium  persulfate,  V4  lb  •  Reagent . 

Bottle 

.45 

0050 

0055 

s 

1374000 

X . 

Potassium  phosphate,  dibasic,  *4  lb :  Reagent 

22 

0300 

0300 

s 

1375000 

X . 

Potassium  phosphate,  mono  basic,  *4  lb:  ACS 

21 

0375 

0330 

s 

1376000 

X . 

Potassium  and  sodium  tartrate,  1  lb :  USP  . . 

Bottle 

.43 

0330 

0450 

s 

1376600 

X . 

Potassium  sulfate,  *4  lb  •  ACS . 

Bottle 

45 

0350 

0330 

s 

1376800 

X  (1)... 

Potassium  tellurite,  *4  oz:  Reagent . 

Bottle 

.33 

.0250 

.0333 

s 

1377000 

X . 

Potassium  thiocyanate,  *4  lb:  Reagent . 

Bottle 

33 

0400 

0800 

s 

1379000 

X . 

Powder,  developing,  x-ray,  qs  5  gal : . .  . 

Pkg. 

1  13 

1  5000 

2  0877 

s 

1379005 

X . 

Powder,  developing,  x-ray,  kodalk  type,  qs  5  gal : . 

Pkg. 

1  80 

.4000 

.0135 

s 

Former 

1K62320 

1379300 

X . 

Powder,  developing,  x-ray,  qs  1  gal : . 

Pkg. 

33 

3790 

1  0000 

s 

1379305 

X . 

Powder,  developing,  x-ray,  kodalk  type,  qs  1  gal :  . 

Pkg. 

.45 

.0250 

.0015 

s 

Former 

1K62330 

1379900 

X . 

Powder,  fixing,  x-ray,  qs  1  gal :  .  .  . 

Pkg. 

42 

.3780 

1.5000 

s 

Former 

13803 

1380000 

X . 

Powder,  fixing,  x-ray,  qs  5  gal :  .  .  . 

Pkg. 

1  43 

1  6000 

2  0000 

s 

1380100 

X . 

Pregneninolone,  100  tablets:  5-mg.  (Oral  progestin) 

Bottle 

8  50 

s 

1380150 

X . 

Priodax,  6  tablets:  7.7-gr . 

Vial 

.35 

As  rcq’d 

As  req’d 

s 

F  ormer 

1K66800 

1380200 

X . 

Procaine  hydrochloride,  10  100-mg.  ampules:  USP  .  .  . 

Box 

.45 

.1500 

.5350 

s 

1380400 

X . 

Procaine  hydrochloride,  10  120-mg.  ampules:  USP  .  .  . 

Box 

.46 

LS 

1380600 

X . 

Procaine  hydrochloride,  10  150-mg.  ampules:  USP  .  .  . 

Box 

.47 

.3500 

.8000 

s 

1380800 

X . 

Procaine  hydrochloride,  10  200-mg.  ampules:  USP  .  .  . 

Box 

.48 

LS 

1381000 

X . 

Procaine  hydrochloride,  1  oz:  USP . 

Bottle 

30 

3500 

.7000 

s 

1382000 

X . 

Procaine  hydrochloride,  20  %-gr.  hypo  tablets:  XF.  .  .  . 

Tube 

.05 

LS 

1383000 

X . 

Procaine  hydrochloride,  10  3-gr.  hypo  tablets:  XP. 

06 

0600 

0300 

s 

1383500 

X  (1)  c. 

Procaine  hydrochloride,  20  cartridges:  2.5-cc.  cartridge 

Box 

.35 

5.0000 

7.1000 

s 

containing  2%  solution. 

1384000 

X  (1)... 

Procaine  hydrochloride  and  epinephrine,  20  hypo  tab- 

Tube 

.05 

4.0000 

3.1500 

s 

lets:  1  tablet  in  1  cc.  makes  2%  solution. 

1384110 

X . 

Propadrine  hydrochloride,  100  capsules:  XXR;  %-gr. . 

Bottle 

1.63 

LS 

Former 

1K66900 
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NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1384130 

X  c. ... 

Prostigmine  methylsulfate  solution,  1 :2000, 50  ampules : 

Box 

$3 . 80 

.0460 

.8000 

s 

Former 

NNR;  1-cc.  (Neostigmine  methylsulfate,  USP). 

1K67340 

1384135 

X  c. . . . 

Prostigmine  methylsulfate  solution,  1 :4000,  100 

Box 

6.12 

.0100 

.0600 

s 

Former 

ampules:  NNR;  1-cc.  (Neostigmine  methylsulfate, 

1K67320 

USP). 

1384200 

X . 

Protein  silver,  mild,  Vi  lb:  USP . 

70 

3000 

1  4879 

s 

1384500 

X . 

Protein  silver,  strong,  Vi  lb:  USP . 

63 

1500 

9266 

g 

1384700 

X . 

Proteose  No.  3  agar,  Bacto,  1  lb : . 

5.00 

.0200 

.0300 

s 

Former 

1K92090 

1384800 

X . 

Proteose-peptone  No.  3,  Bacto,  1  lb : . 

Bottle 

4.75 

.0200 

.0300 

s 

Former 

IK 92092 

1385000 

X . 

Pumice,  fine,  powder,  1  lb:  NF . 

12 

5000 

5000 

s 

1386000 

X . 

Pumice,  medium,  powder,  1  lb:  NF . 

.13 

1 . 7000 

.7000 

s 

Quinacrine  hydrochloride:  (Use  1084400-4.500-4600).  .  . 

1387000 

X . 

Quinidine  sulfate,  1  oz:  USP . 

92 

0325 

0280 

s 

1389000 

X(1)C 

Quinine  dihydrochloride,  12  ampules:  NF ;  1-cc.  ampule 

Box 

.38 

.1500 

1 .5500 

s 

containing  5-gr.  solution. 

1390000 

X . 

Quinine  sulfate,  1  oz:  USP . 

97 

5000 

5onn 

s 

1391000 

X . 

Quinine  sulfate,  1000  tablets:  USP;  5-gr . 

9  50 

moo 

7  8800 

s 

1392000 

X . 

Raffinose,  bacteriologic,  10  Gm: . 

Vial 

2  25 

moo 

0300 

s 

1393000 

X . 

Resorcinol,  V4  lb:  USP . 

45 

2708 

2978 

s 

s 

1394000 

X . 

Rhamnose,  bacteriologic,  10  Gm:  (Isodulcite) . 

Vial 

1  00 

0100 

0300 

1395000 

X . 

Riboflavin,  100  tablets:  USP;  1-mg . 

10 

2888 

7563 

s 

1396000 

X . 

Ringer's  solution,  100  tablets:  1  tablet  makes  10  cc. 

Bottle 

.05 

.  1500 

.1320 

s 

of  Ringer’s  solution. 

1397500 

X . 

Saccharin  sodium,  1000  tablets:  USP;  J/j-gr . 

10 

0800 

1000 

s 

1398000 

X . 

Saccharose,  Vi  lb:  Reagent.  (Sucrose) . 

20 

0300 

0500 

s 

1398300 

X . 

Safranin  O,  10  Gm:  Certified . 

Vial 

.25 

.0850 

.1200 

s 

Former 

15400 

1401000 

X . 

Santonin,  100  tablets:  3^-gr . 

80 

0600 

1000 

s 

1402000 

X . 

Saponin,  Vi  lb.:  Purified . 

32 

0250 

0210 

s 

1403000 

X . 

Scopolamine  hydrobromide,  20  hypo  tablets:  NF; 

Tube 

.11 

.2200 

.2000 

s 

1/100-gr. 

1403100 

X . 

Seconal  sodium,  500  capsules:  NNR;  lH-gr . 

Bottle 

1.35 

.1400 

.3000 

s 

Former 

1K74825 

1403200 

X . 

Selenite-F,  1  lb:  Enrichment  medium . 

Bottle 

4.50 

.0170 

.0308 

s 

Former 

1K93100 
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1403300 

X . 

Selenium,  1  oz:  Powdered . 

Bottle 

Bottle 

Bottle 

Bottle 

Box 

$0.32 

.25 

.35 

.40 

1.88 

.0050 

.0600 

.5000 

.1600 

.3629 

.0055 

.0150 

2.5200 

.3900 

.1000 

s 

s 

s 

s 

s 

1403500 

X . 

Senna  powder  compound,  1  lb:  XF . 

1405000 

X . 

Silver  nitrate,  1  oz:  USP . 

1406000 

X . 

Silver  nitrate,  toughened,  1  oz:  USP  .... 

1407000 

X . 

Silver  nitrate  and  formaldehyde,  12  ampules:  6  2-cc. 
ampules  containing  silver  nitrate  solution  and  6  2-cc. 
ampules  containing  formaldehyde  solution;  with 

2  glass  applicators.  For  dental  use. 

1410000 

X . 

Silver  sulfate,  1  oz:  ACS . 

Bottle 

Bottle 

1.15 

.75 

.0100 

.0175 

.0257 

.0308 

s 

s 

1410300 

X . 

Skim  milk,  1  lb:  Bacteriologic . 

Former 

1K93115 

1410500 

X . 

Skiodan  solution,  50  cc:  XXR;  40r£  by  volume 

Bottle 

1.00 

.1200 

.1600 

s 

Former 

1K75300 

1410600 

X . 

Skiodan,  100  tablets:  XXR;  1.0-Gm . 

Bottle 

8.70 

.0600 

.0625 

s 

Former 

1K75625 

1412000 

X . 

Soap,  soft,  1  lb : . 

Jar 

Drum 

Box 

.22 

3.38 

12.00 

.9000 

.5000 

.1000 

10.5000 

.5000 

1 . 2250 

s 

s 

s 

1413000 

X . 

Soap,  soft,  25  lb : . 

1413400 

Former 

1K75915 

xc.,„ 

Sodium  ascorbate,  100  ampules:  XXR;  2-cc.  ampule 
containing  the  equivalent  of  100  mg.  ascorbic  acid, 
USP. 

1413500 

X . 

Sobisminol  solution,  100  ampules:  XXTR;  2-cc.  ampule 
containing  40  mg.  bismuth  in  solution. 

Box 

4.38 

.0150 

.0050 

1413600 

X . 

Sodium  acetate,  1  lb:  ACS . 

Bottle 

Bottle 

.28 

3.25 

.0800 

.0630 

.1000 

.0850 

s 

s 

1413705 

X . 

Sodium  alurate,  500  1%-gr.  tablets: . 

Former 

1K75750 

1413708 

X . 

Sodium  alurate,  500  3V2-gr.  tablets: . 

Bottle 

5.80 

.0680 

.1000 

s 

Former 

1K75755 

1413715 

X . 

Sodium  amytal,  500  capsules:  XXR;  3-gr.  . 

Bottle  . 

1.80 

.1560 

.8000 

s 

Former 

1K75825 

1413720 

Former 

1K75900 

xc.... 

Sodium  amytal,  1  ampule:  XXR;  73^-gr.  with  10-cc 
ampule  of  sterile  distilled  water 

Ampule 

.22 

.8000 

1 . 8000 

s 

1413800 

X . 

Sodium  barbital,  Vi  lb:  USP . 

Bottle 

1  00 

LS 

1414000 

X . 

Sodium  benzoate,  Vi  lb :  USP . 

.  15 

.07 

.48 

.10 

.17 

.15 

.0500 

.6000 

.0800 

.5000 

.  5500 

.0601 

.0850 

1 . 5000 

.6500 

1 . 8000 

.8680 

.0460 

s 

1415000 

X . 

Sodium  bicarbonate,  1  lb:  USP . 

Can 

Can 

Bottle 

Bottle 

Bottle 

s 

s 

s 

s 

s 

1416000 

X . 

Sodium  bicarbonate,  10  lb:  USP . 

1417000 

X . 

Sodium  bicarbonate,  1000  tablets:  XF;  5-gr 

1418000 

X . 

Sodium  bicarbonate  and  peppermint,  1000  tablets: 

1418500 

X . 

Sodium  bisulfite,  Vi  lb :  USP  reagent 
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1419000 

X . 

Sodium  borate,  1  lb:  USP . 

Bottle 

$0  12 

2500 

2300 

s 

1421000 

X . 

Sodium  bromide,  1  lb:  USP . 

33 

1200 

3732 

s 

1422000 

X . 

Sodium  bromide,  500  tablets:  NF;  5-gr . 

Bottle 

17 

1200 

2000 

s 

1425000 

X(l).. 

Sodium  calcium  hydrate,  1.85  lb:  Mesh  8-14;  for 

Can 

.40 

.0500 

.0535 

s 

basal  metabolism  apparatus.  (Soda  lime). 

1425500 

X  (1).. 

Sodium  calcium  hydrate,  37  lb:  Mesh  4-8;  for  oxygen 

Drum 

2.12 

.0250 

.0500 

s 

tents.  (Soda  lime). 

1426000 

X . 

Sodium  carbonate,  anhydrous,  Vi  lb:  ACS . 

10 

3000 

160t) 

s 

1427000 

X . 

Sodium  carbonate,  monohydrated,  1  lb :  USP . 

17 

1800 

2500 

s 

1428000 

X . 

Sodium  carbonate  monohydrated,  10  lb:  USP  .  .  . 

1  08 

0200 

0310 

s 

1429000 

X . 

Sodium  chloride,  1  lb:  ACS . 

25 

4000 

1  O0O0 

s 

1429500 

X  c. . . 

Sodium  chloride  isotonic  solution,  1000  cc:  USP.  For 

Bottle 

.30 

1 . 5000 

1.1100 

s 

parenteral  use. 

1429800 

X . 

Sodium  citrate,  Vi  lb :  Reagent . 

30 

s 

1430000 

X . 

Sodium  citrate,  1  lb:  USP . 

27 

5500 

3500 

s 

1430500 

xc... 

Sodium  citrate,  6  ampules:  50-cc.  ampule  containing 

Box 

.65 

1.0000 

1.8875 

'  s 

4%  sterile  solution. 

1430600 

X  c. ... 

Sodium  citrate,  12  vials:  50-cc.  vial  containing  4% 

Box 

1.70 

.9438 

s 

sterile  solution ;  with  glass  beads. 

1430700 

X . 

Sodium  citrate,  6  bottles:  600-cc.  vacuum  bottle  con- 

Box 

3.20 

.3500 

.2000 

s 

taining  50  cc.  of  4%  sterile  solution. 

1431000 

X . 

Sodium  cyanide,  Vi  lb :  ACS . 

15 

0220 

0298 

s 

1432000 

X . 

Sodium  dichromate,  1  lb:  Technical . 

15 

1 100 

1 500 

s 

1433000 

X . 

Sodium  fluoride,  1  lb:  Technical . 

15 

3200 

1280 

s 

1433500 

X  (1).., 

Sodium  glycerophosphate,  Vi  lb :  NF . 

Bottle 

.45 

.0800 

.0300 

s 

Former 

14145 

1434000 

X . 

Sodium  hydroxide,  Vi  lb:  USP . 

Bottle 

13 

4500 

7500 

s 

1435000 

X . 

Sodium  iodide,  Vi  lb :  USP . 

40 

OfiOO 

i?on 

s 

1435500 

X . 

Sodium  molybdate,  Vi  lb :  Reagent . 

62 

1000 

1000 

s 

1435700 

X(1)C 

Sodium  morrhuate,  30  cc:  NNR;  5%  solution . 

Bottle 

.15 

.0900 

.1200 

s 

1K76405 

1435800 

X(1)C 

Sodium  morrhuate,  25  ampules:  NNR;  5-cc.  ampule 

Box 

1.20 

.0700 

.1000 

s 

Former 

containing  5%  solution. 

1K76410 

1436000 

X . 

Sodium  nitrate,  Vi  lb :  ACS . 

•  15 

0292 

0250 

a 

1437000 

X . 

Sodium  nitrite,  1  oz:  ACS . 

08 

0600 

0395 

G 

1438000 

X . 

Sodium  nitroferricyanide,  1  oz:  ACS.  (Sodium  nitro- 

Bottle 

.15 

.0400 

.0470 

D 

s 

prusside). 

1439000 

X . 

Sodium  oxalate,  Vi  lb :  ACS . 

30 

.0400 

.0400 

s 
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MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

1439300 

X . 

Sodium  perborate,  Vi  ib :  USP . 

1440000 

X . 

Sodium  phosphate,  dibasic,  Vi  lb:  NF  reagent 

1440500 

X . 

Sodium  phosphate,  monobasic,  1  Ib:  Reagent 

1440800 

X . 

Sodium  phosphate,  tribasic,  1  lb:  Reagent 

1441000 

X . 

Sodium  phosphate,  effervescent,  1  lb:  USP 

1442000 

X . 

Sodium  phosphate,  Vi  lb:  USP . 

1444000 

X . 

Sodium  salicylate,  1  lb :  USP . 

1445000 

X . 

Sodium  salicylate,  1000  tablets:  USP;  5-gr 

1446000 

X . 

Sodium  sulfate,  1  lb :  USP . 

1446600 

X . 

Sodium  sulfide,  1  oz:  ACS . 

1448000 

x  (1).  . . 

Sodium  sulfite,  anhydrous,  5  lb :  ACS  .  .  . 

1448200 

X  (1)... 

Sodium  sulfite,  1  Ib:  Reagent . 

1449000 

X . 

Sodium  thiosulfate,  Vi  lb:  USP . 

1449500 

X . 

Sodium  thiosulfate,  6  ampules:  NF;  10-cc.  ampule 
containing  1  Cm.  sodium  thiosulfate  in  sterile 
solution. 

1450000 

X . 

Sodium  thiosulfate,  100  lb:  Technical  .  . 

1451000 

X . 

Sodium  tungstate,  Vi  lb :  ACS . 

1452000 

X . 

Sorbite,  baeteriologic,  1  Gm: . 

1452800 

X . 

SS  agar,  Bacto,  1  lb: . 

Former 

1K93130 

1453000 

X . 

Starch,  corn,  1  Ib:  Commercial.  For  Lassar’s  paste  .  .  . 

1454000 

X . 

Starch,  soluble,  1  oz:  (Amylodextrin)  . 

1455000 

X  (1). . . 

Strophanthin,  20  hypo  tablets:  1/100-gr. 

1456000 

X . 

Strychnine  sulfate,  Vi  oz:  USP . 

1457003 

X . 

Strychnine  sulfate,  100  1/30-gr.  tablets:  USP 

1457005 

X . 

Strychnine  sulfate,  100  1/60-gr.  tablets:  USP 

1458000 

X . 

Strychnine  sulfate,  20  1/60-gr.  hypo  tablets:  USP 

1459000 

X . 

Strychnine  sulfate,  10  y2-gr.  hypo  tablets:  USP.  For 
veterinary  use. 

1462000 

X . 

Sulfadiazine  ointment,  1  lb :  5% . 

1462100 

X . 

Sulfadiazine,  25  Gm:  USP . 

1462200 

X . 

Sulfadiazine,  1,000  tablets:  USP;  7.7-gr. 

1462300 

X . 

Sulfadiazine  sodium,  sterile,  6  vials:  USP;  5-Gm.  For 
intravenous  use. 

1462600 

X . 

Sulfaguanidine,  1,000  tablets:  USP;  7.7-gr 

1463300 

X . 

Sulfanilamide,  1  oz:  USP . 

* 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Zl 

T  of  Opns 

Bottle 

lO.OS 

1.8000 

2.2000 

Bottle 

.20 

.0800 

.0675 

Bottle 

.35 

.0400 

.0800 

Bottle 

.35 

.0300 

.0250 

Bottle 

.45 

.2000 

.1500 

Can 

.10 

.1000 

.0810 

Bottle 

.40 

.1000 

.0810 

Bottle 

.50 

.6295 

.9000 

Bottle 

.22 

.4000 

.1050 

Bottle 

.12 

.0200 

.0200 

Can 

.50 

.0200 

.0400 

Bottle 

.15 

.0300 

.0340 

Bottle 

.08 

.1400 

.2000 

Box 

.32 

.0750 

.0525 

Drum 

2.70 

.0760 

.0250 

Bottle 

.73 

.0500 

.0500 

Vial 

.15 

.0150 

.0050 

Bottle 

5.00 

.0162 

.0178 

Carton 

.07 

.3000 

.2000 

Bottle 

.10 

.0400 

.0500 

Tube 

.08 

.0450 

.0688 

Bottle 

1.45 

.0500 

.0450 

Bottle 

.05 

.0800 

.1648 

Bottle 

.07 

Tube 

.04 

.0800 

.1500 

Tube 

.08 

.0200 

.0200 

Jar 

.80 

.6000 

-  1 . 5000 

Bottle 

.65 

.  1450 

.7500 

Bottle 

11.40 

.7100 

5.5000 

Box 

1.08 

.3500 

1.2000 

Bottle 

10.00 

.4973 

4.6500 

Bottle 

.12 

.1133 

.2020 

Status 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

LS 

s 

s 

s 

s 

s 

s 

s 

s 
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MED  3  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  CLASS  1 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1463500 

X . 

Sulfanilamide,  1  lb:  USP . 

Bottle 

$1  00 

2750 

8000 

s 

1463600 

X . 

Sulfanilamide,  crystalline,  12  5-Gm.  envelopes:  USP. 

Box 

.30 

2.6000 

28.0000 

s 

Sterile  double-wrapped  envelopes  with  shaker  top. 

1463700 

X . 

Sulfanilamide,  1000  tablets:  USP;  5-gr . 

Bottle 

87 

2500 

1  0000 

s 

1463800 

X . 

Sulfapyridine,  1  oz:  USP . 

Bottle 

.25 

.  1200 

.2400 

s 

1463900 

X . 

Sulfapyridine,  1000  tablets:  USP;  7.7-gr . 

Bottle 

6.13 

LS 

1464000 

X . 

Sulfathiazole  ophthalmic  ointment,  12  tubes:  5%;  Vg-oz. 

Box 

1.50 

.  2396 

.2635 

s 

tube. 

1464100 

X . 

Sulfathiazole,  1000  tablets:  USP;  7.7-gr . 

Bottle 

4  40 

2  0000 

6  0000 

s 

1464300 

X . 

Sulfathiazole,  1  oz:  USP . 

40 

2500 

5000 

s 

1464400 

X. . 

Sulfathiazole  sodium,  sterile,  6  vials:  USP;  5-Gm.  For 

Box 

.70 

.5000 

1 . 5000 

s 

intravenous  use. 

1464500 

X . 

Sulfocarbolate  compound,  100  tablets:  30-gr.  For 

Bottle 

.45 

.0065 

.0030 

s 

veterinary  use. 

1466000 

X . 

Sulfur,  sublimed,  1  lb:  Commercial . 

Carton 

02 

4000 

.  1320 

s 

1467000 

X . 

Sulfur,  precipitated,  1  lb:  USP . 

08 

6000 

8250 

s 

1470000 

X . 

Talc,  purified,  1  lb:  USP . 

15 

1  2000 

2  1675 

s 

1470300 

X . 

Tar  compound  ointment,  1  lb:  Tar  distillate  with 

Jar 

1.17 

.0150 

.1000 

s 

cetyl  alcohol  4%,  sulfur  3%,  salicylic  acid  3%, 

and  emitlsion  base,  qs.  (Pragmatar). 

1470500 

X . 

Tar,  pine,  1  gal :  Commercial.  F or  veterinary  use  .... 

Can 

.50 

.0313 

.0200 

s 

1471000 

X . 

Terpin  hydrate,  1  oz:  USP . 

10 

1  9125 

1  5250 

s 

1472000 

X . 

Tetrachlorethylene,  100  capsules:  USP;  1-ce.  . 

57 

0500 

1000 

s 

1472305 

X . 

Theobromine  with  calcium  salicylate,  500  tablets: 

Bott  le 

5.35 

.0110 

.0200 

s 

Former 

7 ) '2~Sr-  (Theocalcin,  NNR). 

1K80400 

1472310 

X . 

Theobromine  with  sodium  salicylate,  100  capsules: 

Bottle 

.35 

.0420 

.2500 

s 

F  ormer 

NX  It;  5-gr. 

IK 80300 

1472405 

X  c. . . . 

Thiamine  hydrochloride  solution,  6  ampules:  NNR; 

Box 

.25 

.  6600 

2 . 8000 

s 

Former 

1-cc.  ampule  containing  5  mg.  of  thiamine  hydro- 

* 

1K80605 

chloride  in  solution. 

1472410 

X  c.... 

Thiamine  hydrochloride  solution,  5  cc:  NNR;  50  mg. 

Vial 

.20 

2.0000 

3.0000 

s 

Former 

of  thiamine  hydrochloride  per  cc.  solution. 

1K80610 

1472500 

X . 

Thiamine  hydrochloride,  500  1-mg.  tablets:  USP 

30 

1  OQ00 

9563 

s 

s 

1472600 

X . 

Thiamine  hydrochloride,  500  5-mg.  tablets:  USP 

88 

4951 

5738 

1472700 

X , 

Thioglycollate  supplement,  J/4  lb:  0.1%  dextrose 

Bottle 

2.75 

.0200 

.0300 

s 

Former 

1K93210 

1472805 

X . 

Thionin,  10  Gm:  Certified . 

Vial 

1.10 

.0100 

.0300 

s 

Former 

15430 
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CLASS  1  DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Zl 

T  of  Opns 

Status 

1472810 

X . 

Thionin,  Bacto,  10  Gm: . 

Vial 

$1  10 

LS 

Former 

1K93200 

1473000 

X . 

Thymol,  1  oz:  USP . 

17 

1050 

0750 

S 

1474000 

X . 

Thymol  iodide,  1  oz:  USP . 

25 

.0500 

.0777 

s 

1475000 

X  (1)... 

Thyroid,  1  oz:  USP . 

Bottle 

10 

LS 

1476000 

X(1)... 

Thyroid,  100  tablets:  USP;  1-gr . 

Bottle 

.05 

.8400 

.4000 

s 

1477000 

X  (1)... 

Tincture  aconite,  1  oz:  NF.  For  veterinary  use . 

Bottle 

.12 

.0875 

.0540 

s 

1477500 

X  (1)... 

Tincture  belladonna,  1  pt:  USP . 

Bottle 

.70 

.2500 

.2500 

s 

1478000 

X . 

Tincture  benzoin  compound,  1  pt:  USP . 

Rottle 

1  18 

1  1150 

1  2300 

s 

1479000 

X . 

Tincture  cardamom  compound,  1  pt:  USP . 

47 

0850 

0560 

s 

1483000 

X . 

Tincture  myrrh,  Vi  pt :  USP . 

25 

0410 

0440 

s 

1484000 

X . 

Tincture  nux  vomica,  1  pt:  USP . 

57 

0150 

0600 

s 

1485000 

X  (6)... 

Tincture  opium,  Vi  pt:  USP.  (Laudanum) . 

Bottle 

.50 

.0400 

.0885 

s 

1486000 

X  (6)... 

Tincture  opium,  camphorated,  1  pt :  USP.  (Paregoric). . . 

Bottle 

.45 

1.0000 

4.0000 

s 

1488000 

X . 

Tolu  balsam,  Vi  lb:  USP . 

25 

0400 

0530 

s 

1488300 

X  B. . . . 

Toluene,  1  oz:  ACS . 

Bottle 

.08 

.0625 

.0585 

s 

1488700 

X . 

Triasyn  B,  1000  tablets:  USP;  each  tablet  contains 

Bottle 

3.15 

.0522 

.2965 

s 

not  less  than  1  mg.  thiamine  hydrochloride,  1.5  mg. 

riboflavin  and  10  mg.  nicotinamide. 

1489100 

X . 

Tryparsamide,  10  ampules:  LTSP;  2-Gm . 

Box 

1  10 

0500 

0300 

s 

1489200 

X . 

Tryptone,  Bacto,  1  lb : . 

1  80 

0150 

0300 

s 

1489300 

X . 

Tryptose,  Bacto,  1  lb: . 

Bottle 

2.25 

.0220 

.0400 

s 

Former 

1K93220 

1489500 

X  (1)  E 

Tuberculin,  first  test  strength,  10  doses:  Purified 

Pkg. 

.47 

As  req’d 

As  req’d 

s 

protein  derivative. 

1489600 

X  (1)  E 

Tuberculin,  second  test  strength,  10  doses:  Purified 

Pkg. 

.47 

As  req’d 

As  req’d 

s 

protein  derivative. 

1489700 

X  (1). . . 

/-Tyrosine,  1  Gm:  Reagent . 

Vial 

.12 

.0200 

.0040 

s 

1489800 

X  (1). . . 

Uranium  nitrate,  1  oz:  ACS . 

Vial 

.40 

.0150 

.0030 

s 

1490000 

X . 

Urea,  1  oz:  Reagent . 

Vial 

07 

0720 

0760 

s 

1490200 

x  (1). . . 

Urease,  5  Gm:  Double  strength . 

Vial 

.60 

.0375 

.0400 

s 

1490250 

X . 

Veal,  Bacto,  1  lb:  . 

Bottle 

4.50 

.0140 

.0308 

s 

Former 

1K93250 

1490300 

X . 

Vitamin  A  and  D,  concentrated,  100  capsules:  USP; 

Bottle 

.18 

2.0000 

4.4000 

s 

each  capsule  contains  5,000  USP  units  of  Vitamin  A 

and  1,000  USP  units  of  Vitamin  D. 

1490405 

xc.... 

Vitamin  K,  6  ampules:  1-cc.  ampule  containing  2  mg. 

Box 

.25 

.1450 

.2500 

s 

Former 

menadione.  For  intravenous  use. 

1K29600 
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MED  3 


DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA  CLASS  1 


NUMBER 


1490410 

Former 

1K86800 

1490500 

Former 

1K61500 

1491000 


1491700 

1492000 

1493000 

1494000 

1494500 

1495000 

1496000 

Former 

15440 

1497000 

1498000 

1498500 

1498705 

Former 

1K86880 

1498710 

Former 

1K80620 

1500000 

1500500 

1501000 

1502000 

1502500 

1502700 

Former 

1K90000 

1503000 

1504000 


NOTES 


X  c. . 

X  c.. 

X.  . .. 
X.  .  .  . 
X  (6) . 

x  (6). 

X.  .  .. 
X. . .  . 


X  B. 
X.  .  . 
X.  .  . 


XC. 


X. 


NOMENCLATURE  AND  DESCRIPTION 


Vitamin  K,  50  tablets  or  capsules:  Not  less  than  2  mg. 
menadione  per  capsule  or  tablet. 


Vitamins,  multivitamin,  100  capsules:  2  capsules  equal 
minimum  daily  requirements  for  adult. 


Water,  distilled,  1000  cc:  Sterile,  pyrogen-free.  For 
intravenous  use. 

Water,  distilled,  25,  50  cc:  ampules:  Sterile,  pyrogen- 
free.  For  intravenous  use. 


Wax,  bone,  approximately  2  Gm:  Sterile  . 

Wax,  white,  Vi  lb:  USP . 

Whisky,  1  qt:  USP . 

Wine,  1  qt :  Sherry . . . 

Wool  fat,  hydrous,  1  lb:  USP.  (Lanolin) 
Wright’s  stain,  0.2  Gm:  Certified . 


Xylene,  1  lb:  ACS . 

Xylose,  10  Gm:  Bacteriologic 


Yeast,  dried,  1000  tablets:  USP;  73^-gr.  (Primary 
yeast). 

Zephiran  chloride  solution,  4  oz:  10% . 


Zephiran  chloride,  tincture,  1  gal:  NNR;  tinted 


Zinc  chloride,  %  lb:  USP . 

Zinc,  low  in  arsenic,  1  lb:  ACS . 

Zinc  oxide,  1  lb:  USP . 

Zinc  oxide  ointment,  1  lb :  USP . 

Zinc  oxide  paste,  1  lb :  (Lassar’s  plain  zinc  paste) 
Zinc  peroxide,  medicinal,  15  Gm:  USP . 


Zinc  stearate,  Vi  lb :  USP 
Zinc  sulfate,  1  lb :  USP  . . . 


UNIT 


Box 

Bottle 

Bottle 

Box 

Tube 

Cake 

Bottle 

Bottle 

Jar 

Vial 

Bottle 

Vial 

Bottle 

Bottle 

Bottle 

Bottle 

Bottle 

Can 

Jar 

Jar 

Bottle 

Carton 

Bottle 


UNIT 

PRICE 


$0.20 

.50 

.44 

1.96 

.17 

.18 

.78 

.50 

.30 

.05 

.25 

.53 

.62 

.27 

1.30 

.15 

.28 

.18 

.18 

.13 

.13 

.12 

.25 


REPLACEMENT  RATES 


Zl 


.1200 

5.0000 

.8000 

1.0000 

.1200 
.1750 
As  req'd 
As  req’d 
.5000 
2.0000 

.  3000 
.0160 
.1330 

.0500 

.0500 

.0180 

.0400 

.8800 

.3500 

.2500 

.6500 

.2000 

.1200 


Status 


T  of  Opns 


.2600 

20.0000 

.4000 
1 . 5000 

.2063 

.3000 
As  req’d 
As  req’d 
1 . 2000 
2.0000 

.4200 

.0176 

.4446 

.0300 

.0275 

.0680 

.0360 
1 . 7875 
1 . 5000 

.  2300 
7.0000 

.2075 

.  1500 
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CLASS  1  BIOLOGICAL  PRODUCTS  MED  3 


Furnished  by  Medical  Supply  Depots 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1584000 

X 

(1) 

E 

Antianthrax  serum,  50  cc:  Human,  Iyophilized . 

Vial 

$5.00 

As  req’d 

As  req’d 

s 

1585000 

X 

(1) 

E 

Antitoxin,  dysentery,  monovalent,  20,000  units:  Shiga. . 

Vial 

1.83 

As  req’d 

As  req’d 

s 

1590000 

X 

(1) 

E 

Antimeningococcic  serum,  polyvalent,  30  cc:  . 

Vial 

5.15 

As  req’d 

As  req’d 

s 

1594001 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  1,  5  tests: 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594002 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  2,  5  tests: 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594003 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  3,  5  tests : 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594004 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  4,  5  tests : 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594005 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  5,  5  tests: 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594006 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  6,  5  tests: 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594007 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  7,  5  tests: 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594008 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  8,  5  tests: 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594009 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  9,  5  tests : 

Pkg. 

.17 

As  req'd 

As  req’d 

s 

1594010 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  10,  5  tests: .  .  . 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594011 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  11,  5  tests: . 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594012 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  12,  5  tests: .  .  . 

Pkg. 

17 

s 

s 

1594013 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  13,  5  tests: .  .  . 

Pkg. 

.17 

As  req’d 

As  req’d 

1594014 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  14,  5  tests: .... 

Pkg. 

17 

s 

s 

1594015 

X 

(1) 

E 

Antipneumococcic  serujn,  typing,  type  15,  5  tests: .... 

Pkg. 

.17 

As  req’d 

As  req”d 

1594016 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  16,  5  tests: .  . 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594017 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  17,  5  tests: .  .  .  . 

Pkg- 

.17 

As  req'd 

As  req’d 

s 

1594018 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  18,  5  tests: 

Pkg 

17 

s 

1594019 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  19,  5  tests: . 

Pkg- 

.17 

As  req’d 

As  req’d 

s 

1594020 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  20,  5  tests: .... 

Pkg. 

.17 

As  req'd 

As  req’d 

s 

1594021 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  21,  5  tests: . 

Pkg. 

.17 

As  req’d 

As  req'd 

s 

1594022 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  22,  5  tests: . 

Pkg. 

.17 

As  req'd 

As  req’d 

s 

1594023 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  23,  5  tests: . 

Pkg- 

.17 

As  req’d 

As  req'd 

s 

1594024 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  24,  5  tests: . 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594025 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  25,  5  tests: . 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594027 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  27,  5  tests: . 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594028 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  28,  5  tests: . 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1594029 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  29,  5  tests: . 

Pkg. 

.17 

As  req'd 

As  req’d 

s 

1594031 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  31,  5  tests: . 

Pkg. 

.17 

As  req’d 

As  req'd 

s 

1594032 

X 

(1) 

E 

Antipneumococcic  serum,  typing,  type  32,  5  tests: . 

Pkg. 

.17 

As  req’d 

As  req’d 

s 
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MED  3 


BIOLOGICAL  PRODUCTS 

Furnished  by  Medical  Supply  Depots 


CLASS  1 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

1594033’ 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  33,  5  tests: .... 

Pkg. 

1594201 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  1,  1  cc: . 

Vial 

1594202 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  2,  1  cc: . 

Vial 

1594203 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  3,  1  cc: . 

Vial 

1594204 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  4,  1  cc: . 

Vial 

1594205 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  5,  1  cc: . 

Vial 

1594206 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  6,  1  cc: . 

Vial 

1594207 

X’(l)  E 

Antipneumococcic  serum,  typing,  type  7,  1  cc: . 

Vial 

1594208 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  8,  1  cc: .  ,  .  .  .  . 

Vial 

1594209 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  9,  1  cc: . 

Vial 

1594210 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  10,  1  cc: .  .  .  . 

Vial 

1594211 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  11,  1  cc: . 

Vial 

1594212 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  12,  1  cc: ... . 

Vial 

1594213 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  13,  1  cc: . 

Vial 

1594214 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  14,  1  cc: . 

Vial 

1594215 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  15,  1  cc: . . . 

Vial 

1594216 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  16,  1  cc: .  . 

Vial 

1594217 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  17,  1  cc: .  .  . 

Vial 

1594218 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  18,  1  cc: .  . 

Vial 

1594219 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  19,  1  cc: . . . . 

Vial 

1594220 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  20,  1  cc: .  . 

Vial 

1594221 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  21,  1  cc: . 

Vial 

1594222 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  22,  1  cc: . 

Vial 

1594223 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  23,  1  cc : .  . 

Vial 

1594224 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  24,  1  cc: .  . 

Vial 

1594225 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  25,  1  cc : . 

Vial 

1594227 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  27,  1  cc: . . 

Vial 

1594228 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  28,  1  cc: . 

Vial 

1594229 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  29,  1  cc: . 

Vial 

1594231 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  31,  1  cc: . . 

Vial 

1594232 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  32,  1  cc: .  .  . 

Vial 

1594233 

X  (1)  E 

Antipneumococcic  serum,  typing,  type  33,  1  cc: .  . 

Vial 

1595001 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  A,  5  tests: 

Pkg. 

Types  1,  2  and  7. 

REPLACEMENT  RATES 
UNIT  - 


UNIT 

PRICE 

Zl 

T  of  Opns 

$0  17 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req'd 

.40 

As  req’d 

As  req'd 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req'd 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.40 

As  req’d 

As  req’d 

.17 

As  req’d 

As  req’d 

Status 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 
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CLASS  1  BIOLOGICAL  PRODUCTS  MED  3 

Furnished  by  Medical  Supply  Depots 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Zl  T  of  Opns 

Status 

1595002 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  B,  5  tests: 

Types  3,  4,  5,  6  and  8. 

Pkg. 

#0.17 

As  req’d 

As  req’d 

s 

1595003 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  C,  5  tests: 

Types  9,  12,  14,  15,  17  and  33. 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1595004 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  D,  5  tests: 

Types  10,  11,  13,  20,  22  and  24. 

Pkg. 

.17 

As  req'd  \ 

As  req’d 

s 

1595005 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  E,  5  tests: 

Types  10,  18,  19,  21  and  28. 

Pkg. 

-  .17 

As  req’d 

As  req’d 

s 

1595006 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  F,  5  tests: 

Types  23,  25,  27,  29,  31  and  32. 

Pkg. 

.17 

As  req’d 

As  req’d 

s 

1595201 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  A,  1  cc: 

Types  1,  2  and  7. 

Vial 

.48 

As  req’d 

As  req’d 

s 

1595202 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  B,  1  cc: 

Types  3,  4,  5,  6  and  8. 

Vial 

.48 

As  req’d 

As  req’d 

s 

1595203 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  C,  1  cc: 

Types  9,  12,  14,  15,  17  and  33. 

Vial 

.48 

As  req’d 

As  req’d 

s 

1595204 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  D,  1  cc: 

Types  10,  11,  13,  20,  22  and  24. 

Vial  * 

.48 

As  req’d 

As  req’d 

s 

1595205 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  E,  1  cc: 

Types  16,  18,  19,  21  and  28. 

Vial 

.48 

As  req’d 

As  req’d 

s 

1595206 

X  (1)  E 

Antipneumococcic  serum,  typing,  mixture  F,  1  cc: 

Types  23,  25,  27,  29,  31  and  32. 

Vial 

.48 

As  req’d 

As  req’d 

s 

1600200 

X  (1)  E 

Antipneumococcic  serum,  therapeutic,  type  1,  50,000 
units: 

Vial 

11.00 

As  req’d 

As  req'd 

s 

1600600 

X  (1)  E 

Antipneumococcic  serum,  therapeutic,  type  2,  50,000 
units: 

Vial 

11.00 

As  req’d 

As  req’d 

s 

1600700 

X  (1)  E 

Antinneumococcic  serum,  therapeutic,  type  3,  50,000 
units: 

Vial 

11.00 

As  req’d 

As  req’d 

s 

1600800 

X  (1)  E 

Antipneumococcic  serum,  therapeutic,  type  5,  50,000 
units: 

Vial 

11.00 

As  req’d 

As  req’d 

s 

1600900 

X  (1)  E 

Antipneumococcic  serum,  therapeutic,  type  7,  50,000 
units: 

Vial 

11.00 

As  req’d 

As  req’d 

s 

1601100 

X  (1)  E 

Antipneumococcic  serum,  therapeutic,  type  8,  50,000 
units: 

Vial 

11.00 

As  req’d 

As  req'd 

s 

1601500 

X  (1)  E 

Cholera  vaccine,  20  cc: . 

Vial 

.15 

As  req’d 

As  req’d 

s 

1602000 

1  X  (1)  E 

Diphtheria  antitoxin,  20,000  units:  USP . 

Vial 

1.33 

As  req’d 

As  req’d 

s 

1603000 

X  (1)  E 

Diphtheria  toxin,  Schick  test,  50  tests: . 

Vial 

.10 

As  req’d 

As  req’d 

s 

1603100 

X  (1)  E 

Diphtheria  toxin,  Schick  test  control,  50  tests: . 

Vial 

.10 

As  req’d 

As  req’d 

s 

1604000 

X  (1)  E 

Diphtheria  toxoid,  alum-precipitated,  10  cc:  USP. 
(Not  for  adult  use). 

Vial 

.18 

As  req’d 

As  req’d 

s 

1604100 

X  (1)  E 

Diphtheria  toxoid,  plain,  10  cc:  USP . 

Vial 

.10 

As  req’d 

As  req’d 

s 

1605005 

X  (1)  E 

Gas  gangrene  antitoxin,  trivalent:  Without  tetanus 
antitoxin. 

Vial 

3.70 

As  req’d 

As  req’d 

s 
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MED  3  BIOLOGICAL  PRODUCTS  CLASS  1 

Furnished  by  Medical  Supply  Depots 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

1605010 

X  (1)  E 

Gas  gangrene  antitoxin,  bivalent:  Without  tetanus 
antitoxin. 

Vial 

$2.90 

As  req’d 

As  req’d 

s 

1605015 

X  (1)  E 

Gas  gangrene  antitoxin,  polyvalent:  W’ithout  tetanus 
antitoxin. 

Vial 

2.90 

As  req’d 

As  req’d 

s 

1605500 

X  (1)  E 

Immune  serum  globulin  (human),  5  cc: . 

Vial 

1.15 

10.45 

As  req’d 

As  req’d 

As  req’d 

s 

s 

1606500 

X(l) 

Normal  serum  albumin  (human),  concentrated:  25  Gm. 

Pkg. 

in  100  cc.  of  neutral  buffered  diluent.  Complete  with 
necessary  tubing  and  needles.  (For  CZ  only). 

1606800 

X  (1)  E 

Penicillin  sodium,  100,000  Oxford  units:  Dry  powder.  . 

Ampule 

6.00 

As  req’d 

As  req’d 

s 

1607000 

X  (1)  E 

Plague  vaccine,  20  cc : . 

Vial 

.60 

.30 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

1607500 

X  (1)  E 

Poison  ivy  extract,  therapeutic,  5  cc :  For  intramuscular 
injection. 

Vial 

1607600 

X  (1)  E 

Poison  oak  extract,  therapeutic,  5  cc:  For  intramuscular 
injection. 

Vial 

.30 

As  req’d 

As  req’d 

s 

1608100 

X  (1)  E 

Scarlet  fever  streptococcus  antitoxin,  9,000  units:  USP. 
Therapeutic. 

Vial 

1.67 

As  req’d 

As  req’d 

s 

1608200 

X  (1)  E 

Scarlet  fever  streptococcus  toxin,  for  Dick  test,  50  tests: 

USP. 

Vial 

.35 

As  req’d 

As  req’d 

s 

1608300 

X  (1)  E 

Scarlet  fever  streptococcus  toxin,  5  vials :  One  complete 
immunization  (5  graduated  doses). 

Set 

.68 

As  req’d 

As  req’d 

s 

1608400 

X  (1)  E 

Serum,  grouping,  blood,  Anti-A,  100  tests: . 

Vial 

90 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

s 

s 

s 

1608500 

X  (1)  E 

Serum,  grouping,  blood,  Anti-A,  25  tests: . 

Vial 

50 

1608600 

X  (1)  E 

Serum,  grouping,  blood,  Anti-B,  100  tests: . 

Vial 

.90 

.50 

7.40 

1608700 

X  (1)  E 

Serum,  grouping,  blood,  Anti-B,  25  tests: . 

Vial 

1608800 

X(1)C 

Plasma,  normal  human,  dried,  500  cc:  Complete  with 

Pkg. 

desiccated  plasma  from  500  cc.  of  original  plasma, 
600  cc.  sterile  distilled  water,  necessary  tubing  and 
needles.  (For  CZ  only). 

1008900 

X(1)C 

Plasma,  normal  human,  dried,  250  cc:  Complete  with 

Pkg. 

5.90 

As  req’d 

s 

desiccated  plasma  from  250  cc.  of  original  plasma, 
300  cc.  sterile  distilled  water,  necessary  tubing  and 
needles.  (For  CZ  only). 

1609000 

X  (1)  D 

Smallpox  vaccine,  10  tubes: . 

Pkg. 

Vial 

.25 

.15 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

1611000 

X  (1)  E 

Tetanus  antitoxin,  1,500  units:  USP.  Prophylactic.... 

1612000 

X  (1)  E 

Tetanus  antitoxin,  20,000  units:  USP.  Therapeutic.  . . 

Vial 

1.15 

As  req’d 

As  req’d 

s 

1612500 

X  (1)  E 

Tetanus  toxoid,  plain,  1  cc:  USP . 

Vial 

.07 

.30 

.55 

2.00 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

s 

s 

1612700 

X  (1)  E 

Tetanus  toxoid,  plain,  30  cc:  USP . 

Vial 

1612800 

X  (1)  E 

Typhus  vaccine,  20  cc: . 

Vial 

Pkg. 

1613000 

X  (1)  D 

Yellow  fever  vaccine,  20-dose  (1-cc.)  ampule:  With 
10-cc.  bottle  of  diluent. 

1613200 

X  (1)  D 

Yellow  fever  vaccine,  100-dose  (5-cc.)  ampule:  With 
50-cc.  bottle  of  diluent. 

Pkg. 

7.50 

As  req’d 

As  req’d 

s 
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NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1613600 

1613700 

1615000 

X  (1)  E 

X  (1)  E 

X  (1)  E 

Antianthrax  serum,  veterinary,  50  cc: . 

Vial 

Vial 

Vial 

SO.  80 

1,15 

.33 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

s 

Antianthrax  serum,  veterinary,  100  cc: .  . . 

Tetanus  toxoid,  plain,  veterinary,  50  cc: .  . . . 

° 

- 

- 
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MED  3  BIOLOGICAL  PRODUCTS  CLASS  1 

Furnished  by  Army  Medical  Center 

(Obtained  on  requisition  from  Army  Medical  Center,  Washington,  D.C.) 


UNIT 

PRICE 

REPLACEMENT  RATES 

NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

ZI 

T  of  Opns 

Statue 

1700000 

X  (1)  E 

HUMAN 

Amboceptors 

Amboceptor,  antisheep,  hemolysin,  5  cc:  Each  cc. 

Bottle 

$6.00 

As  req’d 

As  req’d 

s 

1701500 

X  (1)  E 

sufficient  for  1000  tests. 

Antigens 

Antigen,  bacterial,  5  cc:  For  tube  agglutination  test. 

Bottle 

1.50 

As  req’d 

As  req’d 

s 

1702000 

X(l) 

Specify  organism.  Dilution  factor  1:10. 

Antigen,  syphilis  complement  fixation  test, 5  cc:  Each 

Bottle 

3.60 

As  req’d 

As  req’d 

s 

1703000 

X(l) 

cc.  sufficient  for  1000  tests. 

Antigen  for  Kahn  test,  50  cc :  Sufficient  for  1000  tests .  . 

Bottle 

11.40 

As  req’d 

As  req’d 

s 

1703300 

X  (1)  E 

Antigen,  lymphogranuloma  venereum,  10  tests:  From 
chick  embryo.  (Frei  Test  and  Control) 

Complement  Fixation  Tests 

Complement,  guinea  pig,  lyophilized,  7  cc:  For 

Pkg. 

3.40 

As  req’d 

As  req’d 

s 

1703400 

X  (1)  E 

Pkg. 

3.00 

As  req’d 

As  req’d 

s 

1705000 

X  (1)  E 

complement  fixation  test. 

Sera,  Agglutinating,  Diagnostic 

Serum,  agglutinating,  diagnostic,  1  cc:  For  aggluti- 

Vial 

1.80 

As  req’d 

As  req’d 

s 

1730000 

X  (1)  E 

nation  reactions.  Specify  microorganism,  group, 
species,  type  or  race. 

Vaccines,  Prophylactic 

Vaccine,  triple  typhoid,  prophylactic,  50  cc : . 

Bottle 

1.10 

As  req’d 

As  req’d 

s 

1731000 

X  (1)  E 

Miscellaneous 

Culture:  Bacterial,  living.  Specify  organism  desired 

Tube 

1.00 

As  req’d 

As  req’d 

s 

1731500 

1731900 

X . 

X(l) 

and  purpose  for  which  to  be  used. 

Dextrose,  50%  solution,  50  cc  : . 

Plasma,  normal  human,  liquid,  250  cc:  In  sterile  glass 

Bottle 

Pkg. 

.15 

3.75 

As  req’d 

As  req’d 

As  req’d 

s 

s 

1732000 

X(l) 

container  with  metal  bail.  (For  ZI  only) 

Plasma,  normal  human,  liquid,  500  cc:  In  sterile  glass 

Pkg. 

4.00 

As  req’d 

1 

s 

container  with  metal  bail.  (For  ZI  only) 

Note:  Items  1731900  and  1732000  should  be  requisi¬ 
tioned  only  in  accordance  with  special  instructions 
issued  by  SGO. 
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CLASS  1  BIOLOGICAL  PRODUCTS  MED  3 

Furnished  by  Army  Medical  Center 

(Obtained  on  requisition  from  Army  Medical  Center,  Washington,  D.C.) 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

1732300 

1732500 

1733000 

1734Q00 

1735000 

1737000 

1739300 

1739500 

X  (1)  E 

X  (1)  E 

X  (1)  E 

X  (1)  E 

X  (1)  E 

X  (1)  E 

X  (1)  E 

X  (1)  E 

VETERINARY 

Antigens 

Antigen,  bovine  contagious  abortion,  concentrated, 

20  cc:  For  tube  agglutination  test.  Sufficient  for  500 
tests.  Dilution  factor  1 :100. 

Antigen,  bovine  contagious  abortion,  20  cc:  For  plate 
or  rapid  agglutination  test.  Sufficient  for  150  tests. 

Antigen,  glanders,  30  cc :  Sufficient  for  600  complement 
fixation  tests. 

Antigen,  infectious  abortion,  30  cc :  Sufficient  for  200  to 

300  complement  fixation  tests. 

Bacterial  Products,  Diagnostic 

Mallein  intradermic:  5,  10,  and  20  doses.  Dose  0.1  cc. 

Tuberculin  intradermic,  veterinary :  5,  10,  and  20  doses. 
Dose  0.1  cc. 

Vaccines 

Vaccine,  equine  encephalomyelitis,  bivalent,  25  cc: . .  . . 

Vaccine,  equine  infectious  abortion,  10  cc: . 

Bottle 

Bottle 

Bottle 

Bottle 

Dose 

Dose 

Bottle 

Bottle 

3.00 

2.00 

3.00 

$2.00 

.08 

.06 

10.00 

.50 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req'd 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

s 

s 

s 

s 

s 

s 

• 

- 

. 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


35 


CLASS  1 


MED  3  BIOLOGICAL  PRODUCTS 


Furnished  by  Army  Medical  Center 

(Obtained  on  requisition  from  Army  Medical  Center,  Washington.  D.C.) 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMI 

Zl 

:nt  rates 

T  of  Opns 

Status 

1750000 

1750200 

1750400 

1750600 

1750800 

1751000 

1751200 

1751400 

X(1)C 

X(1)C 

x  (1).  . . 

X . 

X . 

X(1)C 

X(1)C 

x  (1). . . 

INDICATOR  sets 

Phenol  red  indicator  set,  pH  6.8  to  8.4 :  Complete  with 
50  cc.  of  indicator  solution  (1750200);  9  individual 
color  standards  (1750400);  2  comparison  tubes 
(1750600);  and  1  distilled  water  tube  (1750800). 

Phenol  red  indicator  solution,  0.2%,  50  cc:  pH  6.8 

to  8.4. 

Phenol  red  individual  color  standard:  Requisitions 
must  specify  pH  of  standard  desired. 

Comparison  tube,  graduated :  10-cc . 

Distilled  water  tube:  Used  as  a  blank  in  1750000  and 
1751000. 

Bromthymol  blue  indicator  set,  pH  6.0  to  7.6:  Complete 
with  50  cc.  of  indicator  solution  (1751200);  9  indi¬ 
vidual  color  standards  (1751400);  2  comparison  tubes 
(1750600);  and  1  distilled  water  tube  (1750800). 

Bromthymol  blue  indicator  solution,  0.4%,  50  cc: 

pH  6.0  to  7.6. 

Bromthymol  blue  individual  color  standard :  Requisi¬ 
tions  must  specify  pH  of  standard  desired. 

Comparison  tube,  graduated:  (Use  1750600) . 

Set 

Bottle 

Each 

Each 

Each 

Set 

Bottle 

Each 

2.50 

.50 

.20 

.10 

.15 

2.50 

.50 

.20 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

s 

s 

s 

s 

s 

s 

Distilled  water  tube:  (Use  1750800) . 

. 
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BIOLOGICAL  PRODUCTS 

Furnished  by  Service  Command  or  Department  Laboratories 


MED  3 


CLASS  1 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

VACCINES,  THERAPEUTIC 

1803000 

X  (1)  E 

Vaccine,  autogenous:  Therapeutic.  Requisition  must 
be  accompanied  by  culture  from  patient.  State 
number  of  doses  and  bacterial  concentration  desired. 

Bottle 

As  req’d 

As  req’d 

s 

1804000 

X  (1)  E 

Vaccine,  autogenous,  veterinary:  Therapeutic.  Re- 

Bottle 

As  req’d 

As  req’d 

s 

quisition  must  be  accompanied  by  culture  from 
animal.  State  number  of  doses  and  bacterial  concen¬ 
tration  desired.  Original  culture  to  be  forwarded  to 
Army  Medical  School,  Veterinary  Laboratory 
Division. 

MISCELLANEOUS  SUPPLIES 

1805000 

X . 

Bottle  for  transmitting  specimens  of  blood  filtrate,  ice 
cream,  milk,  stomach  contents,  urine,  or  water: 

Consists  of  sterile  bottle,  screw  neck,  120-cc. 
(4056400),  in  mailing  case,  water  (4127000). 

Each 

As  req’d 

As  req’d 

s 

1805500 

X . 

Bottle  for  agglutination  or  complement  fixation  tests: 

Each 

As  req’d 

As  req’d 

s 

Consists  of  4  sterile  bottles,  screw  neck,  9-cc. 
(4056200),  in  mailing  case,  typhoid  (4125000). 

1806000 

X . 

Bottle  for  histopathological  specimen:  Consists  of  2 
bottles,  screwr  neck,  60-cc.  (4056600),  in  mailing  case, 
water  (4127000). 

Each 

As  req’d 

As  req’d 

s 

1806500 

X . 

Bottle  for  spinal  fluid :  Consists  of  sterile  bottle,  screw 
neck,  22-cc.  (4056300),  in  mailing  case,  typhoid 
(4125000). 

Each 

As  req’d 

As  req’d 

s 

1809000 

X . 

Bottle  for  sewage  effluent:  Consists  of  either  one  of 

Each 

As  req’d 

As  req’d 

s 

the  bottles  noted  under  bacteriological  or  chemical 
analysis  of  water,  depending  upon  the  examination 
desired. 

1810000 

X . 

Bottle  for  sputum:  Consists  of  2  sterile  bottles, 
screw  neck,  60-cc.  (4056600),  in  mailing  case,  water 
(4127000). 

Each 

i 

As  req’d 

As  req’d 

s 

1815000 

X . 

Bottle  for  chemical  examination  of  water:  Consists  of 

Each 

As  req’d 

As  req’d 

s 

1815500 

chemically  clean  bottle,  narrow  mouth,  4-liter 
(4054000),  packed  in  strong  wood  crate  for  shipment 
by  express. 

Bottle,  vacuum,  1-qt.,  with  protective  case:  For 

mailing  blood  specimen. 

$1.15 

Each 

As  req’d 

As  req’d 

s 

1816000 

X . 

Mailing  case  for  blood  smear  or  exudate,  for  direct 
microscopical  examination :  Cover  glass  or  slide.  Use 
mailing  case,  Wassermans  (4126000). 

Each 

As  req’d 

As  req’d 

s 

1818000 

X  (1)  E 

Medium  for  blood  culture,  miscellaneous:  Consists  of 

Each 

As  req’d 

As  req’d 

s 

100  cc.  sterile  glucose  broth  medium  in  bottle,  screw 
neck,  120-cc.  (4056400),  in  mailing  case,  water 
(4127000). 

1819000 

X  (1)  E 

Medium  for  blood  culture  for  typhoid  para-typhoid: 

Each 

As  req’d 

As  req’d 

s 

Consists  of  10  cc.  sterile  bile  medium  in  bottle,  screw 
neck,  22-cc.  (4056300),  in  mailing  case,  typhoid 
(4125000). 
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MED  3  BIOLOGICAL  PRODUCTS  CLASS  1 

Furnished  by  Service  Command  or  Department  Laboratories 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

- 1 - 

Zl  T  of  Opns 

Status 

1820000 

1821000 

1822000 

1825700 

1826000 

1827000 

1828000 

X  (1)  E 

X  (1)  E 

X . 

X . 

X . 

x  (1). . . 

X . 

MISCELLANEOUS  SUPPLIES  (continued) 

Medium  for  bacteriological  examination  of  exudate: 

Consists  of  one  bottle  Loeffler’s  blood  serum  in  bottle, 
screw  neck,  22-ec.  (4056300),  in  mailing  case,  typhoid 
(4125000). 

Loeffler’s  medium:  Consists  of  Loeffler’s  blood  serum 
in  bottle,  screw  neck,  22-cc.  (4056300),  in  mailing 
case,  typhoid  (4125000). 

Swab,  sterile:  Consists  of  sterile  cotton  swab  on  ap¬ 
plicator,  wood  (361 1000),  in  sterile  test  tube  (4432000), 
in  mailing  case,  culture  (4124000),  or  mailing  case, 
water  (4127000),  depending  upon  the  number  desired. 

Tube,  vacuum,  30-cc:  For  collecting  blood  specimen. 
Complete  with  sterile  needle. 

Vial  for  parasites  and  ova:  Consists  of  bottle,  screw 
neck  (4056200),  spoon,  metal  (4400000),  packed  4 
bottles  in  mailing  case,  typhoid  (4125000).  Station 
Surgeon  to  add  1  cc.  of  10%  formalin  to  2  cc.  of 
specimen. 

Vial  for  typhoid  carrier  examination:  Consists  of  sterile 
Sodium  Chloride  and  Glycerin  solution  in  bottle, 
screw  neck  (4056200),  packed  4  bottles  and  4  sterile 
spoons,  metal  (4400000),  wrapped  in  paper  in  mailing 
case,  typhoid  (4125000). 

Vial  for  urine:  For  special  culture  or  typhoid  carrier 
examination.  Consists  of  sterile  bottle,  screw  neck 
(4056300),  in  mailing  case,  typhoid  (4125000). 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

.10 

As  req’d 

As  req’d 

As  req’d 

5 As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

s 

s 

s 

s 

s 

* 

* 
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CLASS  2  SURGICAL  DRESSINGS  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

2001000 

X . 

Bandage,  canton  flannel,  3-inch  by  5  yards,  12: .  .  . 

Carton 

$1  20 

1200 

•  1  0000 

s 

2002000 

X . 

Bandage,  canton  flannel,  5-inch  by  5  yards,  12: .  . 

2  00 

0750 

1800 

s 

2002200 

X . 

Bandage,  elastic,  all-cotton,  3-inch  by  5 y2  yards 

Carton 

2.25 

.3000 

.3000 

s 

(stretched),  12:  With  2  clips. 

2002400 

X . 

Bandage,  elastic,  all-cotton,  4-inch  by  5 y2  yards 

Carton 

3.30 

.3000 

.6500 

s 

(stretched),  12:  With  2  clips. 

2002600 

X . 

Bandage,  elastic,  all-cotton,  self-adherent,  2-inch  by 

Carton 

.75 

.0348 

.0279 

s 

6  yards,  12:  Semi-absorbent. 

2002700 

X . 

Bandage,  elastic,  all-cotton,  self-adherent,  3-inch  by 

Carton 

1.45 

.1044 

.0837 

s 

6  yards,  12:  Semi-absorbent. 

2003000 

X . 

Bandage,  flannel,  3-inch  by  5  yards,  12:  Red,  extra 

Carton 

4.60 

.0900 

.5000 

s 

heavy. 

2004000 

X . 

Bandage,  gauze,  roller,  2-inch  by  6  yards,  12: .  .  . 

Rox 

.45 

11  0000 

40 . 0000 

s 

2005000 

X . 

Bandage,  gauze,  roller,  3-inch  by  10  yards,  12: . 

Box 

.85 

2.0000 

28.0000 

s 

2006000 

X . 

Bandage,  gauze,  roller,  4-inch  by  10  yards,  12: . . . 

Rnx 

1  10 

1  0000 

18.0000 

s 

2008000 

X . 

Bandage,  muslin,  3-inch  by  5  yards,  12: . 

Box 

.85 

.4500 

2.1000 

s 

2009000 

X.  .  .  . 

Bandage,  muslin,  5-inch  by  5  yards,  12: .  . . 

Rnx 

1  30 

7500 

.8500 

s 

2011000 

X . 

Bandage,  suspensory,  12:  One-piece,  adjustable . 

Carton 

2.00 

.5500 

1 . 8000 

s 

2012000 

X . 

Bandage,  muslin,  triangular,  12: . 

Pkg.  • 

1.35 

1  2000 

s 

2013000 

X.  .  .  . 

Cotton,  absorbent,  compressed,  1  oz: .  .  . 

Pkg. 

.05 

10  0000 

60.0000 

s 

2014000 

X . 

Cotton,  absorbent,  1-lb.  roll: .  . 

Carton 

.40 

7 . 0000 

40 . 0000 

s 

2015000 

X.  .  . . 

Cotton  hatting,  non-ahsorhent,  1  -lb.  roll:.  . 

.30 

.3500 

6.0000 

s 

2016000 

X . 

Crinoline,  surgical,  36-inch  by  6  yards: . 

Pkg. 

.35 

1 . 8000 

5.7000 

s 

2016500 

X . 

Crinoline,  surgical,  36-inch,  100-yard  roll:  Cut  in  one 

Pkg. 

6.20 

.1500 

.4500 

s 

4-inch,  four  6-inch,  and  one  8-inch  widths. 

2021000 

X.  .  . . 

Gauze,  plain,  36-inch,  5-yard  roll: .  . . 

Carton 

.20 

2 . 5000 

12.0000 

s 

2022000 

X . 

Gauze,  plain,  36-inch,  25-yard  roll: . 

Carton 

.75 

1 . 8000 

5.0000 

s 

2023000 

X 

Gauze,  plain,  36-inch,  100-vard  roll: .  .  . 

Pkg. 

2.75 

3 . 5000 

5 . 3000 

s 

2024000 

X . 

Gauze,  plain,  sterilized,  36-inch,  1  yard:  2  half-yard 

Pkg. 

.08 

4.0000 

67.0000 

s 

lengths,  compressed. 

2025400 

X . 

Mask,  face,  surgical,  improved,  120:  With  fabric  filter. 

Bag 

8.00 

.1104 

.5520 

s 

2027000 

X . 

Muslin,  36-inch:  Unbleached . 

Yard 

.20 

15.0000 

23.0000 

s 

2028000 

X . 

Pack,  abdominal,  4-inch  by  18-inch,  100: . 

Pkg. 

4.85 

fSubstit 

ute  for 

ss 

9211500) 

2028500 

X . 

Pack,  abdominal,  8-inch  by  18-inch,  100: . 

Pkg. 

7.25 

(Substitute  for 

ss 

9211700) 

2030000 

X . 

Packet,  first-aid:  Carlisle  model.  . 

Each 

.20 

LS 

2031000 

X . 

Packet,  first-aid,  for  instruction,  2: . 

Box 

.20 

3.0000 

3.3000 

s 

2031900 

X . 

Pad,  surgical,  3V^-inch  by  S^-inch,  12: . 

Pkg. 

.15 

(Substitute  for 

ss 

9212700) 
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MED  3 


SURGICAL  DRESSINGS 


CLASS  2 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

2032500 

2034000 

2035000 

2035500 

2037000 

2037200 

2038000 

2039000 

2040000 

2041000 

2042000 

X . 

Paper,  impervious,  24-inch,  5-yard  roll: .  .  .  . , . 

Pkg. 

Spool 

Spool 

Roll 

Can 

Drum 

Tube 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

$0.05 

LS 

S 

S 

S 

S 

S 

S 

s 

s 

s 

s 

x  (1).  . . 

x  (1).  . . 

X(l)... 

X  ... 

Plaster,  adhesive,  surgical,  1-inch  hv  5  vards: . 

.10 

.20 

1.20 

.25 

1.10 

.45 

1.20 

2  25 

3  25 

.05 

40.0000 

34.1548 

.2630 

2.6000 

.8000 

.6000 

.1600 

.1000 

.1000 

5.4000 

130.0000 

60.0000 

.3300 

11.200 

.9000 

1.1500 

1.3000 

.6400 

.4235 

15.0000 

Plaster,  adhesive,  surgical,  3-inch  hv  5  vards: . 

Plaster,  adhesive,  surgical.  12-inch  hv  10  vards: . 

Plaster  of  paris,  orthopedic,  4  lb : . 

X . 

Plaster  of  paris,  orthopedic,  25  lb : . 

x  (1).  . . 

X . 

(Silk,  Fabric)  impervious,  36-inch,  5-yard  roll: . 

Stockinet,  3-inch,  25-yard  roll: . 

X . . 

Stockinet,  6-inch,  25-yard  roll: . 

X . 

Stockinet,  9-inch,  25-yard  roll: ...  . 

X . 

Wadding,  sheet,  5-inch,  6-yard  roll:  Cotton  padding 
for  use  under  plaster  casts. 

—  ■ 

' 

• 
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CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Sta 

Zl 

T  of  Opns 

3000800 

Adenotome,  size  1:  LaForee.  With  1  extra  blade. 

Each 

$5  00 

s 

Illustrated. 

3001000 

Adenotome,  size  2:  LaForee.  With  1  extra  blade . 

Each 

5.00 

s 

3001200 

Adenotome,  size  3:  LaForee.  With  1  extra  blade . 

Each 

5.00 

s 

Airway:  (Use  3551000-1500) . . 

3001500 

Anascope:  Hirschman.  19-mm.  outside  diameter. 

Each 

2.70 

s 

Illustrated. 

3001800 

X . 

Applicator,  ear:  With  knurled  end.  Illustrated  ... 

15 

0600 

0400 

s 

3002000 

X . 

Applicator,  nasal,  aluminum:  5)4-inch . 

Each 

10 

0500 

0120 

s 

3003000 

X . 

Applicator,  nasal,  steel:  6-inch.  Illustrated . 

Each 

15 

0540 

1000 

s 

3004000 

X . 

Applicator,  pharyngeal:  9-inch . 

Each 

25 

0658 

0724 

s 

3005000 

X . 

Applicator,  surgical:  10-inch . 

02 

.0200 

.0500 

s 

3006100 

Bag,  obstetrical,  empty:  Illustrated . 

Each 

11  70 

s 

3006500 

Bag,  physician’s,  empty:  Illustrated . 

Each 

6.25 

s 

3007000 

Bistoury,  probe-pointed,  straight:  2-inch  blade,  ap- 

Each 

.90 

s 

proximatelv  6  inches  long.  Illustrated. 

3008500 

Bistoury,  sharp-pointed,  straight:  1  5/16-inch  blade, 

Each 

.50 

s 

approximately  5  inches  long.  Illustrated. 

3009000 

X . 

Block,  bite,  adult:  Jackson.  Illustrated . 

Each 

2  20 

0030 

.0060 

s 

3010000 

X . 

Block,  bite,  adolescent:  Jackson . 

Each 

2.20 

.0005 

s 

3011000 

X . 

Block,  bite,  child:  Jackson . 

Each 

2.20 

.0005 

s 

3011500 

X . 

Bolt,  tibia :  With  threads  on  one  end.  Illustrated 

65 

0100 

.0100 

s 

3032000 

Bougie,  esophageal,  lOFr:  Jackson.  Woven,  with 

Each 

3.53 

s 

metal  handle.  Illustrated. 

3034000 

Bougie,  esophageal,  12Fr:  Jackson.  Woven,  with 

Each 

3.53 

s 

metal  handle. 

3036000 

Bougie,  esophageal,  14Fr:  Jackson.  Woven,  with 

Each 

3.53 

s 

metal  handle. 

3038000 

Bougie,  esophageal,  16Fr:  Jackson.  Woven,  with 

Each 

3.53 

s 

metal  handle. 

3039000 

Bougie,  esophageal,  18Fr:  Jackson.  Woven,  with 

Each 

3.53 

s 

metal  handle. 

3039200 

Bougie,  esophageal,  20Fr:  Jackson.  WToven,  with 

Each 

3.53 

s 

metal  handle. 

3039400 

Bougie,  esophageal,  22Fr:  Jackson.  Woven,  with 

Each 

3.53 

s 

metal  handle. 

• 

3039600 

Bougie,  esophageal,  24Fr:  Jackson.  Woven,  with 

Each 

3.53 

s 

metal  handle. 

3039800 

Bougie,  esophageal,  26Fr:  Jackson.  Woven,  with 

Each 

3.53 

s 

metal  handle. 

3040000 

Bougie,  esophageal,  28Fr:  Jackson.  Woven,  with 

Each 

3.53 

s 

metal  handle. 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944  1 


SURGICAL  INSTRUMENTS 


CLASS  3 


MED  3 


NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

NUIVIBtR 

NOTES 

Zl 

T  of  Opns 

3041000 

Bougie,  eustachian,  set  of  5 :  Double-ended,  whalebone . . 

Set 

si  25 

s 

3042000 

Bougie,  tracheal,  18Fr:  Jackson.  Illustrated . 

Each 

3  60 

g 

3043000 

Bougie,  tracheal,  21Fr:  Jackson . 

Each 

3  60 

s 

3044000 

Bougie,  tracheal,  24Fr:  Jackson . 

Each 

3  60 

g 

3045000 

Bougie,  tracheal,  30Fr:  Jackson . 

Each 

3  60 

g 

3046000 

Bougie,  tracheal,  36Fr:  Jackson . 

Each 

3'  60 

g 

3047000 

x  (1). . . 

Bougie,  urethral,  lOFr:  Olivary,  woven,  boilable. 

Each 

1.10 

.0065 

.0080 

s 

Illustrated. 

3048000 

x  (1). . . 

Bougie,  urethral,  12Fr:  Olivary,  woven,  boilable . 

Each 

1.10 

.0100 

.0080 

s 

3049000 

X  (1). . . 

Bougie,  urethral,  14Fr:  Olivary,  woven,  boilable . 

Each 

1.10 

.0090 

.0100 

s 

3050000 

X  (1). . . 

Bougie,  urethral,  16Fr:  Olivary,  woven,  boilable . 

Each 

1.10 

.0090 

.0100 

s 

3051000 

X  (1). . . 

Bougie,  urethral,  18Fr:  Olivary,  woven,  boilable . 

Each 

1.10 

.0100 

.0100 

s 

3052000 

X(i)... 

Bougie,  urethral,  20Fr:  Olivary,  woven,  boilable . 

Each 

1.10 

.0080 

.0040 

s 

3053000 

Bronchoscope,  infant:  Jackson.  4  mm.  by  30  cm.,  with 

Each 

12  80 

s 

2  light  carriers  and  lamps. 

3053500 

Bronchoscope,  child:  Jackson.  5  mm.  by  30  cm.,  with 

Each 

12  80 

s 

2  light  carriers  and  lamps. 

3054000 

Bronchoscope,  adolescent:  Jackson.  7  mm.  by  40  cm., 

Each 

12  80 

s 

with  2  light  carriers  and  lamps. 

3054500 

Bronchoscope,  adult:  Jackson.  8  mm.  by  40  cm.,  with 

Each 

12  80 

s 

2  light  carriers  and  lamps.  Illustrated. 

3056000 

Bronchoscope,  standard  aspirating,  adolescent-adult: 

Each 

14  00 

s 

Jackson.  7  mm.  by  40  cm.,  with  2  light  carriers  and 

lamps. 

3056200 

Bronchoscope,  full  lumen,  aspirating:  Jackson.  6  mm. 

Each 

16  00 

g 

by  40  cm.,  with  2  light  carriers  and  lamps. 

3056500 

Bronchoscope,  adult  (deep  bronchi),  heavy:  Jackson. 

Each 

13  10 

s 

5  mm.  by  45  cm.,  with  2  light  carriers  and  lamps. 

Note:  For  replacement  bronchoscope  lamp  bulbs  see 

3344000. 

3060500 

Canula,  antrum:  Killian.  Illustrated . 

75 

g 

3061000 

Canula,  brain :  Exploring,  straight,  dull  point.  4  inches 

Each 

95 

g 

long,  lOFr.  Illustrated. 

3064000 

Canula,  frontal  sinus:  Bresgcn.  Curved,  with  taper 

Each 

.45 

g 

slip  to  fit  Luer  syringe.  Illustrated. 

3064300 

Canula,  frontal  sinus,  full  curved:  Van  Alyea.  With 

1.50 

s 

Luer  taper  fitting  and  wire  stylet.  Illustrated. 

3064400 

Canula,  frontal  sinus,  lesser  curved:  Van  Alyea.  With 

Enc  h 

1.50 

s 

Luer  taper  fitting  and  wire  stylet.  Illustrated. 

3065000 

X . 

Canula,  intravenous:  Webster.  Curved,  with  taper 

Each 

.35 

.0300 

.0400 

s 

slip  to  fit  Luer  syringe.  Illustrated. 

• 
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3066000 

.  Canula,  sphenoid:  Casselberry.  Curved,  with  taper 
slip  to  fit  Luer  syringe.  Illustrated. 

Each 

$0.60 

s 

3067000 

Canula,  urethral:  Modified  Keyes-Ultzman.  With 
finger  rest  adapter  to  fit  Luer  syringe. 

Each 

1.55 

s 

3068000 

Canula,  utricle:  Young.  Angular,  with  Luer  slip. 
Illustrated. 

Each 

1.15 

s 

3070500 

X . 

Carrier,  sponge,  child:  Jackson.  60-cm.  Illustrated... 

Case,  bone  operating,  110  volt,  AC-DC:  Luck  type. 
Complete  with  1  arbor,  2  curetting  burs,  6  slotting 
burs,  4  twist  drills,  telescoping  wire  guide,  reciprocat¬ 
ing  attachment,  longitudinal  sawing  attachment,  2 
circular  saws,  2  saw  blades,  1  hub  saw  blade,  and 
wrench  key,  in  case.  Illustrated. 

3.50 

200.00 

.0020 

.0120 

s 

s 

3073008 

Each 

• 

3073014 

Case,  bone  operating,  220  volt,  AC-DC:  Luck  type. 
Same  assembly  as  3073008. 

Each 

200.00 

s 

3075000 

(2).... 

Case,  bronchoscopic,  complete:  Illustrated . 

Each 

823 . 00 

s 

3076000 

Case,  bronchoscopic,  empty : . 

Each 

52  50 

s 

3077000 

(2) .... 

Case,  diagnostic,  eye,  ear,  nose  and  throat,  complete: 

Illustrated. 

Each 

34.50 

s 

3090000 

(2). .  .  . 

Case,  trial  lenses,  complete:  Illustrated . 

Each 

190.00 

s 

3090500 

Case,  trial  lenses,  supplemental  lenses,  set  of  3: 

Set 

4.80 

s 

Polaroid  type  disks.  Illustrated. 

3091000 

Case,  trial  lenses,  trial  frame  for:  Revolving  three  cell. 
Illustrated. 

Each 

14.35 

s 

3092000 

Catheter,  eustachian,  size  1:  Hartman.  6-inch . 

Each 

65 

s 

3093000 

Catheter,  eustachian,  size  2:  Hartman.  6-inch.  Illus- 

Each 

.  65 

s 

trated. 

3094000 

Catheter,  eustachian,  size  3:  Hartman.  6-inch . 

Each 

s 

3099000 

X(l).. 

Catheter,  ureteral,  X-ray,  5Fr.,  olivary  tip:  Graduated, 
2-eye. 

Each 

1.00 

.0466 

.0620 

s 

3100000 

X(l).. 

Catheter,  ureteral,  X-ray,  6Fr.,  olivary  tip:  Graduated, 
2-eye.  Illustrated. 

Each 

1.00 

.0300 

.0640 

s 

3101000 

X  (1). . . 

Catheter,  ureteral,  X-ray,  5Fr.,  whistle  tip:  Graduated, 
2-eye. 

Each 

1.00 

.0488 

.0650 

s 

3102000 

x  (1). . . 

Catheter,  ureteral,  X-ray,  6Fr.,  whistle  tip:  Graduated, 
2-eye. 

Each 

1.00 

.0371 

.0500 

s 

3107000 

x  (1). . . 

Catheter,  urethral,  rubber,  14Fr:  Nelaton.  Funnel  end. 

Each 

.15 

.2200 

.7000 

s 

3108000 

X  (1). . . 

Catheter,  urethral,  rubber,  16Fr:  Nelaton.  Funnel  end. 
Illustrated. 

Each 

.15 

.  1200 

1.0000 

s 

3109000 

X  (1)... 

Catheter,  urethral,  rubber,  18Fr:  Nelaton.  Funnel  end. 

Each 

.15 

.1000 

.7040 

s 

3110000 

X  (1)... 

Catheter,  urethral,  rubber,  22Fr:  Nelaton.  Funnel  end. 

Each 

.15 

.1000 

.7000 

s 

3111000 

X  (1)... 

Catheter,  urethral,  rubber,  26Fr:  Nelaton.  Funnel  end. 

Each 

.15 

.0250 

.0700 

s 

3112000 

X . 

Catheter,  urethral,  rubber,  guide:  Benique.  Coude 
curve,  blunt  point.  Illustrated. 

Each 

.25 

.0177 

.0120 

s 
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3112800 

X  (1).  .  . 

Catheter,  urethral,  rubber,  hemostatic,  24Fr:  Foley. 

Each 

$1 .35 

.0050 

s 

30-cc.  bag,  hollow  tip.  Illustrated. 

3113000 

X  (1)... 

Catheter,  urethral,  rubber,  self-retaining,  20Fr: 

Each 

.30 

.0200 

.0300 

s 

Pezzer.  Raised  top.  Illustrated. 

3113100 

X  (1).  . . 

Catheter,  urethral,  rubber,  self-retaining,  22Fr: 

Each 

1.20 

.0080 

s 

Foley.  5-cc.  bag.  Illustrated. 

3113300 

X  (1).  . . 

Catheter,  urethral,  rubber,  self-retaining,  32Fr: 

Each 

.40 

.0300 

.0466 

s 

Malecot.  4-wing.  Illustrated. 

3114000 

X  (1).  .  . 

Catheter,  urethral,  woven,  14Fr:  Mercier.  Boilable, 

Each 

1.50 

.0150 

.0100 

s 

Coude  tip. 

3116000 

X  (1).  .  . 

Catheter,  urethral,  woven,  18Fr:  Mercier.  Boilable, 

Each 

1.50 

.0130 

.0100 

s 

Coude  tip.  Illustrated. 

3117000 

X  (1).  .. 

Catheter,  urethral,  woven,  20Fr:  Mercier.  Boilable, 

Each 

1 .50 

.0250 

.3000 

s 

Coude  tip. 

3119000 

Chisel,  bone,  6-mm :  Single  bevel . 

Each 

2  00 

s 

3120000 

Chisel,  bone,  12-mm:  Single  bevel.  Illustrated . 

Each 

2  00 

s 

3121000 

Chisel,  bone,  18-mm:  Single  bevel . 

Each 

2  00 

s 

3122000 

Chisel,  bone,  osteotome,  6-mm:  Double  bevel . 

Each 

2.25 

s 

3123000 

Chisel,  bone,  osteotome,  12-mm:  Double  bevel. 

Each 

2.25 

s 

Illustrated. 

3124000 

Chisel,  bone,  osteotome,  18-mm:  Double  bevel . 

Each 

2.25 

s 

3124200 

Chisel,  bone,  osteotome,  24-mm:  Double  bevel . 

Each 

2  25 

s 

3124400 

Chisel,  bone,  osteotome,  30-mm:  Double  bevel . 

Each 

2  25 

s 

3126000 

Chisel,  nasal,  straight:  Freer.  Submucous,  approxi- 

Each 

95 

s 

mately  6^-inch.  Illustrated. 

3127000 

Clamp,  bone-plating,  large:  Lowinan.  8>£-inch.  Illus- 

Each 

9 .25 

s 

trated. 

3127200 

Clamp,  bone-plating,  small:  Lowman  modified.  Ap- 

Each 

7  50 

s 

proximately  6^-inch,  3-prong. 

3127400 

Clamp,  bone-plating,  extra  small:  Lowman  modified. 

Each 

6  00 

s 

Approximately  4^-inch,  3-prong. 

3127700 

-  . 

Clamp,  harelip:  Ivy.  One  each  right  and  left.  Illus- 

Pair 

5  00 

s 

trated. 

3128000 

Clamp,  hemorrhoidal:  Kelsey.  10-inch.  Illustrated.  . 

Each 

5  00 

s 

3128700 

Clamp,  intestinal  anastomosis:  Rankin.  3-blade. 

Each 

15  75 

s 

Illustrated. 

3129000 

Clamp,  pylorus,  11 -inch:  Payr.  Illustrated 

Each 

18  75 

s 

3129500 

Clamp,  pylorus,  8-inch:  Payr . 

Each 

17  25 

s 

3131000 

X . 

Curette,  adenoid,  size  1:  Barnhill.  Sharp,  8-inch. 

Each 

2.75 

.0010 

.0010 

s 

Illustrated. 

3132000 

X . 

Curette,  adenoid,  size  4:  Barnhill.  Sharp,  8%-ineh .  . 

Each 

2.75 

.0010 

.0010 

s 

3133000 

X . 

Curette,  Chalazion,  Medium:  Meyhoefer.  sharp, 

Each 

1.50 

.0010 

.0050 

s 

approximately  5-inch.  Illustrated. 
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3134000 

X . 

Curette,  ear:  Gross.  Hook  and  spoon,  5-inch.  Illustrated. 

Each 

$0.35 

.0100 

.0300 

s 

3136000 

X . 

Curette,  ear,  size  2:  Buck.  Straight,  sharp.  Illustrated. 

Each 

1.00 

.0020 

.0040 

s 

3138000 

Curette,  ethmoid,  set  of  3:  Mosher.  Sizes  1,  2,  and  3. 

Set 

5  90 

g 

3139000 

Curette,  eustachian,  set  of  3:  Yankauer.  Sizes  1,  2, 

Set 

5.25 

s 

and  3. 

3141000 

Curette,  mastoid,  size  1,  Buck:  Sharp,  oval  spoon, 

Each 

1.85 

s 

6^-inch.  Illustrated. 

3142000 

Curette,  mastoid,  size  3,  Buck:  Sharp,  oval  spoon, 

Each 

1  85 

s 

o*/2-inch. 

3143000 

Curette,  mastoid,  size  1,  Richard:  Sharp,  7-inch. 

Each 

1  25 

s 

Illustrated. 

3144000 

Curette,  mastoid,  size  3,  Richard:  Sharp,  7-inch . 

1  25 

g 

3145000 

Curette,  mastoid,  size  5,  Richard:  Sharp,  7-inch 

Each 

1  25 

g 

3146000 

Curette,  mastoid,  size  2,  Whiting:  Sharp,  7-inch. 

Each 

1  50 

s 

Illustrated. 

3147000 

Curette,  mastoid,  size  4,  Whiting:  Sharp,  7-inch.  .  .  . 

Each 

1  50 

s 

3148000 

Curette,  mastoid,  size  5,  Whiting:  Sharp,  7-inch.  .  .  . 

Each 

1  50 

g 

3148300 

Curette,  sinus,  set  of  6:  Coakley.  Sizes  1  to  G,  in- 

Set 

11  00 

s 

elusive.  Illustrated. 

3149000 

Curette,  uterine,  dull,  size  4:  Thomas.  12-inch.  .  . . 

Each 

1  00 

g 

3151000 

Curette,  uterine,  sharp,  size  2:  Sims.  lOJ^-inch. 

Each 

95 

s 

Illustrated. 

3151500 

Curette,  uterine,  sharp,  size  4:  Sims.  lOJ^-ineh . 

Each 

s 

3153000 

Cystoscope,  16Fr:  Catheterizing.  With  2  extra  lamps 

Each 

115  00 

s 

and  accessories.  For  transformer  see  3727508-18/ 

3156000 

Cystoscope,  convertible,  24Fr:  For  examining,  eath- 

Each 

184  50 

s 

etherizing,  and  operating.  With  2  extra  lamps  and 

accessories.  For  transformer  see  3727508-18.  Illus- 

trated. 

3157010 

X  (3) . . . 

Cystoscope  lamp  bulb,  ACMI  No.  49L:  Fits  16Fr. 

Each 

.90 

.0018 

.0163 

s 

concave  or  convex  sheaths  with  examining  and  double 

catheterizing  telescopes  (ACMI  No.  660  and  661). 

3157011 

X  (3) . . . 

Cystoscope  lamp  bulb,  ACMI  No.  51:  Fits  21Fr.  con- 

Each 

.90 

.0552 

.2494 

s 

cave  or  convex  sheaths  with  examining  and  double 

catheterizing  telescopes  (ACMI  No.  108);  or 

24Fr.  concave  or  convex  sheaths  with  both  examining 

and  convertible  telescopes  (ACMI  No.  120). 

3157012 

X  (3) . . . 

Cystoscope  lamp  bulb,  ACMI  No.  52:  Fits  18Fr.  con- 

Each 

.90 

.0115 

.0180 

s 

cave  or  convex  sheat  hs  with  single  catheterizing  tele- 

scope  (ACMI  No.  137). 

3157013 

X  (3) .  . . 

Cystoscope  lamp  bulb,  ACMI  No.  53:  Fits  16Fr.  con- 

Each 

.90 

.0115 

.0163 

s 

cave  or  convex  sheaths  with  single  catheterizing  tele- 

scope  (ACMI  No.  138). 

3157200 

X(l)... 

Cystoscope  tips,  rubber,  set  of  8:  2  large  and  2  small 

Set 

.50 

.0090 

.0170 

s 

perforated  and  2  large  and  2  small  unperforated  tips. 
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3157500 

Cysto-Urethroscope:  (Panendoscope).  Consists  of 

Each 

1164  00 

s 

foroblique  telescope  and  light  carrier  combined,  24Fr. 

sheath  with  obturator,  20Fr.  beaked  sheath  with 

obturator.  With  2  extra  lamps;  without  batteries;  in 

case.  For  rheostat  see  3727508-18;  for  battery  box 

see  3621500.  Illustrated. 

3157700 

X . 

Cysto-Urethroscope  lamp  bulb:  Also  for  use  with 

Each 

1.00 

.0200 

.0200 

s 

3538500  and  3725000.  Illustrated. 

3158000 

Cystotome,  eye:  Graefe.  Approximately  5-inch.  Ulus- 

Each 

1  70 

s 

t rated. 

3159000 

Depressor,  tongue,  metal:  Illustrated . 

Each 

65 

s 

3159500 

Depressor,  tongue,  electric:  With  2  mirrors  for  use  as 

Each 

12  20 

LS 

laryngoscope;  handle,  and  detachable  cords.  For 

wood  blades  see  3668000.  Illustrated. 

3160000 

Dermatome  set,  complete :  Padgett.  Consists  of  drum, 

Set 

118  00 

s 

2  cutting  blades,  knife  handle,  brush,  and  Yl  gallon 

special  cement.  Illustrated. 

3160200 

X . 

Dermatome  set  blade:  Approximately  6-ineh 

4  00 

0015 

0040 

s 

s 

3160400 

X . 

Dermatome  set  brush:  3'2-inch . 

25 

0400 

0480 

3160600 

X . 

Dermatome  set  special  cement,  *4  gallon:  . 

Tin 

4  80 

.0400 

.480 

s 

3162000 

Dilator,  lachrymal:  Ziegler.  53^-inch.  Illustrated . 

1  95 

s 

3163000 

Dilator,  trachea:  Trousseau.  5^2-inch.  Illustrated 

4  00 

s 

3164000 

Dilator,  urethral,  12Fr:  LeFort.  Approximately  11-inch. 

1.50 

s 

Illustrated. 

3165000 

Dilator,  urethral,  14Fr:  LeFort.  Approximately  11-inch 

1  50 

s 

3166000 

Dilator,  urethral,  16Fr:  LeFort.  Approximately  11-inch 

1  50 

s 

3167000 

Dilator,  urethral,  18Fr:  LeFort.  Approximately  11-inch 

1  50 

s 

3168000 

Dilator,  urethral,  22Fr:  LeFort.  Approximately  11-inch 

Each 

1  50 

s 

3169000 

Dilator,  urethral,  26Fr:  LeFort.  Approximately  11-inch 

1  50 

s 

3171000 

Dilator,  uterine:  Goodell.  Large,  with  gage,  13  V^-inch. 

Each 

13  25 

s 

Illustrated. 

3172000 

Dilator,  uterine,  double-ended,  set  of  6:  Hank. 

3  75 

s 

3173000 

X . 

Director,  grooved,  probe  point:  53^-inch.  Illustrated.. 

Each 

.20 

.1000 

.4000 

s 

3173500 

X . 

Director,  grooved,  round  point:  6-inch.  Illustrated.  .  .  . 

Each 

.22 

.0240 

.0264 

s 

3176000 

Dissector,  tonsil:  Hurd.  Blunt  and  pillar  retractor, 

1.35 

s 

83'6-inch.  Illustrated. 

3179000 

Drill,  bone:  Complete  with  3  twist  drills.  Illustrated 

13  75 

s 

3180005 

Drill,  bone,  drills,  Stille-Sherman,  set  of  3:  32-gagc 

Set 

1  50 

s 

one  4-inch  and  two  3-inch. 

# 

3180010 

Drill,  bone,  drills,  Kirschner,  set  of  3:  One  each 

Set 

1.50 

s 

3/32-inch,  J^-inch,  and  5/32-inch  diameter. 

3182000 

Drill,  cranial,  brace:  Cushing.  9-inch.  Illustrated  . 

7.25 

s 
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3182200 

Drill,  cranial,  burr,  enlarging:  Adson-Rogers.  To  fit 
3182000.  Illustrated. 

Each 

$3.25 

s 

3182600 

Drill,  cranial,  burr,  perforating:  Adson-Rogers.  To  fit 
3182000.  Illustrated. 

Each 

3.45 

s 

3182700 

Electrode,  fulguration,  flexible,  6Fr:  Bugbee.  For  use 
with  3156000.  Illustrated. 

Each 

4.25  . 

s 

22.00 

3182800 

Electrode,  fulguration,  flexible,  9Fr,  set  of  3 :  McCarthy. 
For  use  with  3156000.  Illustrated. 

Set 

s 

3183000 

Electrode,  fulguration,  Buie  type:  With  suction 
attachment.  For  use  with  3432000  and  3670300. 

Each 

17.00 

s 

3183100 

Electrode,  coagulation,  rigid,  9Fr:  McCarthy.  For 
use  with  3157500.  Illustrated. 

Each 

5.00 

s 

3183200 

Electrode,  cutting  loop,  28Fr:  For  use  with  3725000. 
Illustrated. 

Each 

3.60 

s 

3184000 

Elevator,  nasal,  blunt:  Freer.  Submucous,  73^-inch. 
Illustrated. 

Each 

.80 

s 

3185000 

Elevator,  nasal,  sharp:  Freer.  Submucous,  7^-inch. 
Illustrated. 

Each 

1.25 

s 

3186000 

Elevator,  periosteal,  blunt:  Langenbeck.  Narrow, 
curved  blade,  8M-inch.  Illustrated. 

Each 

1.35 

s 

3187000 

Elevator,  periosteal,  blunt,  double-ended:  Sayre. 
Straight,  6%-inch.  Illustrated. 

Each 

.90 

s 

s 

3188000 

•  Elevator,  periosteal,  sharp:  Broad,  curved  blade. 
Illustrated. 

Each 

1.60 

. 

3190500 

Esophagoscope,  6  mm.  by  35  cm.,  child:  Jackson. 
With  2  light  carriers  and  lamps. 

Each 

12.80 

s 

3191000 

Esophagoscope,  9  mm.  by  45  cm.,  adult:  Jackson. 
With  2  light  carriers  and  lamps. 

Each 

12.80 

s 

3191500 

Esophagoscope,  5  mm.  by  45  cm.,  full  lumen:  Jackson. 
With  2  light  carriers  and  lamps. 

Each 

13.90 

s 

s 

3191700 

Esophagoscope,  6  mm.  by  35  cm.,  full  lumen:  Jackson. 
With  2  light  carriers  and  lamps.  Illustrated. 

Each 

13.90 

3192000 

Esophagoscope,  7  mm.  by  45  cm.,  full  lumen:  Jackson. 
With  2  light  carriers  and  lamps. 

Each 

13.90 

s 

3192500 

Esophagoscope,  9  mm.  by  53  cm.,  full  lumen:  Jackson. 
With  2  light  carriers  and  lamps. 

Each 

10.00 

s 

3193000 

Evacuator,  cystoscopic,  Ellick  type:  For  use  with 
3157500  and  3725000.  Illustrated. 

Each 

4.50 

s 

3193300 

Evacuator,  cystoscopic,  Toomey  type:  For  use  with 
3157500  and  3725000.  Illustrated. 

Each 

6.75 

s 

3193500 

Evacuator,  esophageal:  Jackson.  With  2  glass  col- 
lecting  cups.  Illustrated. 

Each 

8.10 

s 

Extension  apparatus,  Bendixon-Kirschner,  motor- 
driven  type:  (Use  3073008-14). 
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3195500 

Extension  apparatus,  Kirschner,  hand  drill  type, 
complete:  Consists  of  hand  drill  with  12  assorted 
drill  wires  and  3  twist  drills;  1  drill  wire  guide;  2 
large  wire  tractors;  1  extra  long  wire  tractor;  1 
medium  wire  tractor.  Illustrated. 

Each 

$75 . 00  . 

s 

3195805 

X . 

Extension  apparatus,  Kirschner,  drill  wire,  9-inch 
by  .063-inch,  12: 

Pkg. 

1.25  . 

LS 

3195807 

X . 

Extension  apparatus,  Kirschner,  drill  wire,  9-inch 
by  .045-inch,  12: 

Pkg. 

1.25 

.0196 

.2940 

S 

3195809 

X . 

Extension  apparatus,  Kirschner,  drill  wire,  9-inch 
by  .037-inch,  12: 

Pkg. 

1.25 

.0030 

.0220 

s 

3195811 

X . 

Extension  apparatus,  Kirschner,  drill  wire,  12-inch 
by  .063-inch,  12: 

Pkg. 

1.25 

.0015 

.0020 

s 

3195813 

X . 

Extension  apparatus,  Kirschner,  drill  wire,  12-inch 
by  .045-inch,  12: 

Pkg. 

1.25 

LS 

3195815 

X . 

Extension  apparatus,  Kirschner,  drill  wire,  12-inch 
by  .037-inch,  12: 

Pkg. 

1.25 

LS 

3195905 

Extension  apparatus,  Kirschner,  traction  bow, 
medium: 

Each 

12.25 

s 

3195906 

Extension  apparatus,  Kirschner,  traction  bow,  large: 

Extension  apparatus,  Steinmann,  complete:  Consists 
of  3  solid  pins;  pin  holder,  Bolder  type,  medium; 
pin  holder,  Bohler  type,  small;  and  chuck; 
without  weights.  Illustrated. 

Each 

12.25 

s 

3196010 

Each 

6.75 

s 

3196100 

Extension  apparatus,  Steinmann,  pin  holder,  Bohler 
type,  medium:  83^-inch. 

Each 

4.00 

s 

3196200 

Extension  apparatus,  Steinmann,  pin  holder,  Bohler 
type,  small:  5-inch. 

Each 

3.00 

s 

3196300 

Extension  apparatus,  Steinmann,  chuck:  3-jaw, 
Bohler  type. 

Each 

3.25 

s 

3196504 

X . 

Extension  apparatus,  Steinmann,  pin,  solid,  5-inch: 

By  H-inch. 

Each 

.50 

.0264 

.2030 

s 

3196506 

X . 

Extension  apparatus,  Steinmann,  pin,  solid,  6V2-indi: 

By  d8-inch. 

Each 

.50 

.0190 

.0820 

s 

3196508 

X . 

Extension  apparatus,  Steinmann,  pin,  solid,  8-inch: 

By  5 /32-inch. 

Each 

.50 

.0300 

.5590 

s 

3197000 

X  (1)... 

Filiform  bougie,  4Fr:  LeFort.  Woven,  with  standard 
female  thread  1  by  56,  olive  point,  35-em.  length. 
Illustrated. 

Each 

1.00 

.0250 

.0400 

s 

3198000 

X  (1) .  . . 

Filiform  bougie,  5  Fr:  LeFort.  Woven,  with  standard 
female  thread  1  by  56,  olive  point,  35-em.  length. 

Each 

1.00 

.0280 

.0800 

s 

3199000 

X  (1)... 

Filiform,  whalebone,  size  6:  Gouley.  Olivary  tip  at 
each  end. 

Each 

.20 

.0200 

.0600 

s 

3200000 

Forceps,  advancement,  4i/2-inch,  angular,  Prince: 

Illustrated. 

Each 

4.95 

s 

3200500 

Forceps,  bead,  medium,  50-cm.,  Tucker:  Illustrated.  . 

Forceps,  bone-cutting,  KB/t-inch,  curved,  double¬ 
action,  Liston-Stille:  Illustrated. 

Each 

Each 

10.50 

19.50 

s 

3200700 

s 
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3201000 

Forceps,  bone-cutting,  814-inch,  straight,  Liston:  Illus¬ 
trated. 

Each 

$8.59 

s 

3203000 

Forceps,  bone-holding,  10-inch,  straight,  Farabeuf: 

Illustrated. 

Each 

9.12 

LS 

3203500 

Forceps,  bone-holding,  12-inch,  straight,  Lane:  Illus¬ 
trated. 

Each 

8.68 

8 

3203600 

Forceps,  bone-holding,  lOVs-inch,  straight,  Farabeuf- 
Lambotte:  With  ratchet.  Illustrated. 

Each 

17.88 

s 

3203700 

Forceps,  bone-holding,  8y2-inch,  straight,  Ferguson: 

Illustrated. 

Each 

7.07 

s 

3204000 

Forceps,  bone,  rongeur,  7-inch,  curved,  Horsley:  Illus¬ 
trated. 

Each 

10.00 

s 

3204500 

Forceps,  bone,  rongeur,  834-inch,  angular,  double¬ 
action,  Stille: 

Each 

19.75 

s 

3205000 

Forceps,  bone,  rongeur,  9-inch,  curved  on  flat,  double¬ 
action,  Stille:  Illustrated. 

Each 

19.75 

s 

3206000 

Forceps,  bone,  rongeur,  lOVi-inch,  curved,  Horsley: 

Very  heavy. 

Each 

13.06 

LS 

3207000 

Forceps,  bone,  rongeur,  cranial,  814-inch,  DeVilbiss: 

With  1  long  bite  and  1  short  bite  blade.  Illustrated. 

Each 

10.75 

s 

3207500 

Forceps,  bone,  rongeur,  cranial,  DeVilbiss,  blade, 
long  bite: 

Each 

1  25 

s 

3207600 

Forceps,  bone,  rongeur,  cranial,  DeVilbiss,  blade, 
short  bite: 

Each 

1.25 

s 

3208000 

Forceps,  bone,  rongeur,  cranial,  534-inch,  curved, 
Horsley:  Illustrated. 

Each 

6.69 

s 

3216000 

Forceps,  bullet,  8-inch,  straight,  Senn :  Illustrated . 

Each 

3  00 

s 

3217200 

Forceps,  capsule,  curved,  Arruga:  Illustrated . 

Each 

2  16 

s 

3217400 

Forceps,  catheter,  endotracheal,  Magill:  For  use  with 
3603200.  Illustrated. 

Each 

6.50 

s 

3218000 

Forceps,  chalazion,  334-inch,  straight,  Lambert: 

Spatulate  tip.  Illustrated. 

Each 

3.05 

s 

3218300 

Forceps,  cilia,  3-inch,  straight,  Douglas:  Serrated  tip. 
Illustrated. 

Each 

.38 

s 

3218500 

Forceps,  clip-introducing,  McKenzie:  For  use  with 
3717500  and  3893000.  Illustrated. 

Each 

3.61 

s 

3218600 

Forceps,  cystic  duct,  7y2-inch,  curved,  Shallcross: 

Illustrated. 

Each 

5.25 

s 

s 

3218700 

Forceps,  cystoscopic,  alligator,  rigid:  For  use  only  with 
3157500  and  3725000.  Illustrated. 

Each 

16.20 

3218900 

Forceps,  cystoscopic,  ureteral,  stone-removing,  Fergu¬ 
son  type:  For  use  only  with  3157500.  Illustrated. 

Each 

25.75 

s 

3219100 

Forceps,  cystoscopic,  utility,  22Fr.,  Lowsley  type:  For 

use  only  with  3157500  and  3725000.  Illustrated. 

Each 

45.00 

s 

3219300 

Forceps,  cystoscopic,  visual,  hemostatic,  McCarthy 
type:  For  use  only  with  3725000.  Illustrated. 

Each 

24.75 

s 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


9 


MED  3  SURGICAL  INSTRUMENTS  CLASS  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 
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T  of  Opns 

3219400 

Forceps,  cystoscopic,  handle:  For  use  with  3219600, 

Each 

3219700,  3219800  and  3219900.  Illustrated. 

3219600 

Forceps,  cystoscopic,  rongeur,  flexible,  7Fr.,  stem:  To 

Each 

10.00 

fit  3219400.  Illustrated. 

3219700 

Forceps,  cystoscopic,  rongeur,  flexible,  llFr.,  stem:  To 

Each 

10.00 

fit  3219400. 

3219800 

Forceps,  cystoscopic,  foreign  body,  flexible,  7Fr.,  stem : 

Each 

10.00 

To  fit  3219400.  Illustrated. 

3219900 

Forceps,  cystoscopic,  foreign  body,  flexible,  1  lFr.,  stem : 

To  fit  3219400. 

Each 

10.00 

3220000 

Forceps,  dressing,  5y2-inch,  straight:  Spring,  serrated 
tip.  Illustrated. 

Each 

.30 

3221000 

Forceps,  dressing,  10-inch,  straight:  Heavy,  serrated 
tip.  Illustrated. 

Each 

.75 

3222000 

Forceps,  dressing,  10-inch,  curved,  Bozeman:  Illus- 

Each 

3.70 

t.rated. 

3224000 

Forceps,  ear,  5V2-inch,  angular,  Wilde:  Serrated  tip. 
Illustrated. 

Each 

65 

3225000 

Forceps,  ear,  5y2-inch,  bayonet-shape,  Lucae:  Serrated 

Each 

3.50 

tip.  Illustrated. 

3227000 

Forceps,  fixation,  4t/2-inch,  straight,  with  catch,  Graefe: 

Illustrated. 

Each 

2.65 

3228000 

Forceps,  fixation,  4i/2-inch,  straight,  without  catch: 

Nonmagnetic.  Illustrated. 

Each 

2.10 

3228200 

Forceps,  forward  grasping,  60-cm.,  Jackson:  Regular. 
Illustrated. 

Each 

9.90 

3228400 

Forceps  for  globular  objects,  50-cm.,  Jackson:  Special 
weight.  Illustrated. 

Each 

14  25 

3228600 

Forceps,  gallstone,  8y2-inch,  curved,  Rochester:  Illus¬ 
trated. 

Each 

4.00 

3228800 

Forceps,  hemostatic,  434-inch,  straight,  Abbey: 

(Needle  holder). 

Each 

1.80 

3229000 

Forceps,  hemostatic,  mosquito,  5-inch,  straight,  Hal¬ 
stead:  Illustrated. 

Each 

2.05 

3229500 

Forceps,  hemostatic,  5-inch,  straight,  Jones: . 

Each 

1  54 

3230000 

Forceps,  hemostatic,  6y4-inch,  straight,  Rankin: 

Round  shank. 

Each 

2.10 

3231000 

Forceps,  hemostatic,  6t/4-inch,  curved,  Rochester- 
Pean:  Round  shank.  Illustrated. 

Each 

1  45 

3234000 

Forceps,  hemostatic,  714-inch,  straight,  Rochester- 
Ochsner:  Round  shank.  Illustrated. 

Each 

2  25 

3235000 

Forceps,  hysterectomy,  8y2-inch,  curved,  Pean: 

Illustrated. 

Each 

4.00 

3236000 

Forceps,  hysterectomy,  8y2-inch,  straight,  Pean: 

Illustrated. 

Each 

2.00 

3237000 

Forceps,  intestinal,  9-inch,  curved,  Doyen:  Illustrated. 

Each 

4.70 

10 
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3238000 

Forceps,  intestinal,  9-inch,  straight,  Doyen:  Illustrated. 

Forceps,  intestinal,  7y2-inch,  straight,  Judd-Allis: 

Illustrated. 

Each 

$4.70 

4.25 

s 

3238500 

Each 

s 

3240000 

Forceps,  iris,  4-inch,  angular:  Mouse-tooth.  Illus¬ 
trated. 

Each 

1.75 

s 

3242000 

Forceps,  iris,  4-inch,  slraight:  Mouse-tooth.  Illus¬ 
trated. 

Each 

1.75 

s 

3243000 

Forceps,  kidney,  9-inch,  curved,  Stille:  Illustrated.  .  .  . 

Forceps,  laryngeal,  basket  punch,  28-cm.,  Jackson: 

Medium.  Illustrated. 

Each 

4.75 

s 

3243500 

Each 

29.25 

s 

3244200 

Forceps,  laryngeal,  cup,  large,  28-cm.,  straight,  Jackson: 

Diameter  of  cup  6  mm.  Illustrated. 

Each 

27.00 

s 

. 

3244400 

Forceps,  laryngeal,  cup,  medium,  28-cm.,  angular, 
Jackson:  Diameter  of  cup  4  mm.  Illustrated. 

Each 

27.00 

s 

s 

3244600 

Forceps,  laryngeal,  cup,  medium,  28-cm.,  straight, 
Jackson:  Diameter  of  cup  5  mm. 

Each 

27.00 

3244800 

Forceps,  laryngeal,  grasping,  28-cm.,  Jackson:  Illus¬ 
trated. 

Each 

15.30 

s 

3245200 

Forceps,  laryngeal,  rotation,  28-cm.,  Jackson:  Illus¬ 
trated. 

Each 

24.30 

s 

3245400 

Forceps,  laryngeal,  tissue  specimen,  28-cm.,  Jackson: 

Illustrated. 

Each 

29.25 

s 

3250000 

Forceps,  mastoid,  rongeur,  7-inch,  curved,  Bane :  Small 
jaw.  Illustrated. 

Each 

7.00 

s 

3252000 

Forceps,  mastoid,  rongeur,  large,  Kerrison:  Illustrated 

Forceps,  mastoid,  rongeur,  small,  Kerrison: . 

Each 

22.50 

s 

3253000 

Each 

22-.50 

s 

3253500 

Forceps,  meat,  50-cm.,  Jackson:  Fenestrated  blade. 
Illustrated. 

Each 

12.10 

s 

3254000 

Forceps,  nasal,  8y2-inch,  angular,  Asch:  Septum  com- 
pression.  Illustrated. 

Each 

7.00 

s 

3255000 

Forceps,  nasal,  large,  Bruening  type:  Cutting,  fenes- 
trated.  Illustrated. 

Each 

5.00 

LS 

3256000 

Forceps,  nasal,  small,  Bruening  type:  Cutting,  fenes¬ 
trated. 

Each 

5.00 

s 

3258000 

Forceps,  nasal,  7y2-inch,  Jansen-Middleton :  Illustrated 

Forceps,  nasal,  polypus,  6y2-inch,  angular,  Knight:  11- 

lustrated. 

Each 

22.50 

s 

3259000 

Each 

4.50 

s 

3261000 

Forceps,  obstetrical,  15-inch,  curved,  Simpson:  11- 

Each 

7.50 

s 

lustrated. 

3262000 

Fnrceps,  obstetrical,  axis  traction,  15-inch,  curved, 

Each 

22.50 

s 

Tarnier:  Illustrated. 

3262500 

Forceps,  pituitary,  bayonet-shaped,  Adson:  One  with 

Pair 

17.50 

s 

up-curved  and  one  with  down-curved  tips.  Illustrated 

3263000 

.  Forceps,  placenta,  12-inch,  Kelly:  Illustrated . 

.  Each 

7.50 

s 
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T  of  Opns 

3263500 

Forceps,  rectal  specimen,  Turrell  type:  With  angulated 

Each 

$30  00 

s 

bite  and  revolving  shaft.  For  use  with  3432000. 

3264400 

Forceps,  ring  rotation,  medium,  50-cm,  Jackson:  11- 

Each 

9  90 

s 

lustrated. 

3264500 

Forceps,  ring  rotation,  fluoroscopic,  60-cm,  Jackson: 

Each 

9  90 

s 

Illustrated. 

3264700 

Forceps,  rotation,  right  angle,  50-cm,  Jackson:  Illus- 

Each 

9  90 

s 

trated. 

3264800 

Forceps,  screw-holding,  9-inch,  Lane:  Illustrated . 

Each 

4  00 

g 

3265500 

Forceps,  side-curved,  medium,  40-cm,  Jackson:  Illus- 

Each 

9  90 

s 

trated. 

3265700 

Forceps,  side-curved,  regular,  50-cm,  Jackson:  Illus- 

Each 

9  90 

s 

trated. 

3267000 

Forceps,  sponge,  914-inch,  straight,  Foerster:  Plain 

Each 

1  75 

s 

jaw.  Illustrated. 

3267800 

Forceps,  tack  and  pin,  50-cm,  Tucker:  Illustrated  . . 

Each 

10  55 

s 

3268000 

Forceps,  tenaculum,  9i/2-inch,  curved,  Skene:  Illus- 

Each 

2  60 

s 

trated. 

3269100 

Forceps,  throat,  Jackson:  Cross-action,  for  anesthe- 

Each 

5  95 

s 

tizing  the  larynx.  Illustrated. 

3269300 

Forceps,  tissue  specimen,  light  (bronchial),  50-cm, 

Each 

'30.45 

s 

Jackson:  Illustrated. 

3269400 

Forceps,  tissue  specimen,  square-end,  60-cm.,  Jackson : 

Each 

31.25 

s 

Illustrated. 

3269500 

Forceps,  tissue,  spring,  4y2-inch,  straight:  1  bv  2  teeth. 

Each 

.27 

s 

Illustrated. 

. 

3270000 

Forceps,  tissue,  spring,  5y2-inch,  straight:  1  by2  teeth. 

Each 

62 

s 

Illustrated. 

3270200 

Forceps,  tissue,  spring,  6-inch,  straight,  Stone:  4  by  5 

Each 

2  50 

s 

teeth,  heavy  tip.  Illustrated. 

3271000 

Forceps,  tissue,  6-inch,  straight,  Allis:  4  by  5  teeth. 

Each 

2.55 

s 

Illustrated. 

3271200 

Forceps,  tissue,  10-inch,  straight:  1  by  2  teeth.  Illus- 

Each 

2.38 

s 

trated. 

3272500 

Forceps,  tonsil,  hemostatic,  714-inch,  slightly  curved, 

Each 

3.33 

s 

Schnidt:  Illustrated. 

3273000 

Forceps,  tonsil  seizing,  8i/2-inch,  straight,  Andrews: 

Each 

3.20 

s 

With  1  open  ring.  Illustrated. 

3274000 

Forceps,  tonsil  seizing,  8-inch,  angular,  Tyding:  Illus- 

Each 

5.25 

s 

trated. 

3275000 

Forceps,  towel,  3-inch,  Backhaus: .... 

2  50 

s 

3276000 

Forceps,  towel,  514-inch,  Backhaus:  Illustrated . 

Each 

2  10 

s 

3281000 

Forceps,  vulsellum,  10-inch,  curved  sideways,  Skene: 

Each 

5  00 

s 

2  by  2  teeth.  Illustrated. 
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3283000 

Forceps,  vulsellum,  tumor,  10-inch,  curved,  Segond: 

3  by  3  teeth.  Illustrated. 

Each 

$9.00 

s 

3285000 

Fork,  tuning,  set  of  5:  Illustrated . 

Set 

12.00 

s 

3285500 

Fracture  reduction  apparatus,  anatomic:  Roger  Ander¬ 
son  type.  Issued  only  upon  approval  of  The  Surgeon 
General. 

Set 

1245.00 

LS 

. 

3286000 

Gag,  mouth,  Denhart:  Illustrated . 

Each 

2.76 

s 

3287000 

Gag,  mouth,  adult,  Jennings:  Without  anesthesia  tube. 
Illustrated. 

Each 

6.80 

s 

3288000 

Gag,  mouth,  child,  Jennings:  Without  anesthesia  tube. 
Illustrated. 

Each 

6.00 

s 

3289000 

Gorget,  lithotomy:  Teale.  Illustrated . 

.85 

s 

3290000 

Gouge,  bone,  6-mm:  8-inch.  Illustrated . 

Each 

1.75 

s 

3291000 

Gouge,  bone,  10-mm :  8-inch . 

Each 

1.75 

s 

3292200 

Gouge,  bone,  18-mm:  8-inch . 

Each 

1.75 

s 

3292400 

Gouge,  mastoid,  size  1,  Schwartz:  Illustrated . 

Each 

1.05 

s 

3292500 

Gouge,  mastoid,  size  2,  Schwartz: . 

Each 

1.05 

s 

3292600 

Gouge,  mastoid,  size  2,  Andrews:  Illustrated . 

Each 

1.20 

s 

3294500 

Hip  fracture  apparatus  complete:  Smith-Petersen  type. 
With  calibrated  guide  pin;  impactor-extractor- 
driver  (3  in  1);  and  set  of  5  canulated  bone  nails,  1- 
each  3-inch,  334-inch,  3J/£-inch,  3%-inch,  and  4-inch. 

Set 

35.15 

s 

3294700 

X . 

Hip  fracture  apparatus  guide  pin:  Calibrated,  3 /32- 
inch  by  9-inch.  Illustrated. 

Each 

.40 

.0320 

.0750 

s 

3294800 

Hip  fracture  apparatus  impactor-extractor-driver:  (3 

in  1).  Illustrated. 

Each 

13.00 

s 

3295000 

X . 

Hip  fracture  apparatus  nail,  bone,  3-inch:  To  take 

3  /32-inch  diameter  guide  pin.  Illustrated. 

Each 

3.00 

.0036 

.0071 

s 

3295100, 

X . 

Hip  fracture  apparatus  nail,  bone,  3t/4-inch:  To  take 

3  /32-inch  diameter  guide  pin.  Illustrated. 

Each 

3.00 

.0071 

.0143 

s 

3295200 

X . 

Hip  fracture  apparatus  nail,  bone,  3t/2-inch:  To  take 

3  /32-inch  diameter  guide  pin.  Illustrated. 

Each 

3.00 

.0125 

.0250 

s 

3295300 

X . 

Hip  fracture  apparatus  nail,  bone,  3%-inch:  To  take 

3  /32-inch  diameter  guide  pin.  Illustrated. 

Each 

3.00 

.0082 

.0164 

s 

3295400 

X . 

Hip  fracture  apparatus  nail,  bone,  4-inch:  To  take 

3 /32-inch  diameter  guide  pin.  Illustrated. 

Each 

3.00 

.0043 

.0085 

s 

3296500 

Holder,  needle,  Collier:  Approximately  5-inch . 

Each 

3.20 

(Substiti 

32968 

te  for 

00) 

ss 

3296700 

Holder,  needle,  7V^-inch,  Hegar-Mayo:  Illustrated  — 

Holder,  needle,  6-inch,  Hegar-Mavo:.  . 

2.80 

s 

3296800 

Each 

3.50 

s 

33010&0 

Hook.  dissectinP.  blunt :  Adsnn.  Illustrated  . 

1.50 

\ 

s 

3302000 

Hook,  dura:  Frazier.  4^-inch.  Illustrated.... 

Each 

.85 

s 

3303000 

Hook,  iris:  Tyrcll.  Illustrated  . 

Each 

1.75 

s 

✓ 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


13 


MED  3  SURGICAL  INSTRUMENTS  CLASS  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

3305000 

Hook,  strabismus,  medium:  Illustrated . 

Each 

$1  60 

s 

3306000 

Hook,  strabismus,  small . 

Each 

1  75 

s 

3307000 

Introducer,  needle:  For  spinal  anesthesia.  Illustrated. 

Each 

.25 

s 

3309000 

(1) . 

Irrigator,  anterior  chamber:  Metal  canula  and  rubber 

Each 

1.25 

s 

bulb.  Illustrated. 

3310000 

Keratome,  angular,  large:  Jaeger.  Illustrated . 

Each 

3.00' 

s 

3311000 

Keratome,  angular,  medium:  Jaeger . 

Each 

2' 75 

s 

3312000 

Keratome,  angular,  small:  Jaeger . 

Each 

2  50 

. 

s 

3314000 

Knife,  amputating,  6-inch  blade,  single-edged:  Liston. 

Each 

4.50 

s 

10%  inches  long.  Illustrated. 

3315000 

Knife,  amputating,  6y2-inch  blade,  double-edged:  Cat- 

Each 

2  50 

s 

ling.  10%  inches  long.  Illustrated. 

3316000 

Knife,  brain,  post-mortem:  Virchow.  10X-inch.  11- 

Each 

2  75 

s 

lustrated. 

3317000 

Knife,  canaliculus:  Bowman.  5X-inch.  Illustrated... 

Each 

1.95 

s 

3318000 

Knife,  cartilage,  post-mortem:  7-inch.  Illustrated . 

Each 

2  25 

s 

3320000 

Knife,  cataract,  size  1:  Craefe.  Illustrated . 

Each 

1  80 

g 

3321000 

Knife,  cataract,  size  2:  Graefc . 

Each 

1  80 

g 

3322000 

Knife,  cataract,  size  3:  Graefe . 

1  80 

s 

g 

3325000 

Knife,  ear,  myringotome:  Gerzog.  6-inch.  Illustrated. 

Each 

95 

3325200 

Knife,  ear,  curved  blade:  Buck.  Bayonet-shape.  11- 

Each 

1  30 

LS 

lustrated. 

3329000 

Knife,  eye,  needle,  medium:  Knapp.  Illustrated . 

Each 

1  70 

g 

3330000 

Knife,  eye,  needle,  small:  Ziegler . 

Each 

1  45 

g 

3331000 

Knife,  laryngeal:  Tobold.  Approximately  7X-inch. 

Each 

3  35 

s 

Illustrated. 

3332000 

Knife,  nasal,  septum:  Ballenger.  6-inch.  Illustrated... 

Each 

80 

g 

3333000 

Knife,  nasal,  septum,  swivel,  small:  Ballenger.  Illus- 

Each 

3  25 

s 

trated. 

3334000 

Knife,  nasal,  submucous,  half-round:  Freer.  Straight, 

Each 

2.00 

s 

approximately  6-inch.  Illustrated. 

3335000 

Knife,  nasal,  submucous,  round:  Freer,  Straight,  ap- 

Each 

1.35 

s 

proximately  6-inch.  Illustrated. 

3335600 

Knife,  operating,  1  Vi-inch  blade:  4%-inch  length.  11- 

Each 

.75 

s 

lustrated. 

3335900 

Knife,  operating,  lV^-inch  blade:  6X-inch  length . 

Each 

‘  .75 

g 

3336200 

Knife,  operating,  2-inch  blade:  6%-inch  length . 

Each 

.75 

s 

3336500 

Knife,  operating,  handle  No.  3:  Bard-Farker  type.  11- 

Each 

.70 

g 

lustrated. 

3336900 

X . 

Knife,  operating,  blade  No.  10,  6:  For  use  with  3336500 

Pkg. 

.25 

1 . 1000 

.9090 

s 

and  3339000.  Illustrated. 
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3337000 

X .... . 

Knife,  operating,  blade  No.  11,  6:  For  use  with  3336500 

Pkg. 

$0.25 

.9000 

.9000 

s 

and  3339000.  Illustrated. 

3337100 

X . 

Knife,  operating,  blade  No.  12,  6:  For  use  with  3336500 

Pkg. 

.25 

.8000 

.7000 

s 

and  3339000.  Illustrated. 

3337300 

X . 

Knife,  operating,  blade  No.  15,  6:  For  use  with  3336500 

Pkg. 

.25 

.7200 

.  6000 

s 

and  3339000.  Illustrated. 

3337700 

Knife,  operating,  handle  No.  4:  Bard-Parkcr  type . 

Each 

.45 

s 

3338100 

X . 

Knife,  operating,  blade  No.  20,  6:  For  use  with  3337700. 

Pkg. 

.28 

.8000 

3.0000 

s 

Illustrated. 

3338500 

X . 

Knife,  operating,  blade  No.  21,  6:  For  use  with  3337700. 

Pkg. 

.28 

1 . 2000 

4.0000 

s 

Illustrated. 

3339000 

Knife,  operating,  handle  No.  7:  Bard-Parker  type . 

Each 

1  00 

g 

3340000 

X . 

Knife,  plaster:  5-ineh.  Illustrated . 

15 

.0842 

.1200 

g 

3340500 

Knife,  skin-grafting:  Tiersch.  8-inch . 

Each 

2  50 

s 

3340700 

Knife,  skin-grafting,  large:  Ferris  Smith.  Complete 

Set 

14  00 

s 

with  one  handle  and  six  6-inch  removable  single-edge 

blades.  Illustrated. 

3340800 

Knife,  skin-grafting,  blade,  6:  Single-edge,  6-inch.  11- 

Box 

8  00 

s 

lustrated.  j 

3341000 

Knife,  tenotomy:  Sharp,  634-inch.  Illustrated . 

Each 

55 

g 

3342000 

Knife,  tonsil:  Douglas.  83^-inch.  Illustrated . 

Each 

1.55 

s 

3343000 

Knife,  tonsil  abscess:  Abraham.  83^-inch.  Illustrated 

Each 

1.30 

g 

3344000 

X . 

Lamp  bulb,  bronchoscopic:  1.5  volt.  Also  for  use  with 

Each 

.35 

.0550 

.0900 

s 

esophagoseopes  and  laryngoscopes.  Fits  all  Jackson 

lighted  instruments  in  3075000  Case,  Bronchoscopic, 

Complete. 

3345000 

Laryngoscope,  adult:  Jackson.  With  2  light  carriers 

Each 

17  10 

s 

and  lamps.  Illustrated. 

3345500 

Laryngoscope,  adolescent-adult:  Jackson.  With  2  light 

Each 

17.10 

s 

carriers  and  lamps. 

3345700 

Laryngoscope,  adult,  anterior  commissure:  Jackson. 

Each 

17.10 

s 

With  2  light  carriers  and  lamps.  Illustrated. 

3346000 

Laryngoscope,  child:  Jackson.  With  2  light  carriers 

Each 

17  10 

g 

and  lamps. 

3347000 

Lens,  eye,  condensing:  2-inch  diameter.  Magnification 

Each 

1.00 

s 

approximately  2X. 

3349000 

Mallet,  hardwood:  Meyerding.  834  inches  overall.  11- 

Each 

75 

s 

lustrated. 

3350000 

Mallet,  hardwood,  with  metai  rings:  134-inch  diameter 

Each 

1.25 

g 

head,  7-inch  handle.  Illustrated. 

3352500 

Mallet,  Metal,  Surgical,  Orthopedic: . 

5  50 

g 

3353000 

Mirror,  laryngeal,  size  1:  54-inch  diameter,  834-inch 

Each 

37 

s 

angular  handle.  Illustrated. 

3354000 

Mirror,  laryngeal,  size  3:  94-inch  diameter,  834-inch 

Each 

37 

s 

' 

angular  handle. 
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3355000 

Mirror,  laryngeal,  size  5:  1-inch  diameter,  8^-inch 

Each 

.?  o .  37 

S 

angular  handle. 

3355700 

X . 

Needle,  anesthesia,  20-gage:  5-inch  canula.  For  sym- 

Each 

.60 

.0230 

.1268 

s 

pathetic  nerve  block. 

3356000 

Needle,  aneurism,  Cooper:  6^-inch.  Illustrated . 

Each 

.90 

s 

3357500 

Needle,  aneurism,  Little:  4^-inch.  Illustrated . 

Each 

.95 

s 

3357800 

X . 

Needle,  blood  donor,  15-gage:  2-inch  canula,  hose  con- 

Each 

45 

1.3398 

s 

nector  type. 

3358000 

X . 

Needle,  infusion,  straight:  Webster.  19-gage,  2-inch 

Each 

.08 

.1000 

.0400 

s 

canula.  Illustrated. 

3359000 

Needle,  paracentesis:  Desmarres.  4%-inch  length. 

Each 

.95 

s 

Illustrated. 

3360000 

X . 

Needle,  post-mortem :  Half  curved,  cutting  edge,  trocar 

Each 

.10 

.0250 

.0404 

s 

point.  4-inch  length.  Illustrated. 

✓3362000 

Needle,  spinal  puncture,  20-gage:  3 Clinch  canula, 

Each 

18 

s 

Babcock  or  Quincke  point.  Illustrated. 

3362200 

Needle,  spinal  puncture,  22-gage:  3-inch  canula,  Bab- 

Each 

.21 

s 

cock  or  Quincke  point. 

Needle,  spinal  puncture,  guide:  (Use  3307000'). 

3362300 

X . 

Needle,  abdominal,  1%-inch,  straight,  6:  Keith.  Tri- 

Pkg. 

.27 

.1050 

.2100 

s 

angular  point. 

3362400 

X . 

Needle,  abdominal,  2%-inch,  straight,  6:  Keith.  Tri- 

Pkg. 

.27 

.1050 

.2100 

s 

angular  point. 

3362500 

X . 

Needle,  catgut,  size  1,  half-circle,  6:  Mayo.  Taper 

Pkg. 

.25 

.0864 

.1727 

s 

point. 

3363100 

X . 

Needle,  catgut,  size  2,  half-circle,  6:  Mayo.  Taper 

Pkg. 

.25 

.2500 

.9600 

s 

point. 

3363500 

X . 

Needle,  catgut,  size  3,  half-circle,  6:  Mayo.  Taper 

Pkg. 

.25 

.0800 

.2000 

s 

point. 

3364100 

X . 

Needle,  catgut,  size  4,  half-circle,  6:  Mayo.  Taper 

Pkg. 

.25 

*  .2000 

.8500 

s 

point. 

3366100 

X . 

Needle,  catgut,  size  1,  %-circIe,  6:  Mayo.  Trocar  point. 

Pkg. 

.25 

.1200 

.1000 

s 

3372500 

X . 

Needle,  eve.  size  2.  half-circle,  6:  Cutting  edge 

Pke 

30 

1600 

3?QQ 

s 

3373500 

X . 

Needle,  eye,  size  4,  half-circle,  6:  Cutting  edge 

Pke. 

30 

1070 

2140 

s 

3374100 

X . 

Needle,  eye,  size  1,  half-circle,  6:  Taper  point 

Pkc 

30 

8000 

s 

3375100 

X . 

Needle,  eye,  size  3,  half-circle,  6:  Taper  point 

Pkg 

30 

1100 

0500 

s 

3376500 

X . 

Needle,  eye,  size  2,  %-circIe,  6:  Cutting  edge 

Pkg. 

30 

1300 

1848 

s 

3377500 

X . 

Needle,  eye,  size  4,  %-circle,  6:  Cutting  edge 

Pkg 

30 

o<*oo 

2140 

s 

3379100 

X . 

Needle,  intestinal,  size  2,  half-circle,  6:  Murphy. 

Pkg. 

.25 

.2200 

.5000 

s 

Taper  point. 

3379600 

X . 

Needle,  intestinal,  size  3,  half-circle,  6:  Murphy. 

Pkg. 

.25 

.1800 

.6000 

s 

Taper  point. 
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3380200 

X . 

Needle,  intestinal,  size  4,  half-circle,  6:  Murphy. 
Taper  point. 

Pkg. 

SO.  25 

.6000 

.8000 

s 

3380500 

X . 

Needle,  intestinal,  size  3,  half-circle,  fine,  6:  Taper 
point. 

Pkg. 

.30 

.3074 

.6148 

s 

3380700 

X . 

Needle,  intestinal,  size  4,  half-circle,  fine,  6:  Taper 
point. 

Pkg. 

.30 

.2250 

.7500 

s 

3380900 

X . 

Needle,  intestinal,  size  6,  half-circle,  fine,  6:  Taper 
point. 

Pkg. 

.30 

1.2000 

1.0000 

s 

3381100 

X . 

Needle,  intestinal,  2%-inch,  straight,  6:  Taper  point. . . 

Pkg. 

.18 

.0600 

.1000 

s 

3382100 

X . 

Needle,  intestinal,  1%-inch,  straight,  6:  Taper  point. . . 

Pkg. 

.18 

.1800 

.6000 

s 

3384000 

Needle,  pedicle,  large:  Ivy.  Illustrated . 

Each 

2  85 

s 

s 

3384500 

X . 

Needle,  skin  suture,  3y2-mch,  %-circle,  6:  Cutting 
edge  (King  needle). 

Pkg. 

.45 

.0600 

.0400 

3386500 

X . 

Needle,  skin  suture,  2V2-inch,  %-circle,  6:  Cutting 
.  edge  (King  needle). 

Pkg. 

.45 

.0750 

.2133 

s 

3392200 

X . 

Needle,  surgeon’s  regular,  size  2,  half-circle,  12 :  Taper 
point,  French  spring  eye. 

Pkg. 

2.00 

.0020 

.0045 

s 

3392500 

X . 

Needle,  surgeon’s  regular,  size  2,  %-circle,  6:  Cutting 
edge. 

Pkg. 

.30 

.2300 

.5000 

s 

3393100 

X . 

Needle,  surgeon’s  regular,  size  4,  %-circle,  6 :  Cutting 
edge. 

Pkg. 

.30 

.1500 

.7020 

s 

3393500 

X . 

Needle,  surgeon’s  regular,  size  6,  %-circle,  6:  Cutting 
edge. 

Pkg. 

.30 

.1400 

.3000 

s 

3394100 

X . 

Needle,  surgeon’s  regular,  size  8,  %-circle,  6:  Cutting 
edge. 

Pkg. 

.30 

.0500 

.  1200, 

s 

3394500 

X . 

Needle,  surgeon’s  regular,  size  10,  %-circle,  6:  Cutting 
edge. 

Pkg. 

.30 

.2700 

.5500 

s 

3395000 

X . 

Needle,  surgeon’s  regular,  size  12,  %-circle,  6:  Cutting 
edge. 

Pkg. 

.30 

.2200 

.5400 

s 

3396100 

X . 

Needle,  surgeon’s  regular,  size  16,  %-circle,  6:  Cutting 
edge. 

Pkg. 

.30 

.3300 

.3500 

s 

3396500 

X . 

Needle,  surgeon’s  regular,  size  18,  %-circle,  6 :  Cutting 
edge. 

Pkg. 

.30 

.1700 

.2800 

s 

3397100 

X . 

Needle,  surgeon’s  regular,  size  20,  %-circle,  6 :  Cutting 
edge. 

Pkg. 

.30 

.2500 

.3200 

s 

3401100 

X . 

Needle,  uterine,  size  5,  half-circle,  6:  Martin.  Cutting 
edge. 

Pkg. 

.39 

.1327 

.1459 

s 

3402100 

X . 

Needle,  uterine,  size  7,  half-circle,  6:  Martin.  Cutting 
edge. 

Pkg. 

.36 

.1500 

.3500 

s 

3402900 

Ophthalmoscope,  electric:  With  battery  handle,  cord 
handle,  detachable  cords,  and  4  lamp  bulbs;  in  case. 
For  transformer  see  3727508-18.  Illustrated. 

Each 

19.40 

s 

3403310 

X  (3) . . . 

Ophthalmoscope  lamp  bulb  03%;  Mazda  No.  14: 

2.5  volt,  .30  amp.  Fits  National  ophthalmoscopes, 
otoscopes,  retinoscopes,  and  tongue  depressors;  also 
fits  Welch- Allyn  ophthalmoscopes  and  otoscopes  and 
DeZeng  New  American  opthalmoscopes.  Same  as 
3868017. 

Each 

.04 

.0630 

.0470 

s 
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Statu 

3403311 

X  (3) . . 

Ophthalmoscope  lamp  bulb,  American  Optical  No.  4: 

Each 

SO.  40 

LS 

2.5  volt,  special  base.  Fits  old  type  DeZeng  ophthal- 

moscopes. 

3403315 

X  (3) 

Ophthalmoscope  lamp  bulb,  ESI  No.  10:  2.5  volt.  Fits 

Each 

.40 

LS 

Ritter  KENT  unit,  Model  MA. 

3403320 

X  (3) . . . 

Ophthalmoscope,  lamp  bulb,  American  Optical  No.  12: 

Each 

.25 

. 

LS 

0  volt,  flashlight  base.  Fits  Giantscope. 

3403322 

X  (3) . . . 

Ophthalmoscope,  lamp  bulb,  Bausch  &  Lomb :  2.5  volt. 

Each 

.25 

LS 

Fits  May  and  Morton  ophthalmoscopes  made  by 

Bausch  &  Lomb  and  Bausch  &  Lomb  otoscopes. 

3404000 

Otoscope,  electric:  With  battery  handle,  cord  handle, 

Each 

15.50 

g 

4  specula,  detachable  cords,  pneumatic  attachment, 

and  4  lamp  bulbs;  in  case.  For  replacement  lamp 

bulbs  see  3403310-22;  for  transformer  see  3727508-18. 

Illustrated. 

3404200 

Otoscope  and  ophthalmoscope,  combined,  electric: 

Set 

22 . 35 

s 

Includes  operating  otoscope  and  May  type  ophthal- 

. 

moscope,  battery  handle,  3  ear  and  1  nasal  specula, 

and  4  lamp  bulbs;  in  case.  For  replacement  lamp 

bulbs  see  3403310-22.  Illustrated. 

3405000 

Pelvimeter:  Martin.  Illustrated . 

Each 

9  00 

g 

3411000 

X . 

Plate,  bone,  size  0,  molybdenum:  Sherman.  Curved. . 

Each 

1.00 

.0800 

.4000 

s 

3412000 

X . 

Plate,  bone,  size  1,  molybdenum:  Sherman.  Curved.  . 

Each 

1.00 

.0800 

.4000 

s 

3413000 

X . 

Plate,  bone,  size  2,  molybdenum:  Sherman.  Curved.  . 

Each 

1.00 

.0800 

.4000 

s 

3414000 

X . 

Plate,  bone,  size  3,  molybdenum:  Sherman.  Curved. . 

Each 

1.00 

.0800 

.4000 

s 

3415000 

X . 

Plate,  bone,  size  4,  molybdenum:  Sherman.  Curved.  . 

Each 

1.00 

.0900 

.4000 

s 

3416000 

X . 

Plate,  bone,  size  5,  molybdenum:  Sherman.  Curved. . 

Each 

1.00 

.0850 

.3000 

s 

3417000 

X . 

Plate,  bone,  size  6Vi,  molybdenum:  Sherman.  Curved. 

Each 

1.00 

.0950 

.3000 

s 

3418000 

X . 

Plate,  bone,  size  7,  molybdenum:  Sherman.  Curved.  . 

Each 

1.00 

.0750 

.3000 

s 

3419000 

X . 

Plate,  bone,  size  8, -molybdenum:  Sherman.  Curved. . 

Each 

1.00 

.0750 

.4000 

s 

3422000 

X . 

Plate,  lid:  Jaeger.  3J^-inch . 

0045 

0083 

g 

3424000 

X . 

Probe:  8-inch.  Illustrated . 

22 

0200 

1500 

g 

3426000 

X . 

Probe,  bullet:  Fluhrer.  8-inch.  Illustrated 

70 

.0302 

.0400 

g 

3426500 

Probe,  gall  bladder:  Ochsner.  Spiral,  14-inch.  Illus- 

Each 

1  10 

•S 

trated. 

. 

3427000 

Probe,  lachrymal,  set  of  8:  Theobold.  Each  probe 

Set 

2.45 

.0123 

.0180 

s 

double-ended  and  0  inches  long;  total  of  16  sizes. 

Illustrated. 

3428000 

X . 

Probe,  salivary  duct:  Anel.  43^-inch.  Illustrated.  .  .  . 

Each 

.65 

s 

3430000 

Probe,  uterine:  Sims.  Blunt,  11^4-inch . 

Each 

45 

g 

3432000 

Procto-sigmoidoscope,  electric :  Pneumatic  type,  55Fr. 

Each 

14.95 

• 

s 

In  case  with  2  lamps.  Illustrated. 

3433002 

X  (3) .  .  . 

Procto-sigmoidoscope,  lamp  bulb,  Lynch  No.  4:  New 

Each 

.65 

.0050 

.0124 

s 

Style. 
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3433003 

X  (3) . . 

Procto-sigmoidoscope  lamp  bulb,  Lynch  No.  7:  Old 

Each 

$0.65 

.0010 

.0100 

s 

Style. 

3433005 

X  (3) . . 

Procto-sigmoidoscope  lamp  bulb,  Boehm  No.  5 : . 

Each 

.65 

.0250 

.0280 

s 

3433010 

X  (3) . . 

Procto-sigmoidoscope  lamp  bulb,  Buie  No.  3 : . 

Each 

.65 

.0150 

.0167 

s 

3434000 

Rachiotome:  Approximately  G^-inch.  Illustrated . 

Each 

6.00 

s 

3434200 

Rasp,  antrum:  Good.  Conical,  round.  Illustrated . 

Each 

3.00 

LS 

3434500 

Rasp,  bone,  coarse:  J.  D.  Lewis.  Illustrated . 

Each 

1.85 

s 

3434700 

Rasp,  bone,  fine:  J.  D.  Lewis.  Illustrated . 

Each 

1.85 

s 

3436000 

Rasp,  frontal  sinus  or  antrum:  Gallaher.  Concave. 

Each 

2.15 

s 

Illustrated. 

3436200 

Rasp  and  trocar,  antrum:  Wiener-Pierce.  Illustrated.. 

Each 

3.35 

s 

3436300 

Rasp,  nasal:  Berne.  With  concave  blade.  Illustrated.. 

Each 

1.85 

s 

3437000 

Raspatory,  mastoid  and  sinus:  Trelat.  63^-inch.  Ulus- 

Each 

2.15 

s 

trated. 

3437200 

Raspatory,  rib,  left:  Doyen.  Illustrated . 

Each 

1  75  . 

s 

3437400 

Raspatory,  rib,  right:  Doyen . 

Each 

1.75 

s 

3438000 

Repositor,  iris:  534-inch.  Illustrated . 

Each 

1.25 

s 

3439000 

Repositor  and  probe,  iris:  Knapp.  534-inch.  Illustrated. 

Each 

2.45 

s 

3440000 

Retinoscope:  Thorington.  Illustrated . 

Each 

1.40 

s 

3440500 

Retinoscope,  electric:  With  handle,  cord  and  plugs. 

Each 

7  95 

s 

For  replacement  lamp  bulbs  see  3403310-22.  Illus- 

trated. 

' 

3441000 

Retractor,  abdominal,  double-ended:  Richardson- 

Pair 

2.20 

s 

Eastman.  2  sizes  nested.  Illustrated. 

3441200 

Retractor,  abdominal,  flexible:  One  13  inches  long  by 

Pair 

.95 

s 

2  inches  wide  and  one  13  inches  long  by  134  inches 

wide. 

3443000 

Retractor,  ahdominai,  self-retaining:  Balfour.  Triple- 

Each 

16.55 

s 

bladed.  Illustrated. 

3443400 

Retractor,  ahdominai,  single-ended.  HA  by  125/g-inch: 

Each 

1.75 

s 

Deaver.  Illustrated. 

3443500 

Retractor,  abdominal,  single-ended,  1  by  121/2-ineh: 

Each 

1.75 

s 

Deaver.  Illustrated. 

3443600 

Retractor,  ahdominai,  single-ended,  2  bv  12^-inch: 

Each 

1.75 

s 

Deaver. 

3443700 

Retractor,  abdominal,'  single-ended,  Mavo:  23/£-inch 

Each 

4.95 

s 

blade.  Illustrated. 

3444000 

Retractor,  ahdominai,  suprapubic:  Mason-.Tndd. 

Each 

19.60 

s 

6-inch.  Illustrated. 

3445000 

Retractor,  hrain :  Cushing.  8-inch.  Illustrated . 

.  Each 

1.95 

s 

3445500 

Retractor,  brain,  Frazier,  set  of  3:  With  2  battery  cords 

Set 

27.00 

s 

and  3  extra  lamps;  in  case.  Illustrated. 
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3445700 

Retractor,  brain,  self-retaining:  Weitlaner.  3  by  4 
prongs,  6K*inch.  Illustrated. 

Each 

$6.80 

3446000 

Retractor,  decompression:  Sharp  prong,  very  heavy, 
73^-inch.  Illustrated. 

Each 

3.00 

3447000 

Retractor,  eye,  medium,  Desmarres:  5-inch.  Illus- 

Each 

.65 

trated. 

3448000 

Retractor,  eye,  Fisher:  5J^-inch.  Illustrated . 

Each 

.37 

3449000 

Retractor,  laminectomy:  Frazier.  Illustrated . 

Each 

7  50 

3450000 

Retractor,  mastoid:  Jansen.  4-inch.  Illustrated . 

Each 

5.75 

1.03 

3450500 

Retractor,  muscle:  Volkmann.  4 blunt  prongs,  8?4-inch. 
Illustrated. 

Each 

3451000 

Retractor,  prostatic,  large:  Young.  Bifurcated, 
7H_inch.  Illustrated. 

Each 

7.00 

3452000 

Retractor,  prostatic,  small:  Young.  Semi-bifurcated, 
83^-inch. 

Each 

5.00 

3452500 

Retractor,  tibia,  large:  Bennett.  Illustrated . 

Each 

2  55 

3453000 

Retractor,  tissue:  Volkmann.  4  sharp  prongs,  8%-inch. 
Illustrated. 

Each 

1.03 

3454000 

Retractors,  tissue,  nested:  One  8Ji-inch  and  one 
83^-inch.  Illustrated. 

Pair 

1.25 

3455000 

Retractor, tonsil:  Davis.  7-inch,  angular.  Illustrated.. 

Retractor,  trachea,  1-prong:  Hupp.  Approximately 
6-inch.  Illustrated. 

Each 

2  20 

3456000 

Each 

1.25 

3457000 

Retractor,  trachea,  3-prong:  Hupp.  Approximately 
6-inch.  Illustrated. 

Each 

1.70 

3458000 

Retractor,  vein:  Cushing.  8^-inch.  Illustrated . 

Saw,  amputating:  Satterlee.  8-inch  detachable  blade, 

Each 

1  20 

3459000 

Each 

2.35 

11-inch  length  overall.  Illustrated. 

3460000 

X . 

Saw,  Stille-Gigli,  wire,  12-inch:  Four  wires  braided. 
Illustrated. 

Each 

.20 

.0400 

.2500 

3461000 

X . 

Saw,  Stille-Gigli,  wire,  20-inch:  Four  wires  braided.  .  . 

Each 

.25 

.0400 

.2500 

3462300 

Saw,  Gigli,  conductor:  Bailey.  Illustrated . 

Each 

50 

3463000 

X . 

Saw,  Gigli,  handle:  Plain.  Illustrated.  .  .  . 

.20 

1.75 

.0030 

.0030 

3464000 

Saw,  metacarpal:  Langenbeck.  43^-inch  blade,  8J^- 
inch  length  overall.  Illustrated. 

Each 

3464700 

Saw,  nasal,  bayonet-shape,  left:  Joseph-Maltz.  With¬ 
out  knife  edge.  Illustrated. 

Each 

2.25 

3464800 

Saw,  nasal,  bayonet-shape,  right:  Joseph-Maltz.  With¬ 
out  knife  edge. 

Each 

2.25 

3465000 

Saw,  plaster:  Illustrated . 

Each 

2  00 

3468000 

Scissors,  bandage:  , Approximately  7-inch,  angular. 
Illustrated. 

Each 

.90 

Status 

_ 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

S  • 

s 
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3469000 

Scissors,  dissecting,  534-ineh,  curved:  Mayo.  Double- 

•50.75 

s 

blunt.  Illustrated. 

3469500 

Scissors,  dissecting,  63/4-inch,  curved:  Mayo . 

Each 

1  00 

s 

3469700 

Scissors,  dissecting,  9-inch,  curved:  Mayo . 

Each 

4  15 

s 

3470000 

Scissors,  dissecting,  5V£-inch,  straight:  Mayo.  Double- 

Each 

.75 

s 

blunt. 

3470500 

Scissors,  dissecting,  634-inch,  straight:  Mayo . 

Each 

1  00 

s 

3471000 

Scissors,  operating,  5y2-inch,  straight,  double-blunt: 

Each 

68 

s 

Illustrated. 

3472000 

Scissors,  operating,  6t/2-inch,  straight,  double-blunt:, . . 

Each 

70 

s 

3473000 

Scissors,  operating,  7-inch,  straight,  double-blunt: 

Each 

1.00 

(Substi 

ute  for 

ss 

Heavy. 

3472 

)00). 

3474000 

Scissors,  operating,  5y2-inch,  straight,  double-sharp: 

Each 

.75 

s 

Illustrated. 

3474500 

Scissors,  operating,  41/2-inch,  straight,  1  point  sharp: 

.70 

s 

Illustrated. 

3475000 

Scissors,  operating,  5y2-inch,  straight,  1  point  sharp: 

Each 

.73 

s 

Illustrated. 

3475500 

Scissors,  enterotomy :  1  blunt  point  and  1  probe-pointed 

Each 

4.00 

s 

hook,  8-inch.  Illustrated. 

3476000 

Scissors,  enucleation:  Full-curved,  double-blunt, 

Each 

3  35 

s 

5-inch.  Illustrated. 

3478000 

Scissors,  iris,  angular:  Probe-pointed,  434-inch.  Illus- 

Each 

3  25 

s 

trated. 

3479000 

Scissors,  iris,  full-curved:  Double-sharp,  4-inch. 

2  00 

s 

Illustrated. 

3480000 

Scissors,  nasal,  angular:  Knight.  Approximately 

Each 

4  75 

s 

63^-inch.  Illustrated. 

3481000 

Scissors,  strabismus,  straight:  Semi-sharp,  414-inch. 

Each 

2  75 

s 

Illustrated. 

3481300 

Scissors,  surgical:  Dean.  Saw-tooth,  634-inch.  Illus- 

Each 

2  25 

s 

trated. 

3481500 

Scissors,  suture:  Littauer.  Approximately  534-inch.  . 

Each 

1  00 

s 

3482000 

Scissors,  tenotomy :  Stevens.  Curved  on  flat,  semi- 

Each 

1  50 

s 

sharp,  4-inch.  Illustrated. 

3483000 

Scissors,  tonsil:  Boettcher.  Curved  on  flat,  double- 

Each 

3  00 

s 

blunt,  734-inch.  Illustrated. 

3484000 

Scissors,  uterine:  Sims.  Curved  on  flat,  double-blunt, 

Each 

9  00 

s 

approximately  734 -inch.  Illustrated. 

3485000 

Scoop,  gallstone:  Illustrated . 

Each 

3  00 

s 

3486000 

X . 

Screw,  bone,  %-ineh,  molybdenum:  For  attaching 

Each 

.20 

.3824 

.6250 

s 

bone  plates. 

3486200 

X . 

Screw,  bone,  y2-inch,  molybdenum:  For  attaching 

Each 

.20 

.2000 

.2970 

s 

bone  plates. 
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3486400 

X . 

Screw,  bone,  %-inch,  molybdenum:  For  attaching 

Each 

<fO .  20 

.5000 

.6250 

s 

bone  plates. 

3486600 

X . 

Screw,  bone,  %-inch,  molybdenum:  For  attaching 

Each 

.20 

.2500 

.2750 

s 

bone  plates. 

3486800 

X . 

Screw,  bone,  yg-inch,  molybdenum:  For  attaching 

Each 

.20 

.3600 

.8250 

s 

bone  plates. 

3487000 

X . 

Screw,  bone,  1-inch,  molybdenum:  For  attaching  bone 

Each 

.20 

.2700 

.2970 

s 

plates. 

3487200 

X . 

Screw,  bone,  iy8-inch,  molybdenum:  For  attaching 

Each 

.20 

.2376 

.6250 

s 

bone  plates. 

3487400 

X . 

Screw,  bone,  1  14-inch,  molybdenum:  For  attaching 

Each 

.20 

.3585 

.3944 

s 

bone  plates. 

3487600 

X . 

Screw,  bone,  1%-inch,  molybdenum:  For  attaching 

Each 

.20 

.4780 

.6250 

s 

bone  plates. 

3487800 

X . 

Screw,  bone,  iy2-inch,  molybdenum:  For  attaching 

Each 

.20 

.1866 

.2053 

s 

bone  plates. 

3487900 

X . 

Screw,  bone,  1%-inch,  molybdenum:  For  attaching 

Each 

.20 

.1500 

.3000 

s 

bone  plates. 

3488000 

X . 

Screw,  bone,  1%-inch,  molybdenum:  For  attaching 

Each 

.20 

.2400 

.  2640 

s 

bone  plates. 

3488200 

X . 

Screw,  bone,  2-inch,  molybdenum:  For  attaching  bone 

Each 

.20 

.1500 

.3000 

s 

plates. 

3489000 

Screwdriver,  bone:  Lane.  Approximately  10-inch. 

Each 

.90 

s 

Illustrated. 

3490000 

Screwdriver,  bone,  screw-retaining :  Consists  of  handle, 

Each 

8.40 

s 

screwdriver  bit  and  screw-holding  sleeve.  Illustrated". 

3492000 

Shears,  plaster,  large:  Stille  type.  Illustrated . 

Each 

18.50 

s 

3493200 

Shears,  rib:  Bethune.  13^-inch.  Illustrated . 

Each 

17  50 

s 

3493500 

Skid,  bone  (lever):  Murphy.  Double-ended,  13 34-inch. 

Each 

5.00 

s 

Illustrated. 

3493700 

Snare,  ear:  Krause.  With  one  canula.  Illustrated.  .  .  . 

Each 

2.50 

s 

3494000 

Snare,  nasal:  Krause.  With  1  straight  and  one  angular 

Each 

3.40 

s 

tube.  Illustrated. 

3494500 

Snare,  rectal,  electric:  Frankfeldt.  With  hinged  loop 

Each 

14.00 

s 

but  without  attachments.  For  use  with  3432000  and 

3670300. 

3495500 

Snare  tonsil :  Illustrated . 

Each 

3  00 

s 

3496000 

X . 

Snare  wire,  No.  28  Stubs  Gage,  approximately  9  feet: 

Ear. 

Spool 

.06 

.0300 

.0700 

s 

3497000 

X . 

Snare  wire,  No.  27  Stubs  Gage,  approximately  12  feet: 

Nasal. 

Spool 

.06 

.0300 

.1400 

s 

3498000 

X . 

Snare  wire,  No.  24  Stubs  Gage,  12:  Tonsil.  5^-inch 

Env. 

.07 

.1600 

.2215 

s 

lengths. 

3499000 

Sound,  18Fr:  Van  Buren.  Illustrated . 

Each 

55 

s 

3500000 

Sound,  20Fr:  Van  Buren . 

Each 

55 

s 
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3501000 

Sound,  22Fr:  Van  Buren . 

Each 

SO  55 

s 

3502000 

Sound,  24Fr:  Van  Buren . 

Each 

.55 

s 

3503000 

Sound,  26Fr:  Van  Buren . 

Each 

.55 

s 

3504000 

Sound,  28Fr:  Van  Buren . 

Each 

.55 

s 

3505000 

Sound,  30Fr:  Van  Buren . 

Each 

.55 

s 

3509000 

Sound,  uterine:  Simpson . 

Each 

2.00 

s 

3510000 

Spatula,  abdominal:  Beck . 

Each 

1.65 

s 

3511000 

Spatula,  brain:  Cushing.  Double-ended,  7-inch.  Illus- 

Each 

.35 

s 

trated. 

3513000 

Spatula,  eye:  Smith.  Double-ended,  5%-inch.  Illus- 

Each 

1.80 

s 

trated. 

3515000 

Specula,  ear,  set  of  3:  Brown.  Illustrated . 

Set 

.75 

s 

3516500 

Speculum,  esophageal:  Jackson-Forbes  type.  Illus- 

Each 

20.00 

s 

trated. 

3518000 

Speculum,  eye,  Weeks:  Nonmagnetic.  Illustrated . 

Each 

1.75 

s 

3520000 

Speculum,  eye,  Ziegler:  Illustrated . 

Each 

2.50 

s 

3521000 

Speculum,  nasal,  Ingal:  Illustrated . 

Each 

1.40 

s 

3523000 

Speculum,  nasal,  Killian:  Illustrated . 

Each 

4.50 

s 

3524000 

Speculum,  nasal,  Bosworth:  Illustrated . 

Each 

.45 

s 

3525000 

Speculum,  nasal,  large,  Myles:  Illustrated . 

Each 

1.00 

s 

3526000 

Speculum,  nasal,  septal,  Goldstein:  Illustrated . 

Each 

3.75 

s 

3528000 

Speculum,  vaginal,  bivalve:  Graves.  Illustrated . 

Each 

2.05 

s 

3532000 

Speculum,  vaginal,  weighted:  Auvard.  Illustrated.  .  .  . 

Each 

3.50 

s 

3533000 

Spoon,  lens:  Daviel.  5-inch.  Illustrated . 

Each 

1.18 

s 

3534000 

Spoon,  lens,  wire  loop :  5-inch.  Illustrated . 

Each 

1.20 

s 

3535000 

Spreader,  rib :  Illustrated . . . 

Each 

17.75 

s 

3535200 

Spreader,  plaster  paris:  Hennig  type,  with  blades  2 

Each 

10.00 

s 

inches  wide. 

3536000 

Spud,  eye:  Dix.  Illustrated . 

Each 

1.15 

s 

3538500 

(3) . 

Telescope,  cystoscopic,  foroblique:  With  cord  and  two 

Each 

88.00 

s 

extra  lamps.  For  use  with  3157500  and  3725000. 

Illustrated. 

3539500 

Tongs,  skull  traction:  Crutchfield.  Complete  with 

Each 

15.00 

s 

geared  drill  and  2  drill  points.  Illustrated. 

3539605 

X  (3) .  . . 

Tongs,  skull  traction,  drill  points  for,  Pilling  type:  Hub 

Pair 

1.50 

.0150 

.0115 

s 

for  bayonet  chuck. 

3539610 

X  (3) . . . 

Tongs,  skull  traction,  drill  points  for,  Zimmer  type :  Hub 

Pair 

1.50 

.0050 

.0115 

s 

for  triangular  chuck. 

3540000 

Tonometer:  Incase.  Illustrated . 

Each 

36.35 

s 
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MED  3  SURGICAL  INSTRUMENTS  CLASS  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

3540500 

Tourniquet,  lobectomy:  Bethune.  Illustrated 

Each 

$3  50 

s 

3543000 

5  45 

s 

3543600 

Trephine  set,  eye . 

4  35 

s 

3544000 

Trocar,  antrum:  Pierce-Kyle.  Illustrated 

1  45 

LS 

3545000 

Trocar,  ascites,  lOFr:  Illustrated  . 

1  50 

S 

3546500 

Trocar,  ascites,  18Fr:  Illustrated 

Each 

1.50 

S 

3546600 

1  75 

S 

3546700 

Trocar,  Emmett,  24Fr:  Illustrated 

Each 

3.50 

S 

3547000 

Trocar,  sail  bladder:  Oehsner.  Illustrated 

1.25 

s 

3547700 

X . 

Tube,  abdominal  suction:  Pool.  23Fr.,  8%-inch. 

Each 

.90 

.0040 

.0250 

s 

Illustrated. 

3548000 

X . 

Tube,  aspirating,  laryngeal,  20-cm:  Jackson.  Ulus- 

Each 

.65 

.0005 

.0030 

s 

trated. 

3548500 

X . 

Tube,  aspirating,  endoscopic,  50-cm:  Jackson.  Illus- 

Each 

.65 

.0020 

.0060 

s 

trated. 

3550000 

X . 

Tube,  aspirating,  esophageal,  60-cm :  Jackson 

.65 

.0005 

.0050 

s 

3550200 

Tube,  aspirating,  bronchial,  large,  curved;  Jackson 

Each 

2.95 

s 

Spiral  flexible  end.  Illustrated. 

3550300 

Each 

2.95 

s 

Spiral  flexible  end.  Illustrated. 

3550400 

Each 

2.95 

s 

Spiral  flexible  end. 

3550500 

Tube,  aspirating,  bronchial,  small,  straight;  Jackson 

Each 

2.95 

s 

Spiral  flexible  end. 

3550600 

Tube,  aspirating,  open-end,  light,  35-cm:  Jackson 

Each 

1.50 

s 

To  go  through  4-mm.  tube.  Illustrated. 

3550700 

Tube,  aspirating,  open-end,  warning  stop  at.  30  cm ; 

Each 

1.50 

s 

Jackson.  Illustrated. 

3550800 

Tube,  aspirating,  open-end,  warning  stop  at  40  cm: 

Each 

1.50 

s 

Jackson. 

3551000 

Tube,  breathing,  large :  Illustrated .... 

3  25 

s 

3551500 

Tube,  breathing,  small . 

1  25 

s 

3552000 

(1) . 

Tube,  duodenal,  double  lumen,  complete:  Miller- 

Each 

5.20 

s 

Abbott.  Illustrated. 

3553500 

Tube,  suction:  Clerf.  Complete  with  2  specimen- 

Each 

5.05 

s 

collecting  cups.  Illustrated! 

3553700 

X . 

Tube,  suction,  specimen-collecting  cup :  Clerf.  Glass. 

Each 

.80 

.0040 

.0030 

s 

3553800 

Tube,  suction,  with  obturator : 'Adson.  Illustrated 

1  35 

s 

3556000 

Tube,  trachea,  size  3:  Jackson.  Full  curved.  TUns- 

Each 

1.65 

s 

trated. 

3557000 

Tube,  trachea,  size  4:  Jackson.  Full  curved  . 

Each 

1.65 

s 

24 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3  SURGICAL  INSTRUMENTS  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

3558Q00 

3558500 

3559000 

Tube,  trachea,  size  5:  Jackson.  Full  curved . 

Each 

Each 

Each 

$1.65 

1.65 

4.90 

s 

s 

s 

Tube,  trachea,  size  6:  Jackson.  Full  curved . 

Tube,  trachea,  laryngostomy,  size  4:  Jackson.  Illus¬ 
trated. 

• 

- 

• 
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MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Z! 

T  of  Opns 

Status 

3600200 

X . 

Arch  support,  metatarsal  (transverse),  female,  size  3: 

Pair 

80.75 

As  req’d 

As  req’d 

s 

3600300 

X . 

Arch  support,  metatarsal  (transverse),  female,  size  4 : 

Pair 

.75 

As  req’d 

As  req’d 

s 

3600400 

X . 

Arch  support,  metatarsal  (transverse),  female,  size  5: 

Arch  support,  metatarsal  (transverse),  female,  size  6: 

Pair 

Pair 

75 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

3600500  ~ 

X . 

^  - 
.  /o 

3600600 

X . 

Arch  support,  metatarsal  (transverse),  female,  size  7 : 

Arch  support,  metatarsal  (transverse),  female,  size  8: 

.75 

.75 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

3600700 

X  .  .  .*.  .  . 

Pair 

3600800 

X . 

Arch  support,  metatarsal  (transverse),  female,  size  9: 

Pair 

.75 

As  req’d 

As  req’d 

s 

3601100 

X . 

Arch  support,  combination  (longitudinal  and  transverse), 
female,  size  3: 

Pair 

1.65 

As  req’d 

As  req’d 

s 

3601200 

X . 

Arch  support,  combination  (longitudinal  and  transverse), 
female,  size  4: 

Pair 

1.65 

As  req’d- 

As  req’d 

s 

3601300 

X . 

Arch  support,  combination  (longitudinal  and  transverse), 
female,  size  5: 

Pair 

1.65 

As  req’d 

As  req’d 

s 

3601400 

X . 

Arch  support,  combination  (longitudinal  and  transverse), 
female,  size  6: 

Pair 

1.65 

As  req’d 

As  req’d 

s 

3601500 

X . 

Arch  support, combination  (longitudinal  and  transverse), 
female,  size  7: 

Pair 

1.65 

As  req’d 

As  req’d 

s 

3601600 

X . 

Arch  support, combination  (longitudinal  and  transverse), 
female,  size  8: 

Pair 

1.65 

As  req’d 

As  req’d 

s 

3601700 

X . 

Arch  support, combination  (longitudinal  and  transverse), 
female,  size  9: 

Pair 

1.65 

As  req’d 

As  req’d 

s 

3602000 

X . 

Adapter,  Eynard:  For  connecting  ureteral  catheter 
with  Luer  syringe.  Illustrated. 

Each 

.35 

.0180 

.0110 

s 

3603000 

X . 

Adapter,  for  tubing:  Male  slip  joint  for  attaching 
Luer  needle  to  rubber  tubing.  Illustrated. 

Each 

.05 

.4200 

1 . 5500 

s 

3603200 

Anesthesia  apparatus,  endotracheal,  complete:  Con¬ 
sists  of  2  Magill  catheters,  32Fr.;  2  Magill  catheters, 
38Fr.;  2  Magill  metal  elbows,  large  size,  1  with  slip 
joint;  2  catheter  slip  joints,  1  medium  and  1  large; 

2  universal  metal  adapters  for  “Y”  pieces;  1  laryn¬ 
goscope,  folding,  electric;  and  2  extra  lamps;  in  case. 
Illustrated. 

Set 

28.20 

s 

Note:  For  35Fr.  Magill  catheter  use  3603700;  for 
catheter-introducing  forceps  use  3217400;  for  rubber 
tubing  between  metal  connectors  use  3879100. 

3603400 

X  (1)... 

Anesthesia  apparatus,  endotracheal,  catheter,  32Fr: 

Magill. 

Each 

.78 

.0090 

.0125 

s 

3603600 

X  (1)... 

Anesthesia  apparatus,  endotracheal,  catheter,  38Fr: 
Magill. 

Each 

.78 

.0110 

.0150 

s 

3603700 

X  (1). . . 

Anesthesia  apparatus,  endotracheal,  catheter,  35Fr: 

Magill. 

Each 

.78 

.0420 

.0525 

s 

3604000 

Anesthesia  apparatus:  Nitrous  oxide,  oxygen  and  ether 
by  the  carbon  dioxide  absorption  or  fractional  re¬ 
breathing  method.  Illustrated. 

Each 

281.25 

s 

3605005 

x  (1). . . 

Anesthesia  apparatus  bag,  3-liter,  Heidbrink: . 

Each 

3.55 

LS 

V 
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CLASS  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

3605010 

X(l).. 

Anesthesia  apparatus  bag,  5-Iiter,  Heidbrink :  Replace- 

Each 

$3.55 

.0033 

.0008 

s 

ment  for  3604000  and  9350000. 

3605015 

X(1).. 

Anesthesia  apparatus  bag,  5-liter,  McKesson:  Re- 

Each 

3.55 

.0013 

0014 

s 

placement  for  3604000  and  9350000. 

3605020 

X(1).. 

Anesthesia  apparatus  bag,  1  %-liter,  McKesson : . 

Each 

3.55 

LS 

3606005 

Anesthesia  apparatus  pressure  regulator  and  gage, 

Each 

■fj 

24.4^1 

s 

nitrous  oxide,  Heidbrink:  Replacement  for  3604000 

and  9350000. 

3606010 

Anesthesia  apparatus  pressure  regulator  and  gage, 

Each 

24.43 

s 

oxygen,  Heidbrink:  Replacement  for  3604000  and 

9350000. 

3606015 

Anesthesia  apparatus  pressure  regulator  and  gage, 

Each 

24.43 

s 

nitrous  oxide,  McKesson:  Replacement  for  3604000 

and  9350000. 

3606020 

Anesthesia  apparatus  pressure  regulator  and  gage, 

Each 

24  43 

s 

oxygen,  McKesson:  Replacement  for  3604000  and 

9350000. 

r 

3607015 

X(l) 

Anesthesia  apparatus  face  mask,  adult,  medium,  Me- 

Each 

1.45 

.0004 

.0020 

s 

Kesson : 

3607016 

X(1).. 

Anesthesia  apparatus  face  mask,  adult,  large,  Me- 

Each 

1.45 

.0020 

.0010 

s 

Kesson : 

3607021 

X  (1). . 

Anesthesia  apparatus  rim  for  face  mask,  adult,  Heid- 

Each 

1.45 

.0040 

.0150 

s 

brink:  Rubber. 

3607022 

X(l).. 

Anesthesia  apparatus  rim  for  face  mask,  child,  Heid- 

Each 

1.45 

.0001 

.0003 

s 

brink:  Rubber. 

3608005 

X  (1).. 

Anesthesia  apparatus  rim  for  nasal  mask,  child : . 

70 

0003 

nnna 

S 

3608010 

X  (1).  . 

Anesthesia  apparatus  rim  for  nasal  mask,  adult: .  .  . 

70 

0020 

nnofi 

o 

3608505 

X  (1) . . , 

Anesthesia  apparatus  tubing  for  inhaler,  Heidbrink: 

Each 

3.18 

.0090 

.0130 

s 

Rubber,  with  end  connections.  Replacement  for 

3604000  and  9350000. 

3608510 

X  (1) . . , 

Anesthesia  apparatus  tubing  for  inhaler,  McKesson: 

Each 

3.18 

.0030 

.0020 

s 

Rubber,  with  end  connections.  Replacement  for 

3604000  and  9350000. 

3609006 

Anesthesia  and  suction  apparatus,  110  volt,  25  cycle:  .  . 

Each 

175  00 

g 

3609008 

Anesthesia  and  suction  apparatus,  110  volt,  60  cycle: 

Each 

173.00 

s 

Illustrated. 

3609010 

Anesthesia  and  suction  apparatus,  110  volt,  DC: . 

Each 

175  00 

g 

3609020 

Anesthesia  and  suction  apparatus,  110  volt,  50  cycle: .  . 

Each 

175.00 

g 

3609200 

x  (1). . . 

Apparatus,  blood  transfusion,  indirect,  complete:  Con- 

Set 

22.20 

.0430 

.1000 

s 

sistsof  1  donor  set,  2  recipient  sets,  12  600-cc.  vacuum 

bottles  each  containing  50cc.  of  sodium  citrate,  4%. 

3609300 

X  (1)... 

Apparatus,  blood  transfusion,  indirect,  donor  set,  com- 

Set 

9.25 

.0653 

.0550 

s 

plete:  Consists  of  valve  assembly,  hose  connector 

needle,  2  puncturing  needles,  1  18-inch  length  of  rub- 

ber  tubing,  and  wrench.  Illustrated. 

3609400 

X . 

Apparatus,  blood  transfusion,  indirect,  donor  needle: 

Each 

.35 

.2000 

.1540 

s 

Hose  connector  type,  17-gage,  2-inch  canula. 
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MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Statue 

Zl 

T  of  Opns 

3609500 

X . 

Apparatus,  blood  transfusion,  indirect,  puncturing 

Each 

$0.35 

.2000 

.1540 

s 

needle:  For  donor  valve,  l^-inch  by  .071-inch  over- 

all,  outside  diameter. 

3609600 

X . 

Apparatus,  blood  transfusion,  indirect,  nut  for  punctur* 

.50 

.2500 

.1800 

s 

ing  needle. 

Apparatus,  blood  transfusion,  indirect,  rubber  tubing 

(donor):  18-inch  length.  (Use  3879300). 

3609700 

X  (1).., 

Apparatus,  blood  transfusion,  indirect,  recipient  set, 

Set 

2.35 

.2000 

.2500 

s 

complete:  Consists  of  filtering  device,  glass  needle 

adapter  (observation  tube),  metal  clamp,  2  19-gage 

intravenous  needles,  and  1  5-foot  length  of  rubber 

tubing.  Illustrated. 

3609800 

X . 

Apparatus,  blood  transfusion,  indirect,  glass  needle 

Each 

.15 

.4900 

.5390 

s 

adapter :  (observation  tube).  For  rubber  tubing.  8-mm. 

outside  diameter;  approximately  3%  inches  long. 

Apparatus,  blood  transfusion,  indirect,  shut-off  clamp: 

(Use  4180800). 

3609900 

X . 

Apparatus,  blood  transfusion,  indirect,  filtering  device, 

Each 

1.60 

.2800 

.4000 

s 

Complete: 

3610000 

X . 

Apparatus,  blood  transfusion,  indirect,  filtering  device, 

Each 

.40 

.4900 

.5390 

s 

glass  housing: 

3610100 

X . 

Apparatus,  blood  transfusion,  indirect,  filtering  device, 

Each 

.20 

.4900 

.3000 

s 

connecting  nipple: 

3610200 

X . 

Apparatus,  blood  transfusion,  indirect,  filtering  device, 

Each 

.08 

.2500 

.3500 

s 

screw  cap: 

3610300 

x  (1). . . 

Apparatus,  blood  transfusion,  indirect,  filtering  device. 

Each 

.03 

.2500 

.5390 

s 

rubber  stopper: 

Apparatus,  blood  transfusion,  indirect,  recipient  needle : 

19-gage,  1%-inch  canula.  (Use  3851000). 

Apparatus,  blood  transfusion,  indirect,  rubber  tubing: 

(recipient):  5-foot  length.  (Use  3879200). 

3610400 

X  (1). . . 

Apparatus,  blood  transfusion,  indirect,  constriction 

Box 

.25 

.0700 

.2500 

s 

tube,  12:  (Needle  protector).  3  inches  overall,  with 

rubber  stopper.  For  both  donor  and  recipient  needles. 

3610600 

Apparatus,  drainage  and  suction,  Wangensteen  type 

Each 

18.35 

s 

modified:  For  bottles  use  empty  intravenous  solution 

bottles.  Illustrated. 

3610800 

Apparatus,  nasal  catheter  oxygenation :  With  flow  meter 

Each 

31.75 

s 

and  jars.  Illustrated. 

3610900 

X  (1). . . 

Apparatus,  nasal  catheter  oxygenation,  catheter  for: . 

Efich 

.60 

.0833 

s 

3611000 

X . 

Applicator,  wood,  6  gross: . 

15 

3.0000 

6.5000 

« 

3612000 

Atomizer,  set  of  4 :  In  rack.  Illustrated . 

Set 

8.25 

s 

3612200 

x(3).:. 

Atomizer  set  bottle:  Without  sprav  attachment.  Also 

Each 

.37 

.0600 

.0420 

s 

replacement  for  5351005-10  and  5653511-31. 

Atomizer  set  hose,  compressed  air,  with  cutoff:  (Use 

/ 

5352000). 
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CLASS  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opris 

3613006 

Audiometer,  110  volt,  25  cycle:  Same  type  as  3613008. 

Each 

8340.00 

s 

3613008 

Audiometer,  110  volt,  60  cycle:  With  air  conduction 

Each 

340  00 

s- 

receiver,  hone  conduction  receiver,  dual  fader  control 

malingering  test  set,  microphone  speech  circuit, 

masking  device,  100  audogram  charts  and  operating 

manual.  In  carrying  case.  Illustrated. 

3613015 

Audiometer,  110  volt,  50  cycle :  Same  type  as  3613008 . . 

Each 

340.00 

s 

3613016 

Audiometer,  220  volt,  60  cycle:  Same  type  as  3613008.  . 

Each 

340 . 00 

s 

3613100 

X  (1) . . . 

Audiometer  rubber  stamp:  For  utilizing  MD  Form  55 

Each 

.60 

.0200 

.0140 

s 

E-3  to  chart  recordings. 

3613400 

X . 

Arch  support,  metatarsal  (transverse),  male,  size  6: .  . . 

Pair 

.75 

As  req’d 

As  req’d 

s 

3613500 

X . 

Arch  support,  metatarsal  (transverse),  male,  size  7 : .  . . 

Pair 

.75 

As  req’d 

As  req’d 

s 

3613600 

X . 

Arch  support,  metatarsal  (transverse),  male,  size  8 : .  . . 

Pair 

.75 

As  req’d 

As  req’d 

s 

3613700 

X . 

Arch  support,  metatarsal  (transverse),  male,  size  9: .  . . 

Pair 

.75 

As  req’d 

As  req’d 

s 

3613800 

X . 

Arch  support,  metatarsal  (transverse),  male,  size  10: .  . 

Pair 

.75 

As  req’d 

As  rcq’d 

s 

3613900 

X . 

Arch  support,  metatarsal  (transverse),  male,  size  11:.  . 

Pair 

.75 

As  req’d 

As  req’d 

s 

3614000 

X . 

Arch  support,  metatarsal  (transverse),  male,  size  12 : . . 

Pair 

.75 

As  req’d 

As  req’d 

s 

3614200 

X . 

Arch  support,  plantar  (longitudinal),  male,  size  6: 

1  45 

s 

3614300 

X . 

Arch  support,  plantar  (longitudinal),  male,  size  7 : 

1  45 

s 

3614400 

X . 

Arch  support,  plantar  (longitudinal),  male,  size  8 : 

1  45 

s 

3614500 

X . 

Arch  support,  plantar  (longitudinal),  male,  size  9: 

Ppir 

1  45 

s 

3614600 

X . 

Arch  support,  plantar  (longitudinal),  male,  size  10: 

Pair 

1  45 

s 

3614700 

X . 

Arch  support,  plantar  (longitudinal),  male,  size  11 : .  ,• . . 

Pair 

1.45 

As  req’d 

As  req’d 

s 

3614800 

X . 

Arch  support,  plantar  ('longitudinal'),  male,  size  12: 

1  45 

s 

3615000 

X . 

Arch  support,  combination  (longitudinal  and  transverse), 

Pair 

1.65 

As  req’d 

As  req’d 

s 

male,  size  6: 

3615100 

X . 

Arch  support,  combination  (longitudinal  and  transverse), 

Pair 

1.65 

As  req’d 

As  req’d 

s 

male,  size  7 : 

3615200 

X . 

Arch  support,  combination  (longitudinal  and  trans- 

Pair 

1.65 

As  req’d 

As  req’d 

s 

verse),  male,  size  8: 

3615300 

X . 

Arch  support,  combination  (longitudinal  and  trans- 

Pair 

1.65 

As  req’d 

As  req’d 

s 

verse),  male,  size  9: 

3615400 

X . 

Arch  support,  combination  (longitudinal  and  trans- 

Pair 

1.65 

As  req’d 

As  req’d 

s 

verse),  male,  size  10: 

3615500 

X . 

Arch  support,  combination  (longitudinal  and  trans- 

Pair 

1 .65 

As  req’d 

As  req’d 

s 

verse),  male,  size  1 1 : 

3615600 

X . 

Arch  support,  combination  (longitudinal  and  trans- 

Pair 

1.65 

As  req’d 

As  req’d 

s 

verse),  male,  size  12: 

3616000 

x  (1). . . 

Bag,  Politzer:  Illustrated . 

Each 

.50 

.0160 

.0220 

s 

3616300 

X . 

Bag,  wet  dressing,  arm:  Bunyon  type.  Illustrated. . . . 

Each 

.50 

.1600 

1.2000 

s 

3616500 

X . 

Bag,  wet  dressing,  leg:  Bunyon  type.  Illustrated . 

Each 

.65 

.1600 

1.2000 

s 
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MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Zl 

T  of  Opns 

Status 

3617000 

(2) .  .  .  . 

Balkan  frame,  complete:  Illustrated . 

Each 

$12  40 

s 

3617500 

X . 

Balkan  frame,  buckshot  hag,  3-inrh :  1  -lb 

Each 

.02 

.2310 

.0330 

s 

capacity. 

3617700 

X . 

Balkan  frame,  buckshot  hag,  5-inrh :  5-lh 

Each 

.03 

.  1770 

.0900 

s 

capacity. 

3617900 

X . 

Balkan  frame,  huckshot  hag,  K-inrh-  W'+h 

Each 

.05 

.1190 

..0900 

s 

handle,  open  mouth,  for  holding  buckshot 

bags. 

3618100 

X . 

2D 

Anno 

a  Ann 

« 

3618300 

X . 

Balkan  frame  clamp.  large:  Consists  of  9  rqrripge 

Each 

.25 

.1000 

.0350 

s 

bolts  with  winged  nuts,  and  2  steel  spreaders. 

3618500 

X . 

Balkan  frame  clamp,  small:  Consists  of  2  carriage 

Each 

.25 

.0600 

.0350 

s 

bolts  with  winged  nuts,  and  2  steel  spreaders. 

3618700 

X . 

Balkan  frame  hammock,  large?  Canvas  rloiiVilo 

Each 

.30 

.0174 

.0090 

s 

thickness,  approximately  14  by  36  inches,  for 

pelvic  suspension. 

3618900 

X . 

Balkan  frame  hammock,  small?  Canvas  ^ina-lr. 

Each 

.25 

.0245 

.0070 

s 

thickness,  approximately  8  by  30  inches,  for 

arm  suspension. 

3619100 

X . 

Balkan  frame  poles,  12:  Three  4-foot,  five  6-foot, 

Set 

3.00 

.0055 

.0075 

s 

and  four  8-foot  lengths. 

3619300 

X . 

Balkan  frame  pulley: 

Each 

.20 

.0500 

.2300 

s 

3619500 

X . 

Balkan  frame  rope:  5/32-inch,  braided  cotton, 

Yard 

.05 

1 . 6000 

5.5000 

s 

water  proofed. 

3621500 

Battery  box:  With  rheostat  and  voltmeter,  without 

Each 

24.25 

s 

.  cords.  For  use  with  bronchoscopes,  cystoscopes,  etc. 

. 

For  cords  see  3001710-45.  Illustrated. 

3623000 

Bradford  frame,  oomplete :  Illustrated . 

Each 

16.75 

s 

3624506 

Cabinet,  specialists’,  ENT,  suction  and  pressure,  110 

Each 

100.00 

s 

volt,  25  cycle: 

3624507 

Cabinet,  specialists’,  ENT,  suction  and  pressure,  110 

Each 

100  00 

s 

volt,  50  cycle: 

3624508 

Cabinet,  specialists’,  ENT,  suction  and  pressure,  110 

Each 

95  00 

s 

volt,  60  cycle:  Illustrated. 

3624510 

Cabinet,  specialists’,  ENT,  suction  and  pressure,  110 

Each 

105  00 

s 

volt,  DC: 

3625008 

Cardiograph,  large,  110  volt,  60  cycle:  Illustrated..  .  . 

Each 

1345  00 

s 

3625010 

Cardiograph,  large,  110  volt,  50  cycle: . 

1345  00 

s 

3626000 

Cardiograph,  portable:  Battery  or  electric.  Illustrated. 

Each 

325  00 

s 

3626605 

X  (3) .  . . 

Cardiograph,  large,  galvanometer  lamp :...... 

Each 

.05 

.0020 

.0080 

s 

3626610 

X  (3) . . . 

Cardiograph,  portable,  galvanometer  lamp : . 

Each 

.04 

.0500 

.0500 

s 

3626705 

X  (3) .  . . 

Cardiograph  paper,  6  cm.  by  50  feet : . 

Roll 

1.00 

.0126 

.0002 

s 
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NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Zl 

T  of  Opns 

Status 

3626710 

X  (3) . . 

Cardiograph  paper,  6  cm.  by  87  feet : . 

Roll 

SI.  10 

.0004 

.0002 

s 

3626715 

X  (3) . . 

Cardiograph  paper,  6  cm.  by  175  feet,  core  No.  93: . . . 

Roll 

2.00 

.0725 

.0095 

s 

3626716 

X  (3) . . 

Cardiograph  paper,  6  cm.  by  175  feet,  core  No.  28 : . . . . 

Roll 

2.00 

.0004 

.0005 

s 

3626720 

X  (3) . . 

Cardiograph  paper,  35  mm.  by  50  feet : . 

Roll 

.70 

.0039 

.0016 

-  s 

3626725 

X  (3). . 

Cardiograph  paper,  45  mm.  by  50  feet : . 

Roll 

1.00 

.2150 

.4350 

s 

3526745 

X  (3).  . 

Cardiograph  paper,  6  cm.  by  100  feet: . 

Roll 

1.35 

.0952 

.0530 

s 

3627000 

(3) . 

Cardiograph  string:  For  galvanometer . 

Each 

15.00 

s 

3627500 

Case,  spectacle  fitting  and  repair:  Illustrated . 

Each 

35.00 

s 

3628000 

X(l).. 

Cautery  cord,  heavy:  With  male  fittings  at  transformer 

Each 

3.35 

.0020 

.0060 

s 

end,  female  fittings  at  cautery  end.  For  3643206-15, 

3637000-8000-9000  without  3635000.  Illustrated. 

3628500 

X  (1). . , 

Cautery  cord,  regular :  With  male  fittings  at  both  ends. 

Each 

.70 

.0020 

.0070 

s 

For  3643206-15,  3727508-18,  and  3640000-1000 

with  3635000.  Illustrated. 

3629000 

X . 

Cautery,  eye,  burner  No.  51 :  Ziegler.  15  amp.,  platinum 

Each 

.60 

.0010 

.0050 

s 

point.  Illustrated. 

3630000 

X . 

Cautery,  eye,  burner  No.  52:  Ziegler.  15  amp.,- platinum 

Each 

.60 

.0010 

.0050 

s 

point.  Illustrated. 

3631000 

X . 

Cautery,  eye,  burner  No.  53:  Ziegler.  15  amp.,  platinum 

Each 

.60 

.0010 

.0050 

s 

point.  Illustrated. 

3632000 

X . 

Cautery,  eye,  burner  No.  54 :  Ziegler.  15  amp.,  platinum 

Each 

.60 

.0010 

.0050 

s 

point.  Illustrated. 

3633000 

X . 

Cautery,  eye,  burner  No.  55:  Ziegler.  15  amp.,  platinum 

Each 

.60 

.0010 

.0050 

s 

point.  Illustrated. 

3634000 

X . 

Cautery,  eye,  handle:  4-inch,  with  contact  breaker. 

Each 

1.20 

.0010 

.0050 

s 

Female  fittings  with  set  screws  at  one  end.  Illustrated. 

3635000 

X . 

Cautery,  regular,  handle:  8-inch,  with  contact  breaker. 

Each 

2.25 

.0020 

.0030 

s 

Female  fittings  with  set  screws  at  both  ends.  For 

3628500  and  3640000.-3641000.  Illustrated. 

3636000 

X . 

Cautery  iron :  Copper  point.  Illustrated . 

65 

0074 

0100 

s 

3637000 

X . 

Cautery,  large  burner,  dome-point:  85  amp.,  heavy. 

Each 

6.00 

.0010 

.0020 

s 

Illustrated. 

3638000 

X . 

Cautery,  large  burner,  knife-point:  85  amp.,  heavy. 

Each 

6.00 

.0030 

.0100 

s 

Illustrated. 

3639000 

X . 

Cautery,  large  burner,  needle-point:  85  amp.,  heavy. 

Each 

6.00 

.0020 

.0040 

s 

Illustrated. 

3640000 

X . 

Cautery,  nasal,  burner,  knife-point:  22  amp.  Illustrated. 

Each 

1.00 

.0020 

.0020 

s 

3641000 

X . 

Cautery,  nasal,  burner,  needle-point:  22  amp.  Ulus- 

Each 

1.00 

.0020 

.0020 

s 

trated. 

3643206 

Cautery  transformer,  hospital  size,  110  volt,  25  cycle: 

Each 

20.00 

s 

Same  type  as  3643208. 

3643208 

Cautery  transformer,  hospital  size,  110  volt,  60  cycle: 

Each 

20  00 

s 

For  cords  see  3628000,  3628500,  and  3661710-45. 

Illustrated. 

• 
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MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


NUMBER 

NOTES 

3643215 

3644000 

X(l).. 

3646000 

3651000 

X . 

3652000 

3652500 

. 

3661710 

X  (3) . . 

3661715 

X  (3). . 

3661735 

X  (3) . . 

3661740 

X  (3) . . 

3661745 

X  (3) . . 

3662000 

X  (1) . . 

3662200 

X . 

3662400 

X . 

3662600 

X . 

3662700 

X . 

3663000 

X . 

3664000 

X  (1) . . . 

3667000 

X  (1) . . . 

3667500 

3667700 

(4) . 

3667900 

3668000 

X . 

3668500 

3669000 

X . 

3669100 

X . 

3670300 

3671000 

X . 

3672000 

X . 

3672200 

X . 

NOMENCLATURE  AND  DESCRIPTION 


.  Cautery  transformer,  hospital  size,  220  volt,  60  cycle: 

Same  type  as  3643208. 

.  Cement,  rubber,  1  oz : . 

.  Chimney,  darkroom:  With  cover  and  iris  diaphragm. 
For  use  with  3707515-20.  Illustrated.  . 

Clamp,  tubing:  Illustrated . 

Clipper,  hair:  Medium.  Illustrated . 

Color  test  book :  Ishihara  type.  Illustrated . 

Cord,  electric,  for  diagnostic  appliances,  Boehm-Pilling: 

Illustrated. 

Cord,  electric,  for  diagnostic  appliances,  ACMI : . 

Cord,  electric,  for  diagnostic  appliances,  Welch- Allyn : . 

Cord,  electric,  for  diagnostic  appliances,  American  Optical : 

Cord,  electric,  for  diagnostic  appliances,  National 
Electric : 

Cot,  finger,  12:  Rubber.  Illustrated . 

Cotton  thread,  No.  120,  150  yards:  White . 

Cotton  thread,  No.  80,  150  yards:  White . 

Cotton  thread,  No.  40,  250  yards:  White . 

Cotton  thread,  quilting,  150  yards:  White.  Extra 
strong,  mercerized. 

Crutches,  adjustable : . 

Crutches,  rubber  tip:  %-inch  inside  diameter . 

Cushion,  surgical:  21-inch  apron  (Kelly  pad).  Illus¬ 
trated. 

Cuspidor,  fountain,  ENT :  Pedestal  type.  Illustrated... 

Cutter,  gauze  and  bandage,  electric : . 

Cutter,  wire,  surgical : . 

Depressor,  tongue,  wood,  100 : . 

Depth  perception  apparatus :  Illustrated . 

Drum,  test:  For  eye  instruments.  Approximately 
1-inch  outside  diameter.  Illustrated. 

Drum,  test,  kid  drum : . 

Electro-surgical  unit,  portable,  110-220  volt,  AC-DC: 

Complete.  (For  special  retinal  detachment  assembly 
see  9363600.)  Illustrated. 

Eye  shield,  double:  Illustrated . . 

Eye  shield,  single:  Illustrated . 

Eye  spheres  (prosthesis  balls),  16-mm:  Mules. 
Illustrated. 


UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

Each 

$20.00 

s 

Tube 

.03 

.2700 

.3000 

s 

Each 

5.95 

s 

Each 

.18 

.1200 

.0800 

s 

Each 

1.65 

s 

Each 

5.45 

s 

Each 

2.00 

.0150 

.0700 

s 

Each 

2.80 

.0010 

.0070 

s 

Each 

2.25 

.0010 

.0120 

s 

Each 

1.20 

.0010 

.0080 

s 

Each 

.75 

.0020 

.0030 

s 

Carton 

.10 

.3500 

.2000 

s 

Spool 

.04 

1.5000 

2.5000 

s 

Spool 

.04 

1.5000 

2.9000 

s 

Spool 

.07 

1.5000 

3.0000 

s 

Spool 

.07 

.2462 

1.2500 

s 

Pair 

.75 

.1800 

.3000 

s 

Each 

.10 

.3500 

1.2375 

s 

Each 

2.80 

.0100 

.0300 

s 

Each 

38.90 

s 

Each 

160.00 

s 

Each 

7.00 

s 

Carton 

.08 

9.0000 

9.0000 

s 

Each 

7.65 

s 

Each 

.50 

.0010 

.0020 

s 

Each 

.10 

.0200 

.0300 

s 

Each 

255.75 

s 

Each 

.10 

.1000 

.1000 

s 

Each 

.05 

.2000 

.2000 

s 

Each 

.  .15 

.0300 

.1750 

s 
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NUMBER 

NOTES 

UNIT 

PRICE 

REPLACEMENT  RATES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

Zl 

T  of  Opns 

Status 

3674000 

X(l)... 

X(l)... 

Gloves,  autopsy,  size  9 :  Rubber . 

Pair 

$0.20 

.0530 

.0500 

s 

3680000 

Gloves,  surgeon’s,  size  6 :  Medium  weight,  rubber .... 

Pair 

.15 

.1500 

.1500 

s 

3681000 

X  (1). . . 

Gloves,  surgeon’s,  size  6 Vfc:  Medium  weight  rubber. . . 

Pair 

.15 

.9000 

2.5000 

s 

3682000 

X  (1). . . 

Gloves,  surgeon’s,  size  7 :  Medium  weight,  rubber .... 

Pair 

.15 

1 . 1000 

3.0250 

s 

3683000 

x  (1).  . . 

Gloves,  surgeon’s,  size  Medium  weight,  rubber. . 

Pair 

.15 

3.0000 

10.5600 

s 

3684000 

X  (1). . . 

Gloves,  surgeon’s,  size  8:  Medium  weight,  rubber. . . . 

Pair 

.15 

1 . 8000 

7.5000 

s 

3685000 

X  (1). . . 

Gloves,  surgeon’s,  size  81/2 :  Medium  weight,  rubber.  . 

Pair 

.15 

.5000 

1.4520 

s 

3687000 

(1) . 

Hammer,  percussion:  Taylor.  Approximately  9-inch. 
Illustrated. 

Each 

.70 

s 

3689000 

Headband,  adjustable  strap:  Jefferson.  Illustrated. . . 

Headband,  metal,  folding:  Worrall . 

Each 

.65 

s 

3690000 

Each 

1.80 

s 

3691000 

Headband  mirror:  3J^-inch  diameter,  with  J^-inch 
opening.  Illustrated. 

Each 

.75 

s 

3694000 

Headlight:  Adjustable.  With  detachable  reflecting 
mirror,  headband,  lamp  and  cord.  Without  bat¬ 
teries.  Illustrated. 

Each 

8.15 

s 

3695020 

X  (3) . . . 

Headlight  lamp  bulb,  Murphy:  115  volt,  15  watt, 
G-16 ^  bulb. 

Each 

.20 

.0188 

.0379 

s 

3695025 

X  (3) . . . 

Headlight  lamp  bulb,  Klaar  and  National:  3.8  volt, 
G-33^>  bulb,  Mazda  No.  13. 

Each 

.05 

.0062 

.0149 

s 

Hip  rest:  (Use  3776000) . 

3696000 

Inhaler,  Yankauer:  Metal.  Illustrated . 

Each 

1.50 

s 

3699000 

X . 

Intravenous  solution  reservoir :  300-cc.  capacity.  Illus¬ 
trated. 

Each 

.65 

.1500 

.4500 

s 

3704000 

X . 

Irrigator  tips:  1  each  blunt  and  tapered,  glass.  For  use 
with  7871000.  Illustrated. 

Pair 

.12 

.3750 

.6500 

s 

3705000 

X  (1). . . 

Irrigator  tubing:  Rubber,  7  feet  long,  with  expanded 
end  to  fit  irrigator.  For  use  with  7871000. 

Each 

.30 

.0500 

.0400 

s 

3705500 

X(l)... 

X  (3) .  . . 

Kit,  suction,  snakebite:  Illustrated . 

Each 

3.25 

.2000 

.8000 

s 

3707515 

Lamp  bulb,  darkroom,  110-115  volt:  40  watt.  For 
3646000  and  3708005-10.  Illustrated. 

Each 

.25 

.0150 

.0390 

s 

3707520 

X  (3) .  . . 

Lamp  bulb,  darkroom,  220  volt:  25  watt.  For  3646000 
and  3708005-10. 

Each 

.15 

.0010 

.0010 

s 

3707700 

(4) . 

Lamp,  slit,  stationary:  With  binocular  microscope, 
paired  angle  eye  pieces,  55-mm.  objectives,  spare 
bulb  and  adjustable  transformer.  Illustrated. 

Each 

340.00 

s 

3708005 

Lantern,  muscle  test,  with  stand:  For  use  with  phoro- 
meter.  With  iris  diaphragm,  Greek  cross  and  trans¬ 
lucent  disk.  Complete  with  floor  stand,  cord  and 
lamp. 

Each 

13.50 

s 

3708010 

Lantern,  muscle  test,  without  stand :  Same  as  3708005, 
but  without  floor  stand.  Illustrated. 

Each 

8.00 

s 

3709000 

Loupe,  binocular:  Berger.  Illustrated . 

Each 

3.60 

s 
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NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

3711000 

Magnet,  eye,  small,  AC-DC:  Lancaster  model.  With 

Each 

$30 . 00 

s 

electronic  valve,  foot  switch,  cords,  2  slip  covers,  3 

tips.  Illustrated. 

3711500 

Mandible  fracture  kit,  large:  Illustrated . 

Each 

163  60 

s 

3711700 

Mandible  fracture  kit,  small : . 

92  50 

s 

3712000 

Manometer,  spinal:  Illustrated . 

Each 

4.50 

.  s 

Manometer,  spinal  needle:  (Use  3362000) . 

3712600 

(1).... 

Mask  type  oxygen  therapy  outfit,  without  manifold. 

Each 

29.25 

s 

complete:  With  nasal  andoronasal  masks,  1  each  of 

3712700  and  3712800.  For  administering  oxygen  or 

helium-oxygen  to  one  patient.  Illustrated. 

3712700 

X(l).., 

Mask  type  oxygen  therapy  outfit,  nasal  mask :  For 

Each 

3.75 

.0150 

.0300 

s 

use  with  3712600  and  9364300. 

3712800 

X(l).., 

Mask  type  oxygen  therapy  outfit,  oronasal  mask: 

Each 

4.00 

.0250 

.0500 

s 

For  use  with  3712600,  3726500  and  9364300. 

3713000 

(4) . 

Perimeter,  electric:  With  50  each  right  and  left  peri- 

Each 

148.00 

s 

meter  charts,  and  50  campimeter  charts.  Illustrated. 

3713300 

X . 

Perimeter  charts,  Brombach,  left,  50:.  . 

Pad 

in 

ni  on 

ni  nn 

a 

3713500 

X . 

Perimeter  charts,  Brombach,  right,  50:. . .  . 

Pad 

10 

m 

mnn 

g 

3713700 

X . 

Perimeter  charts,  campimeter,  50:  Right  and  left 

Pkg. 

.80 

.0040 

.0100 

s 

visual  fields  on  one  card. 

3714000 

X . 

Perimeter  charts,  McHardy,  left,  50 :  . 

Pad 

10 

nnon 

nnon 

a 

3714100 

X . 

Perimeter  charts,  McHardy,  right,  50 : 

Pad 

10 

.0065 

.0080 

Q 

3714500 

Perimeter,  hand:  Schweigger.  With  set  of  5  disks, 

Each 

13.70 

s 

disk  holder  and  100  each  right  and  left  charts! 

Illustrated. 

3714700 

X . 

Perimeter  charts,  Schweigger,  left,  100 : 

Pad 

1  5 

nn«n 

m  /in 

a 

3714800 

X . 

Perimeter  charts,  Schweigger,  right,  100 : 

1  ^ 

.0060 

.0110 

a 

3715000 

Phorometer,  on  floor  stand:  With  trial  frame,  multiple 

Each 

155  40 

s 

Maddox  rods  and  Risley  prism.  Illustrated. 

3715200 

Phorometer,  with  chair  attachment:  With  trial  frame, 

Each 

159.25 

s 

multiple  Maddox  rods  and  Risley  prism.  Illustrated! 

3716000 

X . 

Pin,  white  head :  (Map  tack) .  .  . 

09 

.2000 

.1700 

a 

3716200 

Pneumothorax  apparatus:  With  tubing  and  one  19- 

Each 

50.50 

S 

gage,  1 34-inch  needle.  For  needle  holder  and  other 

needles  see  3716500,  3716600,  3716700  and  3716800. 

Illustrated. 

3716500 

X . 

Pneumothorax  apparatus,  needle  holder : 

ok 

Q 

3716600 

X . 

Pneumothorax  apparatus,  aspirating  needle,  12: 

Box 

1.25 

.0300 

.  U40U 

.0300 

s 

13-gage,  33'6-inch  canula.  For  1-way  stopcock  use 
3774700. 

3716700 

X . 

Pneumothorax  apparatus,  initial  puncture  needle: 

Each 

.10 

.0300 

.0700 

S 

14-gage,  134-inch  canula. 
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NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

3716800 

X . 

Pneumothorax  apparatus,  refill  needle:  18-gage, 

2  1 /16-inch  canula,  with  sharp  point,  closed  end, 
opening  on  side. 

Each 

$0.40 

.0250 

.1000 

s 

3717500 

Rack,  clip-holding,  with  cover:  McKenzie.  For  use 
with  3218500  and  3893000.  Illustrated. 

Each 

8.85 

s 

3720000 

X . 

Razor,  safety :  With  blades . 

Each 

.15 

.0700 

.3000 

s 

3721000 

X  (3) . . . 

Razor,  safety,  blades,  5: .  .  . . 

Pkg. 

Each 

.03 

5.4000 

5.9400 

s 

3723000 

Reflector:  Angle,  for  illuminating  test  type  and  depth 
perception  apparatus.  Illustrated. 

5.75 

s 

3725000 

Resectoscope,  prostatic,  28Fr:  Convertible.  Consisting 
of  foroblique  telescope;  2  bakelite  sheaths;  1  Timber- 
lake  type  obturator;  1  McCarthy  type  punctate 
electrode;  1  obturator;  1  working  element;  2  extra 
cutting  loop  electrodes;  and  stopcock.  In  case.  For 
rheostat  see  3727508-18;  for  battery  box  see  3621500. 
Illustrated. 

Each 

342.00 

s 

- 

3725200 

(3) . 

Sheath,  bakelite,  28Fr:  Without  obturator . 

Each 

14.85 

s 

3726100 

Resuscitator  and  inhalator  (for  Army  Air  Forces  only) : 

Portable,  adult  size.  Complete  with  oronasal  inhala¬ 
tion  and  resuscitation  masks  (4  each  of  3726300  and 

2  each  of  3726700). 

Each 

228.10 

LS 

• 

3726300 

X(l)... 

Resuscitator  and  inhalator  inhalation  mask: Oronasal. 

Each 

8.00 

LS 

For  Army  Air  Forces  only. 

3726500 

Resuscitator  and  inhalator:  Portable,  adult  size.  Com- 

Each 

197.90 

s 

plete  with  oronasal  inhalation  and  resuscitation 
masks  (2  each  of  3712800  and  3726700).  Illustrated. 

3726700 

X  (1). . . 

Resuscitator  and  inhalator  resuscitation  mask: 

Oronasal.  For  use  with  3726100  and  3726500. 

Each 

4.40 

.0100 

.0100 

s 

3727508 

Rheostat,  lamp  socket  type,  110  volt,  60  cycle: 

Rheostat,  lamp  socket  type,  110  volt,  25  cycle:  Same 
type  as  3727508. 

Each 

14.50 

s 

3727510 

Each 

14.50 

s 

3727518 

Rheostat,  lamp  socket  type,  220  volt,  60  cycle:  Same 
type  as  3727508. 

Each 

14.50 

s 

3733000 

Rule,  bronchoscopic:  Jackson.  Metal,  30-cm.  Illus¬ 
trated. 

Each 

1.00 

s 

3734000 

Rule,  ivory:  15-cm.,  graduated  in  mm.,  lignes  and 
inches. 

Each 

.80 

s 

3735000 

Rule,  Prince:  For  refraction,  with  sliding  cardholder 
and  card.  Illustrated. 

Each 

3.95 

s 

3735100 

X . 

Rule,  Prince,  card  for : . 

Each 

02 

.0200 

.0300 

s 

3735508 

Sharpener,  needle,  110  volt,  AC:  In  case.  Illustrated. 

Sharpener,  needle,  110  volt,  DC:  In  case . 

Each 

33.00 

s 

3735512 

Each 

33.00 

s 

3736100 

X. . 

Spectacles,  front:  Not  supplied  by  Medical  Supply 
depots;  see  special  instructions  issued  by  SGO. 

Each 

.60 

As  req’d 

As  req’d 

s 

3736200 

X . 

Spectacles,  temples:  Not  supplied  by  Medical  Supply 
depots;  see  special  instructions  issued  by  SGO. 

Pair 

.18 

As  req’d 

As  req’d 

s 
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NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

3736300 

X . 

Spectacles,  lenses,  single  vision,  uncut :  Not  supplied 

Pair 

$0.75 

As  req’d 

As  req’d 

s 

by  Medical  Supply  depots;  see  special  instructions 

issued  by  SGO. 

3736400 

X . 

Spectacles,  lenses,  single  vision,  edged:  Not  supplied 

Pair 

1.00 

As  req’d 

As  req’d 

s 

by  Medical  Supply  depots;  see  special  instructions 

issued  by  SGO. 

3737000 

(1) . 

Sphygmomanometer  aneroid:  With  bag,  bulb  and 

Each 

12.00 

s 

sleeve.  In  carrying  case.  Illustrated. 

3737500 

X . 

Sphygmomanometer  snap  cuff:  Without  rubber 

Each 

1.65 

.0150 

.0150 

s 

bag.  For  use  with  3737000  and  3738000. 

3738000 

(1) . 

Sphygmomanometer,  mercurial:  Illustrated . 

Each 

9.55 

s 

3738100 

x  (1). . . 

Sphygmomanometer  bulb : . 

Each 

.15 

.0450 

.0700 

s 

3738200 

X  (1). . . 

Sphygmomanometer  compression  bag:  With  inlet 

Each 

.33 

.0200 

.0495 

s 

and  outlet  tubing. 

3738300 

X . 

Sphygmomanometer  sleeve : . 

Each 

55 

0300 

0170 

s 

3738400 

X . 

Sphygmomanometer  valve : . 

50 

0400 

0440 

s 

3738600 

X . 

Splint,  basswood,  10:  Approximately  18-inch  lengths. . 

Set 

.45 

1.3500 

1.4850 

s 

3738800 

X . 

Splint,  basswood,  in  lengths : . 

05 

1  6000 

8  0000 

s 

3739000 

X . 

Splint,  Cabot:  Leg  fixation,  posterior.  J^-inch  steel 

Each 

1.00 

.0150 

.0600 

s' 

rod.  Illustrated. 

3743900 

X . 

Splint  litter  bar :  Illustrated . 

Each 

.80 

3000 

1  0000 

s 

3745500 

X . 

Splint  strap:  Adjustable  traction.  1-inch  webbing. 

Each 

.22 

.4500 

.9000 

s 

Illustrated. 

3748000 

X . 

Splint,  Thomas,  arm,  hinged:  Illustrated . 

Each 

1  65 

2000 

7000 

s 

3750000 

X.  . .... 

Splint,  army,  leg,  half-ring :  If  required,  items  3750500, 

Each 

1.80 

.2000 

.7000 

s 

3751500  or  3751700  must  be  requisitioned  individ- 

ually.  Illustrated.  . 

3750500 

X . 

Splint,  army,  leg,  half-ring,  Pierson’s  attachment:  Not 

Each 

.40 

.0200 

.1000 

s 

for  field  use. 

3751500 

X . 

Splint  support  and  foot  rest : . 

Each 

.15 

LS 

3751700 

X . 

Splint  support  and  foot  rest,  improved : . . . 

25 

1000 

2000 

s 

3754000 

X . 

Splint,  wire  ladder:  334  by  31  inches.  Illustrated 

17 

2500 

7500 

s 

3754500 

X . 

Splint,  wrist,  cock-up:  Illustrated . 

60 

0400 

1200 

s 

3757000 

X . 

Splint  accessory  buckle  for  1-inch  webbing:  3-prong. . . 

Each 

.02 

.3000 

.3300 

s 

3758000 

X . 

Splint  accessory  buckle  for  iy2-inch  webbing:  3-prong. . 

Each 

.02 

.4000 

.8910 

s 

3759000 

X . 

Splint  accessory  buckle  for  2-inch  webbing:  3-prong. . . 

Each 

.02 

.3145 

.2000 

s 

3760000 

X . 

Splint  accessory  felt,  wool,  white:  34-inch  thick,  20 

Foot 

2.90 

.1524 

.0700 

s 

inches  wide,  for  padding  arch  supports. 

3761000 

X . 

Splint  accessory  felt,  saddle,  gray:  34- inch  thick,  1  yard 

Yard 

1.35 

.1000 

.0550 

s 

wide,  for  padding  splints. 

3761500 

X . 

Splint  accessory  asbestos-felt,  soft,  gray :  34-inch  thick, 

Yard 

1.30 

.1600 

.4046 

s 

1  yard  wide,  for  use  under  splints. 

-  ■ 
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NUMBER 

NOTES 

3763000 

X . 

3764000 

X . 

3765000 

X . 

3767000 

X . 

3768000 

X . 

3769000 

X . 

3770000 

X . 

3771000 

X . 

3771500 

3772000 

X . 

3773000 

3773500 

3774000 

x  (1).  . . 

3774100 

X . 

3774200 

X . 

3774700 

X . 

3774710 

X . 

3775006 

3775007 

3775008 

3775010 

3775014 

3776000 

3776200 

X . 

3776400 

X . 

3777000 

X . 

3778000 

X . 

NOMENCLATURE  AND  DESCRIPTION 


Splint  accessory  rod,  inch,  steel:  Round,  for  manu¬ 
facturing  splints. 

Splint  accessory  rod,  %-inch,  steel:  Round,  for  manu¬ 
facturing  splints  and  rings  for  ischio-calipers. 

Splint  accessory  sheet  aluminum:  18  by  24  inches,  for 
manufacturing  splints  for  wrist  and  forearm. 

Splint  accessory  steel,  flat,  Vg-inch:  By  J^-inch,  for 
manufacturing  splints  and  arm  braces. 

Splint  accessory  steel,  flat,  3/16-inch:  By  %-ineh,  for 
manufacturing  splints,  leg  braces  and  rings  for  ischio- 
calipers. 

Splint  accessory  webbing,  1-inch:  Gray,  nonelastic. . . . 

Splint  accessory  webbing,  l^-inch:  Gray,  nonelastic. . 

Splint  accessory  webbing,  2-inch:  Gray,  nonelastic. . . . 

Sprayer,  hand,  continuous:  For  burn  treatment.  Illus¬ 
trated. 

Sprinkler,  powder:  Yi~ oz.  Illustrated . 

Stethoscope:  Ford’s,  Edward’s  modification.  With 
tubing. 

Stethoscope,  blood  pressure,  bracelet  type :  Illustrated . 

Stethoscope  tubing:  Rubber,  3 /16-inch  inside  diam¬ 
eter,  3^-inch  wall. 

Stethoscope  bell,  12: . 

Stethoscope  ear  tip,  12: ....  , . . . 

Stopcock,  1-way:  For  Luer  and  Luer-Lok  syringes.  .  .  . 

Stopcock,  3- way:  For  Luer  syringe . 

Suction  apparatus,  portable,  110  volt,  25  cycle: . 

Suction  apparatus,  portable,  110  volt,  50  cycle:. . . 

Suction  apparatus,  portable,  110  volt,  60  cycle:  Illus¬ 
trated. 

Suction  apparatus,  portable,  110  volt,  DC: . 

Suction  apparatus,  portable,  220  volt,  50  cycle: . 

Support,  pelvic:  Myerding.  Illustrated . 

Suture,  catgut,  chromic,  size  00,  with  1%-inch  straight 
non-traumatic  needle  affixed,  12:  Non-boilable,  ap¬ 
proximately  28  inches  long. 

Suture,  catgut,  chromic,  size  00,  with  lVs-inch  half¬ 
circle  non-traumatic  needle  affixed,  12:  Xon-boilable, 
approximately  28  inches  long. 

Suture,  catgut,  chromic,  size  00,  1  suture:  Boilable-, 
approximately  54  inches  long. 

Suture,  catgut,  chromic,  size  0,  1  suture:  Boilable, 
approximately  54  inches  long. 


UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Zl 

T  ot  Opns 

Foot 

80. 10 

.  7625 

.9000 

Foot 

.03 

.3804 

.4184 

Sheet 

1.20 

.1218 

.  1340 

Foot 

0.3 

.4313 

.4000 

Foot 

.03 

.9294 

.8000 

Yard 

.06 

1.3500 

.  6500 

Yard 

.06 

.6500 

1 . 2000 

Yard 

.06 

.2500 

.2500 

Each 

1.35 

Each 

.45 

.0200 

.0250 

Each 

1.00 

Each 

1.80 

Foot 

.05 

.4000 

1.2500 

Pkg. 

3.20 

.0250 

.0850 

Pkg. 

.70 

.0250 

.1250 

Each 

1.00 

.0030 

.0100 

Each 

1.05 

.0030 

.0100 

Each 

71.30 

Each 

60.00 

Each 

56  80 

Each 

60.00 

Each 

60.00 

Each 

8.00 

Pkg. 

1.45 

.2000 

.7000 

Pkg. 

1.45 

.2000 

.7000 

Tube 

.  15 

2.5000 

5.5000 

Tube 

.15. 

4.0000 

12.0000 

Status 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 
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NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

3779000 

X . 

Suture,  catgut,  chromic,  size  1,  1  suture:  Boilable, 
approximately  54  inches  long. 

Tube 

$0.15 

6.0000 

14.0000 

s 

3780000 

X . 

Suture,  catgut,  chromic,  size  2,  1  suture:  Boilable, 
approximately  54  inches  long. 

Tube 

.15 

2.5000 

25.0000 

s 

3784000 

X . 

Suture,  catgut,  plain,  size  00,  1  suture:  Boilable,  ap¬ 
proximately  54  inches  long. 

Tube 

.15 

4 . 2000 

10.0000 

s 

3785000 

X . 

Suture,  catgut,  plain,  size  0,  1  suture:  Boilable, 
approximately  54  inches  long. 

Tube 

.15 

7.0000 

16.0000 

s 

3786000 

X . 

Suture,  catgut,  plain,  size  1,  1  suture:  Boilable, 
approximately  54  inches  long. 

Tube 

.15 

1 . 8000 

16.0000 

s 

3787000 

X . 

Suture,  catgut,  plain,  size  2,  1  suture:  Boilable, 
approximately  54  inches  long. 

Tube 

.15 

3.0000 

12.0000 

s 

3788100 

X . 

Suture,  eye,  catgut,  plain,  size  4-0,  single-armed,  12: 

With  size  3,  %-eircle,  cutting  edge,  non-traumatic 
needle  affixed.  Boilable,  approximately  18  inches 
long. 

Pkg. 

1.70 

.1000 

.3500 

s 

3788200 

X . 

Suture,  eye,  catgut,  plain,  size  000,  single-armed,  12: 

With  size  4,  ^-circle,  cutting  edge,  non-traumatic 
needle  affixed.  Boilable,  approximately  18  inches 
long. 

Pkg. 

1.85 

.1000 

.3500 

s 

3788300 

X . 

Suture,  eye,  catgut,  mild  chromic,  size  4-0,  single¬ 
armed,  12:  With  size  3,  %-circle,  cutting  edge,  non- 
traumatic  needle  affixed.  Boilable,  approximately 
18  inches  long. 

Pkg. 

1.35 

.1000 

.3500 

s 

3788400 

X . 

Suture,  eye,  catgut,  plain,  size  000,  double-armed,  12: 

With  size  4,  ^-circle,  cutting  edge,  non-traumatic 
needle  affixed.  Boilable,  approximately  12  inches 
long. 

Pkg. 

2.50 

.1000 

.3000 

s 

3788500 

X . 

Suture,  eye,  catgut,  mild  chromic,  size  4-0,  double¬ 
armed,  12:  With  size  3,  ^-circle,  cutting  edge,  non- 
traumatic  needle  affixed.  Boilable,  approximately 
12  inches  long. 

Pkg. 

2.50 

.1000 

.2200 

s 

3788600 

X . 

Suture,  eye,  silk,  size  6-0,  single-armed,  12:  With 
size  3,  half -circle,  cutting  edge,  non-traumatic  needle 
affixed.  Black,  boilable,  approximately  18  inches 
long. 

Pkg. 

1.85 

.1000 

.2000 

s 

3788700 

X . 

Suture,  eye,  silk,  size  6-0,  single-armed,  12:  With 
size  3,  ^-circle,  cutting  edge,  non-traumatic  needle 
affixed.  Black,  boilable,  approximately  18  inches  long. 

Pkg. 

1.85 

.1000 

.2000 

s 

3788800 

X . 

Suture,  eye,  silk,  size  6-0,  double-armed,  12:  With 
size  3,  ^-circle,  cutting  edge,  non-traumatic  needle 
affixed.  Black,  boilable,  approximately  12  inches  long. 

Pkg. 

2.40 

.1000 

.1800 

s 

3788900 

X . 

Suture,  eye,  silk,  size  4-0,  double-armed,  12:  With 

size  3,  ^-circle,  cutting  edge,  non-traumatic  needle 
affixed.  Black,  boilable,  approximately  12  inches  long. 

Pkg. 

2.40 

.1000 

.2000 

s 

3789000 

X . 

Suture,  silk,  braided,  non-capillary,  size  6-0,  25  yards: 

Black. 

Spool 

.30 

.1500 

.3000 

s 

3789100 

X . 

Suture,  silk,  braided,  non-capillary,  size  4-0,  25  yards : 

Black. 

Spool 

.20 

.1500 

.4200 

s 

3796300 

X . 

Suture,  nylon,  braided,  non-capillary,  size  5-0,  25 
yards:  Black. 

Spool 

.30 

.2500 

.4500 

s 
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PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

3796900 

X . 

Suture,  silk,  braided,  non-capillary,  size  000, 25  yards : 

Spool 

$0.25 

.4800 

1.4400 

s 

Black. 

3797100 

X . 

Suture,  silk,  braided,  non-capillary,  size  00,  25  yards : 

Spool 

.25 

•  . 5000 

2.5000 

s 

Black. 

3797300 

x: . 

Suture,  silk,  braided,  non-capillary,  size  0,  25  yards: 

Spool 

.25 

(Substitute  for 

ss 

Black. 

3797100) 

3797500 

X . 

Suture,  silk,  braided,  non-capillary,  size  1,  25  yards: 

Spool 

.20 

.5000 

2.0000 

s 

Black. 

3797800 

X . 

Suture,  silk,  braided,  non-capillary,  size  2,  25  yards: 

Spool 

.25 

(Substitute  for 

ss 

Black. 

3798800) 

3798800 

X . 

Suture,  silk,  braided,  non-capillary,  size  3,  25  yards: 

Spool 

.25 

.3000 

1 . 2000 

s 

Black. 

3799500 

X . 

Suture,  silk,  dermal,  coarse,  1  suture:  40  inches  long. 

Pkg. 

.30 

2.8000 

8.9847 

s 

3799600 

X . 

Suture,  silk,  dermal,  medium,  1  suture:  40  inches  long. 

Pkg. 

.30 

4.0000 

16.0000 

s 

3805000 

X . 

Suture,  silkworm  gut,  coarse,  100  sutures:  Approx1- 

Coil 

1.20 

.3000 

1 . 5000 

s 

imately  12  inches  long. 

3805700 

X . 

Suture,  silkworm  gut,  medium,  100  sutures:  Approx- 

Coil 

1.20 

.2500 

.7500 

s 

imately  12  inches  long. 

3809000 

X . 

Suture  tape  (umbilical),  18-inch  length:  Cotton, 

Tube 

.04 

.5333 

.5867 

s 

sterile. 

3813000 

Syringe,  ear,  2-oz:  Pomeroy.  All  metal,  with 

Each 

1  70 

s 

shield  and  1  ear  tip.  Illustrated. 

3815500 

x  (1). . . 

Syringe,  ear  and  ulcer,  1-oz:  With  glass  barrel, 

Each 

.25 

.1800 

.2000 

s 

rubber  tip  and  bulb.  Illustrated. 

3816000 

X(l)... 

Syringe,  glass,  y2-oz:  Illustrated . 

Each 

.20 

.  1000 

.3000 

s 

3817000 

x  (1).  .  . 

Syringe,  glass,  1-oz: . 

Each 

.25. 

.3674 

.4041 

s 

Syringe,  hypodermic,  complete:  (Use  9355000) . 

3843000 

X . 

Syringe,  Luer,  1-cc:  Graduated  to  1/100  cc.  Tuber- 

Each 

.65 

.8750 

1 . 7500 

s 

culin. 

3844000 

X . 

Syringe,  Luer,  2-cc:  Graduated  to  1/10  cc.  General 

Each 

.50 

3.4131 

5.0000 

s 

and  lachrymal. 

3845000 

X . 

Syringe,  Luer,  10-cc:  Graduated  to  1/5  cc.. . . 

70 

5  5000 

6  6626 

s 

3846000 

X . 

Syringe,  Luer,  30-cc:  Graduated  to  1  cc . 

1  25 

1  2597 

1  8896 

s 

3846200 

X . 

Syringe,  Luer,  30-cc, '  adapter : . 

Each 

.07 

.3000 

.3000 

s 

3846500 

X . 

Syringe,  Luer-Lok,  5-cc:  Graduated  to  1/5  cc 

90 

3250 

2000 

s 

3846700 

X . 

Syringe,  Luer-Lok,  100-cc:  Graduated  to  10  cc . 

Each 

3.50 

LS 

3847000 

X . 

Syringe,  Luer,  needle,  25-gage,  y^-inch  canula,  12: 

Box 

.43 

.6539 

1 . 7500 

s 

Intradermal. 

3848000 

X . 

Syringe,  Luer,  needle,  25-gage,  y2-inch  canula,  12 : .  .  . 

Box 

.45 

1 . 6000 

3.5000 

s 

3849000 

X . 

Syringe,  Luer,  needle,  23-gage,  %-inch  canula,  12: 

Box 

.48 

1.2000 

4.7040 

s 

Typhoid. 

3850000 

X . 

Syringe,  Luer,  needle,  22-gage,  1-inch  canula,  12: . 

Box 

.35 

.4085 

1.5000 

s 
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NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

3850300 

X . 

Syringe,  Luer,  needle,  22-gage,  3-inch  canula,  12: . 

Box 

80  70 

0609 

2200 

s 

3850500 

X . 

Syringe,  Luer,  needle,  20-gage,  lVfc-inch  canula,  12:. . . 

Box 

.45 

.5382 

.7200 

s 

3851000 

X . 

Syringe,  Luer,  needle,  19-gage,  1 34-inch  canula,  12: 

Box 

.65 

.6200 

1.8700 

s 

Wassermann. 

3852000 

X . 

Syringe,  Luer,  needle,  17-gage,  3-inch  canula,  12: . 

Box 

95 

1583 

4000 

s 

3853000 

X . 

Syringe,  Luer,  needle,  15-gage,  3-inch  canula,  12: . 

Box 

95 

.  .0900 

.2218 

s 

3855005 

X . 

Syringe,  Luer,  needle  wire,  ll/2-inch,  10:  No.  33  B&S 

Bundle 

.01 

LS 

gage. 

3855010 

'X . 

Syringe,  Luer,  needle  wire,  2-inch,  10:  No.  33  B&S 

Bundle 

.01 

.0656 

.1700 

s 

gage.  For  use  with  3847000-8000-9000-50000. 

3855015 

X . 

Syringe,  Luer,  needle  wire,  4-inch,  10:  No.  30  B&S 

Bundle 

.01 

.0616 

.1700 

s 

9 

gage.  For  use  with  3850300. 

3855020 

X . 

Syringe,  Luer,  needle  wire,  234-inch,  10:  No.  28  B&S 

Bundle 

.01 

.0736 

.1340 

s 

gage.  For  use  with  3850500  and  3851000. 

3855025 

X . 

Syringe,  Luer,  needle  wire,  4-inch,  10:  No.  20  B&S 

Bundle 

.01 

LS 

gage. 

3860200 

X . 

Syringe,  tonsil,  laryngeal  and  dental:  3-cc.  Luer-Lok 

Each 

.90 

.0500 

.0800 

s 

Posner  modified  type.  For  needles  requisition 

3860300-400-500-600  or  5594400-500,  depending  upon 

type  required.  Illustrated. 

3860300 

X . 

Syringe,  tonsil,  laryngeal  and  dental,  straight  needle: 

Each 

.40 

.0400 

.2000 

s 

For  tonsil  use. 

3860400 

X . 

Syringe,  tonsil,  laryngeal  and  dental,  curved  needle: 

Each 

.40 

.0230 

.0700 

s 

For  tonsil  use. 

3860500 

X . 

Syringe,  laryngeal,  curved  canula: . 

Each 

40 

0200 

0300 

s 

3860600 

X . 

Syringe,  lachrymal,  canula  set  of  3: . 

Set 

75 

0150 

0300 

s 

3861000 

x  (1).  . . 

Syringe,  urethral  prophylaxis:  H-oz.  Glass,  with 

Each 

.12 

1.2500 

8.0000 

s 

rubber  bulb.  Illustrated. 

3862400 

X . 

Tangent  curtain,  roller  type:  Approximately  53  bv  63 

Each 

22  00 

.0008 

.0020 

s 

inches,  with  wood  frame  (Bjerrum  screen).  Illustrated. 

3862600 

X . 

Tangent  curtain,  folded:  Approximately  53  by  63 

Each 

17.60 

.0029 

.0033 

s 

inches,  folded  to  18  by  20  inches.  (Bjerrum  screen). 

3863000 

X . 

Tape,  cotton,  V^-inch,  12  yards: 

Roll 

.07 

.7000 

.4000 

s 

3864000 

Tape  measure,  steel,  60-inch:  Spring  winding  pocket 

Each 

.52 

s 

type. 

3864208 

Tent,  oxygen,  110  v  olt,  AC-DC:  Illustrated . 

Each 

205.00 

s 

3864214 

Tent,  oxygen,  220  volt,  AC-DC: . 

Each 

205  00 

S 

3864216 

Tent,  oxygen,  motorless: .  . 

Each 

205.00 

LS 

3864405 

X . 

Tent,  oxvgen.  hood.  American  Hospital  Supply: 

Each 

22  50 

0020 

0005 

s 

3864410 

X . 

Tent,  oxygen,  hood,  Heidbrink: . 

Each 

22.50 

.0015 

.0005 

s 

3864415 

X . 

Tent,  oxygen,  hood,  McKesson: . 

Each 

22.50 

.0015 

.0005 

s 

3864600 

Tent,  oxygen,  truck  for  cylinder:  . 

Each 

11.25 

s 
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NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

Thread,  suture:  (Use  3662200-2700) . 

3864700 

Tool,  cleaning:  Imperatori,  for  Jackson  electrically 

Each 

•10 . 75 

s 

lighted  instruments.  Illustrated. 

Transformer:  (See  3643206-15) . 

3865000 

X  (1).  . . 

Tourniquet,  Esmarch:  Rubber,  with  chain  and  hook. . . 

Each 

.30 

.1000 

.2500 

s 

3867000 

Transilluminator  (diagnostic  lamp):  Antrum  and 

Each 

5.90 

s 

frontal  sinus.  Illustrated. 

3868005 

X . 

Transilluminator  lamp  bulb,  Freer-Jackson :  115  volt, 

Each 

.95 

.0019 

.0020 

s 

15  watt,  T-6  bulb. 

3868010 

X . 

Transilluminator  lamp  bulb,  Sullivan:  5.5  volt,  .36 

Each 

.45 

.0037 

.0020 

s 

amp.,  T-3  bulb. 

3868017 

X . 

Transilluminator  lamp  bulb,  Schwartz:  2.5  volt,  Mazda 

Each 

.04 

.0076 

.0110 

s 

No.  14.  Same  as  3403310. 

3868025 

X . 

Transilluminator  lamp  bulb.  National :  3.8  volt,  Mazda 

Each 

.05 

.0076 

.0150 

s 

No.  13.  Same  as  3695025. 

3868500 

x  (1).  . . 

Tube,  colon,  30Fr:  Rubber;  3/16-inch  inside  diameter, 

Each 

.25 

.  2200 

.8125 

s 

1/16-inch  wall,  30-inch  length.  Illustrated. 

3869000 

X  (1). . . 

Tube,  diagnostic,  ear:  Toynbee.  Illustrated . 

Each 

.20 

.0125 

.0150 

s 

3869800 

X . 

Tube,  drip,  glass:  For  intravenous  infusion  and  Murphy 

Each 

.25 

.  2500 

.3500 

s 

drip  method. 

3870000 

X . 

Tube,  duodenal,  Buckstein,  tip:  Illustrated . 

Each 

0065 

0020 

s 

3870505 

X  (1)... 

Tube,  duodenal,  12Fr:  Levin.  Illustrated . 

Each 

.45 

.0118 

.0275 

s 

3870507 

x  (1).  . . 

Tube,  duodenal,  14Fr:  Levin . 

Each 

.45 

.0455 

.0824 

s 

3870509 

x  (1).  . . 

Tube,  duodenal,  16Fr:  Levin . 

Each 

.45 

.0127 

.0375 

s 

3871000 

x  (1).  . . 

Tube,  duodenal,  Rehfuss:  Without  syringe.  Illustrated. 

Each 

.65 

.0417 

.0458 

s 

3872000 

X . 

Tube,  Murphy  drip:  Sight  feed  glass.  Illustrated. . . 

Each 

12 

2484 

2522 

s 

3873000 

x  (1).  . . 

Tube,  nasal  feeding,  22  Fr:  36-inch,  with  funnel  end. 

Each 

.50 

.0200 

.0300 

s 

Illustrated. 

3875000 

X  (1). . . 

Tube,  stomach,  30  Fr:  Heavy,  open-end,  side-marked 

Each 

.70 

.0700 

.2579 

s 

at  20  inches.  Illustrated. 

3875300 

X  (1). . . 

Tubing,  drainage,  %-ineh  diameter,  36-inch  length: 

Each 

.15 

.1600 

.7500 

s 

Penrose. 

3875500 

x  (1).  . . 

Tubing,  drainage,  %-inch  diameter,  36-inch  length: 

Each 

.15 

.5000 

1 . 3500 

s 

Penrose. 

3875700 

X  (1). . . 

Tubing,  drainage,  %-inch  diameter,  36-inch  length: 

Each 

.15 

.  1600 

.4000 

s 

Penrose. 

3876000 

x  (1).  .  . 

Tubing,  rubber,  t/g-inch  inside  diameter,  1 /32-inch 

Foot 

.02 

.  6000 

3.8000 

s 

wall:  Drainage;  also  used  for  hemacytometer, 

4277000. 

3878000 

X  (1). . . 

Tubing,  rubber,  Vi-imh  inside  diameter,  1 /16-inch 

Foot 

.03 

3.0000 

8.8000 

s 

wall:  Drainage;  laboratory. 

3879000 

X  (1). . . 

Tubing,  rubber,  V2-inch  inside  diameter,  5/64-inch 

Foot 

.06 

.5500 

1.8700 

s 

wall :  Drainage. 
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NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

3879100 

x  (1).  . . 

Tubing,  rubber,  %-inch  inside  diameter,  1/16-inch 
wall:  Used  with  3603200. 

Foot 

80.06 

.  4250 

.4675 

s 

3879200 

x  (1).  . . 

Tubing,  rubber,  latex:  For  intravenous  solutions, 
laboratory  use,  etc. 

Foot 

V 

.03 

1.0000 

2.5000 

s 

3879300 

X(1)... 

Tubing,  rubber,  latex,  3 /16-inch  inside  diameter,  3 /32- 
inch  wall:  Donor  tubing  for  blood  transfusions,  etc. 

Foot 

.05 

2.0000 

2.4000 

s 

3879400 

Vision  test  apparatus,  portable:  Manually  operated 
depth  perception  test  device  and  illuminated  visual 
acuity  apparatus.  In  case.  Illustrated. 

Each 

36.45 

LS 

3879800 

Vision  test  apparatus,  110-130  volt,  AC-DC:  Chart  pro¬ 
jection  type.  On  floor  stand  with  wall-mounted 
screen  and  slide. 

Each 

83.50 

's 

3879900 

X . 

Vision  test  card:  Near  vision,  unrelated  letters,  com¬ 
plete  with  holder. 

Each 

.75 

.0010 

.0030 

s 

3880000 

Vision  test  set  complete:  With  triple  line  astigmatic 
dial,  Jaeger  test  type  card,  Snellen  folding  test  type 
card.  Holmgren  test  wools  and  instruction  pamphlet. 
Illustrated. 

Each 

3  25 

s 

3881000 

X . 

Vision  test  set  dial:  Triple  line  astigmatic 

.15 

.10 

.0040 

.0020 

.0012 

.0017 

s 

s 

3882000 

X . 

Vision  test  set  pamphlet  of  instructions:  Explains 
method  of  determining  and  recording  acuity  of 
vision  and  method  of  examining  and  recording 
color  sense. 

Each 

3883000 

X . 

Vision  test  set  test  type  card,  Jaeger : .  . 

.08 

.40 

2  00 

.0180 

.0900 

.2500 

.0750 

s 

s 

s 

3884000 

X . 

i 

Vision  test  set  test  type  card,  Snellen: 

Each 

3885000 

Vision  test  set  test  wools:  Holmgren:  . 

3885300 

X ..... . 

Vision  test  chart,  illiterate:  Approximately  24  bv  11 
inches. 

Each 

.15 

.0200 

.0200 

s 

3885400 

X . 

Vision  test  chart,  reversed  letters:  Snellen 

Each 

Each 

.15 

20  05 

.0400 

.0500 

/ 

s 

3886000 

Watch,  stop:  Graduated  to  %  second . 

s 

3888000 

X . 

Wire,  cleaning,  12  feet :  For  Jackson  electrically  lighted 
instruments.  • 

Coil 

.30 

.0045 

.0070 

s 

3889000 

X . 

Wire,  corrosion-resisting  steel,  0.009-inch  diameter, 

1  oz: 

Spool 

.35 

.0280 

.1700 

a 

3890000 

X . 

Wire,  corrosion-resisting  steel,  0.014-inch  diameter, 

1  oz: 

Spool 

.35 

.0400 

.1250 

a 

3890500 

X . 

Wire,  corrosion-resisting  steel,  0.018-inch  diameter, 

1  oz: 

Spool 

.35 

.0040 

.0170 

s 

3891000 

X . 

WTire,  corrosion-resisting  steel,  0.028-inch  diameter, 

Vi  lb : 

Coil 

.85 

.0180 

.1800 

s 

3893000 

X . 

Wire,  silver,  preformed  clips,  100:  Blood  vessel.  For 
use  with  3218500  and  3717500. 

Pkg. 

.50 

.2000 

.5500 

a 

• 

42 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  1 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


PLATE  2 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


3061000 


A 

I 


3060500 


err  jxc. 


3065000 


3068000 


INCHES 


r~  i  1  2i — ^ 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  3 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


PLATE  4 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


3112000 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  5 


IVIED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


PLATE  B 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


1  1 

~~|  2 

“  1  3 

1  4 

T  5 

1  6 : 

INCHES 

3I3IOOO 


3133000 


3136000 


3143000 


3134000 


3146000 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  7 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


PLATE  8 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


3148300 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  9 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


PLATE  10 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


3185000  3184000 


3187000 


3182800 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  11 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


t 

—  3193500 
2  CUPS  IN  SET 


3 193300 


3191700 


PLATE  12 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


3197000 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  13 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


PLATE  14 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  15 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


PLATE  16 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


1  I  n  I  2|  1  3]  1  4]  |  5]  I  6 

IlNCHES  _ 1___ _ _ _ _ _ _ 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  17 


SURGICAL  INSTRUMENTS 


CLASS  3 


L  51  1  6i 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  19 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


PLATE  20 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


3263000 


N 


3264500 


3264800 


Sal 


T  I  SI  I  61 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  21 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


M  H  '  31  rT~n . r'6l 


PLATE  22 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  *  1  MARCH  1944 


PLATE  23 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


3285000 


PLATE  24 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


3301000 


_ _ _ Ji 

3302000 


3294700 


INCHES  ' 

|  2 

1  3 

1  ^ 

1  5 

1  6 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  25 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


33IOOOO 


3316000 


3315000 


I  21 


~5l  I  6l 


PLATE  26 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


3317000 


3329000 


3320000 


33330  00 


=fl 


3334000 


3325000 


3318000 


I 

3332000 


333IOOO 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  27 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


3335600 


3335000 


3340700 


3340000 


1 - i 

|  2 

- 1 - 3 

1  ^ 

|  5 

— r 

INCHES 

PLATE  28 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


3338500 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


3349000 


3342000 


3343000 


3341000 


1 — r 

- 1 - 2 

1  3I 

1  *1 

1 — 5T” 

1  6l 

INCHES 

1 

J 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  29 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


1 

1  2 

“  “1  3 

inches' 

3357500 


PLATE  30 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


3360000 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


3404000 


3404200 


3402900 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  31 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


■ 

3424000 


1 

|  2 

|  3 

T~4 

~~~1  5 

1  6 

INCHES 

3426500 


PLATE  32 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


1  MARCH  1944 


PLATE  33 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


3437000 


3439000 


3437200 


- 1 - T 

- 1 - 2 

- [ - 3 

1  4 

1  1 

- 1  6 

INCHES 

PLATE  34 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  35 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


3447000 


3445700 


3448000 


3445000 


PLATE  36 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


1  1 

- 1  2 

- 1  3 

1  ^ 

1  5 

1  6 

INCHES 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  -  1  MARCH  1944 


PLATE  37 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


3464000 


PLATE  38 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


\ 


INCHES  ’ 

1  2 

1  3 

1  4 

1  5 

r  6 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  39 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


PLATE  40 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


3485000 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


35IIOOO 


3513000 


— - - ) 

3499000 


PLATE  42 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  43 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


£>= 


% 

1  i] 

INCHES  1 

1  2 

1  1 

1  4| 

1  ;1  1 

6| 

3535000 


HHHMM 


3534000 


3528000 


PLATE  44 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


1  MARCH  1944 


CLASS  3 


SURGICAL  INSTRUMENTS 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  45 


MED  3 


SURGICAL  INSTRUMENTS 


CLASS  3 


1  1 

1  2 

1  3 

n 

1  5 

1  6 

INCHES 

PLATE  46 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  47 


MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


PLATE  48 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  -  1  MARCH  1944 


CLASS  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  49 


MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


3616500 


3616300 


■ 

.—Ac  ■ 


3610800 


CYLINDER  NOT  INCLUDED 


3613008 


3610600 

Tfoot1,  ~  '| 


DOTTLES  NOT 
INCLUDED 


3612000 

Uk'l  1  '*1 


PLATE  50 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  51 


MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


PLATE  52 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


3632000 


CLASS  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  MED  3 


3640000 


3638000 


3639000 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  53 


MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


PLATE  54 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  MED  3 


1  T 

- 1 - 2 

- 1 - 3 

- 1  4 

1  5 

1  6  j 

INCHES 

3669000 


3672200 


366750 0- 

— n 


36720  00 


3671000 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  55 


MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


3691000 


3699000 


3687000 


1  1 

- 1 - 2 

|  S 

1  4 

|  5 

- 1 - 6 

INCHES 

3694000 


3689000 


30C 


3696000 


PLATE  56 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  MED  3 


37080 iO 


A  n 


3704000 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  57 


MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


PLATE  58 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  59 


MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


HHBvnnnHMM 


Jl 


3735000 


NMHHI 


3733000  Uk  1 ' 1 . *1 . n 


PLATE  60 


ARMY  SERVICE  FORCFS  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


1  MARCH  1944 


PLATE  61 


MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


3772000 


3754000 


3754500 


TT Til  r*\  I  si 


BEgWI 


Jf 


PLATE  62 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944  > 


PLATE  63 


MED  3  SURGICAL  APPLIANCES,  DIAGNOSTIC  INSTRUMENTS,  SURGICAL  SUPPLIES  CLASS  3 


PLATE  64 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  4  LABORATORY  EQUIPMENT  AND  SUPPLIES  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Z!  T  of  Oprts 

Status 

4001000 

X . 

Adapter,  curved:  Glass,  180  by  25  mm.,  for  connecting 

Each 

$0.15 

.0250 

.0220 

s 

retorts  with  receivers. 

4002000 

X . 

Adapter  (Y-tube):  Glass,  5-mm.  bore . 

Each 

.  10 

.  1078 

.0780 

s 

4004000 

X . 

Amboceptor  filter  paper,  100  sheets:  100  mm.  square. . 

Pkg. 

.30 

.0240 

.0140 

s 

4005000 

Amboceptor  filter  paper  cutter : . 

Each 

7  50 

s 

4007000 

X . 

Ampule,  1-cc:  For  vaccine . 

Each 

.01 

6.2930 

s 

4007100 

X . 

Ampule,  2-cc:  For  vaccine . 

Each 

.02 

.2059 

s 

4007700 

X . 

Anaerobic  culture  apparatus:  Smillie  type,  complete. 

Each 

7.50 

.2500 

.1366 

s 

Illustrated. 

4007800 

X . 

Anaerobic  culture  apparatus  jar: . 

2  50 

.1200 

.  1200 

s 

4008500 

X . 

Asbestos  cloth:  Medium  weave,  40  inches  wide . 

Foot 

.60 

.0152 

.0167 

s 

4009000 

X . 

Asbestos  mat:  4  inches  square . 

Each 

.05 

.0350 

.0240 

s 

4011013 

Autoclave,  laboratory,  horizontal,  artificial-natural  gas: 

Each 

500  00 

s 

Illustrated. 

4011028 

Autoclave,  laboratory,  horizontal,  leaded  gasoline: . 

Each 

500  00 

s 

4011030 

Autoclave,  laboratory,  horizontal,  steam: . 

Each 

500  00 

s 

4011032 

Autoclave,  laboratory,  horizontal,  110  volt,  60  cycle: .  .  . 

Each 

500 . 00 

s 

4011035 

Autoclave,  laboratory,  horizontal,  220  volt,  60  cycle: .  .  . 

Each 

500.00 

s 

4013000 

Balance,  analytical:  Capacity  200  Gm.,  without 

Each 

78.65 

s 

weights.  Illustrated. 

4014000 

Balance,  analytical,  chain  weight:  Capacity  200  Gm., 

Each 

150.00 

s 

without  weights.  Illustrated. 

4016000 

X . 

Balance,  analytical,  rest:  Glass . 

Each 

.05 

.0090 

.0080 

s 

4017000 

Balance,  analytical,  weights:  0.001  Gm.  to  100  Gm., 

Set 

20.00 

s 

with  forceps,  in  case. 

4017200 

Balance,  Harvard  trip,  single-beam:  Capacity  2000 

Each 

10.50 

s 

Gm.,  without  weights. 

4017300 

Balance,  Harvard  trip,  weights:  10  mg.  to  500  Gm., 

Set 

6.50 

s 

with  forceps,  in  case.  For  use  with  4017200. 

4017500 

X . 

Balance  pan :  Glass,  approx.  3-inch  diameter . 

Pair 

.85 

.0090 

.0200 

s 

4020006 

Basal  metabolism  apparatus,  110  volt,  25  cycle:. 

Set 

150.00 

s 

4020008 

Basal  metabolism  apparatus,  110  volt,  60  cycle: 

Set 

150.00 

s 

Illustrated. 

4020012 

Basal  metabolism  apparatus,  220  volt,  60  cycle: 

Set 

150.00 

s 

4021005 

X . 

Basal  metabolism  chart,  Benedict-Roth,  100:  11  by 

Box 

3.50 

.0030 

.0005 

s 

20  inches. 

4021008 

X . 

Basal  metabolism  chart,  McKesson,  100:  Metabolor.  . 

Box 

3.50 

.0290 

.0310 

s 

4021010 

X . 

Basal  metabolism  chart,  Sanborn  1-MC,  100:  8)4  by 

Box 

3  50 

.0020 

.0040 

s 

14  inches. 

4021012 

X . 

Basal  metabolism  chart,  Sanborn  2-MC,  100:  11  by 

Box 

3.50 

.0007 

.0120 

s 

12  inches. 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 
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MED  3  LABORATORY  EQUIPMENT  AND  SUPPLIES  CLASS  4 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

4021013 

X . 

Basal  metabolism  chart,  Sanborn  3-MC,  100:  11  by 

12  inches. 

Box 

$3.50 

.0001 

.0005 

s 

4021015 

X . 

Basal  metabolism  chart,  Sanborn  4-MC,  100:  &Y  by 

11  inches. 

Box 

3.50 

.0044 

.0010 

s 

4021017 

X . 

Basal  metabolism  chart,  Sanborn  5-MC,  100:  SY  by 

11  inches. 

Box 

3.50 

.0044 

.0010 

s 

4021020 

X . 

Basal  metabolism  chart,  Sanborn  6-MC,  100:  10Y  by 

17  inches. 

Box 

3.50 

.0002 

.0010 

s 

4021023 

X . 

Basal  metabolism  chart,  Sanborn  8-MC,  100:  7  by  11 

inches. 

Box 

3  50 

.0355 

.0500 

s 

4021030 

X . 

Basal  metabolism  chart,  Sanborn  9-MC,  100:  7  by  11 

inches. 

Box 

3.50 

.0355 

.0500 

s 

4030000 

x 

Basket,  culture  tube: . 

Each 

.20 

.2800 

.2200 

.0250 

s 

s 

4031000 

X . 

Beads,  glass:  Solid,  5-mm.  diameter . 

Pound 

1.20 

.0200 

4031500 

X . 

Beaker,  50-cc:  Griffin  low  form,  with  spout . 

Each 

.10 

.2250 

.1400 

s 

4032000 

X . 

Beaker,  100-cc:  Griffin  low  form,  w'ith  spout.  Illus¬ 
trated. 

Each 

.10 

.2037 

.2400 

s 

4033000 

X . 

Beaker,  250-cc:  Griffin  low  form,  with  spout . 

Each 

.10 

.3770 

.5500 

s 

4034000 

X . 

Beaker,  600- cc:  Griffin  lowr  form,  with  spout . 

Each 

.20 

.2000 

.1500 

s 

4035000 

X . 

Beaker,  1,000  cc:  Griffin  low  form,  with  spout . 

Each 

.25 

.2300 

.1500 

s 

4036000 

X  .  .  . . 

Beaker,  2,000-cc:  Griffin  low  form,  writh  spout . 

Each 

98 

.1042 

.1146 

s 

4039000 

(1) . 

X  (1). . . 

Bellows:  Foot  power,  11-inch.  Illustrated . 

Each 

13  50 

s 

4040000 

Bellows,  disk :  Rubber,  1 1  Yi- inch . 

Each 

.55 

.0029 

.0029 

s 

4041000 

X 

Bellows,  net:  12-inch . 

Each 

.70 

.0022 

0020 

s 

4042000 

x 

Block,  embedding: . 

Each 

10 

.0450 

.0100 

.0504 

.0100 

s 

4043000 

X . 

Blood  lancet:  Automatic.  Illustrated . 

Each 

.70 

s 

4045000 

X . 

Bottle,  aspirator,  4-liter:  Illustrated . 

Each 

1.60 

.0300 

.0180 

s 

4046000 

X . 

Bottle,  balsam,  45-cc:  Illustrated . 

Each 

.20 

.0280 

.0400 

s 

4047000 

X . 

Bottle,  distilled  water,  narrow  mouth,  2V^-gallon: 

Without  stopper.  Illustrated. 

Each 

1.60 

.0100 

.0100 

s 

4048000 

X . 

Bottle,  dropping,  60-cc:  Illustrated . 

Each 

.25 

.4454 

.4899 

s 

4048500 

X . 

Bottle,  infusion,  Kelly,  700-cc:  Graduated  in  25-cc. 
divisions.  Illustrated. 

Each 

.70 

.1150 

.2000 

s 

4049000 

X . 

Bottle,  narrow  mouth,  30-cc.,  clear:  With  low  mush¬ 
room  stopper.  Replacement  in  7793000  dispensing 
set. 

Each 

.23 

.1050 

.1500 

s 

4049200 

X . 

Bottle,  narrow  mouth,  60-cc.,  clear:  With  low  mush¬ 
room  stopper.  Replacement  in  7793000  dispensing 
set. 

Each 

.24 

.1400 

.1500 

s 

4049400 

X . 

Bottle,  narrow  mouth,  60-cc.,  amber :  With  low  mush¬ 
room  stopper.  Replacement  in  7793000  dispensing 
set. 

Each 

.25 

.0500 

.0500 

s 

2 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  4  LABORATORY  EQUIPMENT  AND  SUPPLIES  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

4050000 

X . 

Bottle,  narrow  mouth,  120-cc.,  clear :  With  low  mush¬ 
room  stopper.  Replacement  in  7793000  dispensing 
set  and  7794000  dispensing  set,  veterinary.  Illus¬ 
trated. 

Each 

$0.27 

1 . 5000 

1 . 0000 

s 

4050200 

X . 

Bottle,  narrow  mouth,  120-cc.,  amber:  With  low  mush¬ 
room  stopper.  Replacement  in  7794000  dispensing 
set,  veterinary. 

Each 

.30 

.0900 

.1000 

s 

4051000 

X 

Bottle,  narrow  mouth,  250-cc.,  clear:  With  low  mush¬ 
room  stopper.  Replacement  in  7793000  dispensing 
set  and  7794000  dispensing  set,  veterinary. 

Each 

.35 

.1800 

.1500 

s 

4051500 

X . 

Bottle,  narrow  mouth,  500-cc.,  clear :  With  low  mush¬ 
room  stopper.  Replacement  in  7793000  dispensing 
set  and  7794000  dispensing  set,  veterinary. 

Each 

.40 

.1600 

.2090 

s 

4053000 

X . 

Bottle,  narrow  mouth,  1 -liter,  clear:  With  low  mush¬ 
room  stopper.  Replacement  in  7793000  dispensing 
set  and  7794000  dispensing  set,  veterinary. 

Each 

.50 

.2500 

.2000 

s 

4054000 

X . 

Bottle,  narrow  mouth,  4-liter,  clear:  With  low  mush¬ 
room  stopper. 

Each 

2.20 

.1400 

.1130 

s 

4055000 

X . 

Bottle,  narrow  mouth,  1 -gallon,  clear:  With  low  mush¬ 
room  stopper.  For  use  in  shipping  water  sample. 

Each 

1.55 

.0180 

.0800 

s 

4056000 

X . 

.  Bottle,  narrow  mouth,  5-gallon  carboy,  green :  Without 
cork  13  or  rubber  stopper  6.  Also  used  for  7953000. 

Each 

.60 

.1440 

.3000 

s 

4056200 

X . 

Bottle,  screw  neck,  vial  type,  round,  9-cc:  With  cap. . 

Each 

.02 

2.6926 

2.9619 

s 

4056300 

X . 

Bottle,  screw  neck,  vial  type,  round,  22-cc:  With  cap.  . 

Each 

.04 

.8160 

2.0000 

s 

4056400 

X . 

Bottle,  screw  neck,  vial  type,  round,  120-cc:  With  cap. 
Illustrated. 

Each 

.06 

.9000 

1.3000 

s 

4056500 

X . 

Bottle,  screw  neck,  vial  type,  square,  240-cc:  With  cap. . 

Each 

.10 

.1500 

.2000 

s 

4056600 

X . 

Bottle,  screw  neck,  wide  mouth,  round,  60-cc:  With 
cap. 

Each 

.05 

.3749 

.4124 

s 

4056700 

X . 

Bottle,  screw  neck,  wide  mouth,  round,  240-cc:  With 
cap. 

Each 

.10 

.1800 

.1980 

s 

4057000 

X . 

Bottle,  wide  mouth,  15-cc.,  clear:  With  flat  glass 
stopper. 

Each 

.25 

.0600 

.0200 

s 

4058000 

X . 

Bottle,  wide  mouth,  50-cc.,  cork-finish:  Without  cork 
14.  For  specimens. 

Each 

.05 

.7583 

.4400 

s 

4058200 

X . 

Bottle,  wide  mouth,  60-cc.,  clear :  With  low  mushroom 
stopper.  Replacement  in  7793000  dispensing  set. 

Each 

.15 

.1300 

.1000 

s 

4058400 

X . 

Bottle,  wide  mouth,  120-cc.,  clear :  With  low  mushroom 
stopper.  Replacement  in  7793000  dispensing  set 
and  7794000  dispensing  set,  veterinary.  Illustrated. 

Each 

.35 

.2000 

.2000 

s 

4058600 

X . 

Bottle,  wide  mouth,  120-cc.,  amber:  With  low  mush¬ 
room  stopper.  Replacement  in  7793000  dispensing 
set. 

Each 

.35 

.0500 

.0500 

s 

4059000 

X . 

Bottle,  wide  mouth,  120-cc.,  cork-finish :  Without  cork 
20.  For  specimens.  Illustrated. 

Each 

.10 

1.6461 

1.8108 

s 

4060000 

X . 

Bottle,  wide  mouth,  250-cc.,  clear:  With  low  mush¬ 
room  stopper.  For  dry  salts.  Replacement  in  7793000 
dispensing  set  and  7794000  dispensing  set,  veter¬ 
inary. 

Each 

.45 

.1700 

.1400 

s 
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4060500 

X . 

Bottle,  wide  mouth,  500-cc.,  clear:  With  low  mush¬ 
room  stopper.  Replacement  in  7793000  dispensing 
set  and  7794000  dispensing  set,  veterinary. 

4061000 

X . 

Bottle,  reagent,  set  of  29:  One  each  with  one  of  the  19 
labels  specified  below  and  10  blanks.  All  bottles 
narrow  mouth,  240-cc.,  with  vertical  stopper  and  label 
blown  in  glass.  Illustrated. 

4062000 

X . 

Bottle,  reagent,  acetic  acid: . 

4063000 

X . 

Bottle,  reagent,  alcohol: . 

4064000 

X . 

Bottle,  reagent,  ammonia: . 

4065000 

X . 

Bottle,  reagent,  ammonium  acetate: . 

4066000 

X . 

Bottle,  reagent,  barium  chloride:  .... 

4067000 

X . 

Bottle,  reagent,  blank: . 

4068000 

X . 

Bottle,  reagent,  calcium  chloride: . 

4069000 

X . 

Bottle,  reagent,  copper  sulfate: . 

4070000 

X . 

Bottle,  reagent,  ferric  chloride: . 

4071000 

X . 

4072000 

X . 

Bottle,  reagent,  hydrochloric  acid,  dilute: 

4073000 

X . 

Bottle,  reagent,  mercury  bichloride:  . 

4074000 

X . 

Bottle,  reagent,  nitric  acid,  concentrated: 

4075000 

X . 

Bottle,  reagent,  nitric  acid,  dilute: . 

4076000 

X . 

Bottle,  reagent,  potassium  hydroxide: 

4077000 

X . 

Bottle,  reagent,  potassium  iodide: .  . 

4078000 

X . 

Bottle,  reagent,  silver  nitrate: . 

4079000 

X . 

Bottle,  reagent,  sodium  hydroxide:  ...  . 

4080000 

X . 

Bottle,  reagent,  sulfuric  acid,  concentrated: 

4081000 

X . 

• 

Bottle,  reagent,  sulfuric  acid,  dilute: . 

4082000 

X . 

Bottle,  specific  gravity,  25-cc:  Conical,  with  ther¬ 
mometer.  Illustrated. 

4083000 

X . 

Bottle,  sputum:  Wide  mouth,  without  cork  10.  Illus¬ 
trated. 

4084000 

X . 

Bottle,  vaccine,  5-cc: . 

4085000 

X . 

Bottle,  vaccine,  10-cc: . 

4086000 

X . 

Bottle,  vaccine,  25-cc: . 

4087000 

X . 

Bottle,  vaccine,  50-cc:  Illustrated . 

4088000 

x  (1).  . . 

Bottle,  vaccine,  rubber  stopper:  Size  14 . 

4089000 

X . 

Bottle,  weighing:  With  glass  stopper.  Illustrated.  . . . 

4089500 

X . 

Bottle,  Woulfif,  250-cc:  With  2  necks.  Illustrated . 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

Each 

$0.30 

.0700 

.0700 

s 

Set 

18.25 

.0080 

.0100 

s 

Each 

.55 

.0022 

.0024 

s 

Each 

.55 

.0046 

.0050 

s 

Each 

.55 

.0027 

.0030 

s 

Each 

.55 

.0016 

.0018 

s 

Each 

.55 

.0012 

.0013 

s 

Each 

.55 

.0150 

.0660 

s 

Each 

.55 

.0021 

.0023 

s 

Each 

.55 

.0020 

.0010 

s 

Each 

.55 

.0020 

.0020 

s 

Each 

.55 

.0019 

.0021 

s 

Each 

.55 

.0033 

.0036 

s 

Each 

.55 

.0022 

.0024 

s 

Each 

.55 

.0035 

.0039 

s 

Each 

.55 

.0024 

.0026 

s 

Each 

.55 

.0020 

.0020 

s 

Each 

.55 

.0018 

.0020 

s 

Each 

.55 

.0019 

.0021 

s 

Each 

.55 

.0045 

.0049 

s 

Each 

.55 

.0022 

.0024 

s 

Each 

.55 

.0036 

.0039 

s 

Each 

3.75 

.0166 

.0182 

s 

Each 

.04 

.7441 

.4000 

s 

Each 

.02 

As  req’d 

As  req’d 

s 

Each 

.02 

As  req’d 

As  req’d 

s 

Each 

.02 

As  req’d 

As  req’d 

s 

Each 

.03 

As  req’d 

As  req’d 

s 

Each 

.01 

As  req’d 

As  req’d 

s 

Each 

.40 

.0180 

.0301 

s 

Each 

.65 

.0034 

.0038 

s 
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4090000 

X . 

Box.  paraffin  embedding:  Consists  of  2  metal  angle 

Set 

to.  35 

.1000 

.0330 

s 

pieces  and  1  metal  base  plate.  Illustrated. 

4091000 

X . 

Brush,  beaker:  Illustrated . 

Each 

12 

0640 

0760 

s 

4092000 

X . 

Brush,  burette:  Illustrated . 

Each 

06 

.0470 

.0350 

s 

4093000 

Brush,  camel  hair,  1 -inch:  Flat . 

Each 

.30 

s 

4094000 

X . 

Brush,  flask:  Illustrated . 

11 

0750 

0760 

s 

4094500 

X . 

Brush,  milk-testing  bottle:  Illustrated . . 

Each 

03 

0370 

0200 

s 

4095000 

X . 

Brush,  lVg-inch  diameter,  for  test  tube:  Illus- 

Each 

.04 

.2325 

.1700 

s 

trated. 

4095500 

X . 

Brush,  Vi-inch  diameter,  for  test  tube: . 

05 

1400 

0700 

s 

4097000 

X(l).. 

Bulb,  rubber,  3-cc:  For  use  with  dropping  pipette  .  . . . 

Each 

.01 

.0700 

.1000 

s 

4098000 

X(l).. 

Bulb,  rubber,  1  Vi-inch:  For  use  with  large  pipettes, 

Each 

.07 

.0200 

.0300 

s 

etc. 

4099000 

X . 

Burette,  25-cc:  Graduated  in  0.1  cc . 

Each 

1  05 

.0462 

0250 

s 

4100000 

X . 

Burette,  50-cc:  Graduated  in  0.1  cc.  Illustrated . 

Each 

1  10 

0400 

0400 

s 

4100050 

X(l).. 

Burette,  analytical,  10-cc:  Mohr.  With  glass  bead, 

Each 

1.25 

.0660 

s 

rubber  tubing  and  outlet  tip. 

4101000 

X . 

Burette,  automatic,  50-cc:  Graduated  in  0.1  cc.,  with 

Each 

2.40 

.0180 

.0100 

s 

three-way  stopcock.  Illustrated. 

4101200 

X . 

Burette,  micro,  5-cc:  Graduated  in  0.01  cc.  Illustrated. 

Each 

3.95 

.0170 

.0130 

s 

4103000 

Burner,  Bunsen:  With  pilot  light  and  stopcock. 

Each 

.95 

s 

Illustrated. 

4104000 

Burner,  Bunsen,  4-burner:  Illustrated . 

Each 

1.20 

s 

4105000 

Burner,  Bunsen,  blast:  For  use  with  foot  bellows. 

Each 

3.35 

s 

Illustrated. 

4106000 

Burner,  Bunsen,  high  temperature:  Illustrated . 

Each 

2.80 

s 

4107000 

Burner,  Bunsen,  Tirrill  type:  Illustrated . 

Each 

.65 

s 

4108000 

Burner,  Bunsen,  chimney:  For  4103000  or  4107000. . .  . 

Each 

.15 

s 

4109000 

X . 

Burner,  Bunsen,  tripod:  For  4103000  or  4107000. 

Each 

.15 

.0080 

.0060 

s 

Illustrated. 

4110000 

X . 

Burner,  Bunsen,  wing  top:  For  4103000  or  4107000. 

Each 

.08 

.0150 

.0100 

s 

Illustrated. 

4111000 

Burner,  gas,  radial:  Fletcher . 

Each 

5.50 

s 

4114000 

Burner,  micro:  For  artificial  gas.  Illustrated . 

Each 

.45 

s 

4114500 

Burner,  micro,  flame  shield:  Illustrated . 

Each 

.45 

s 

4115000 

Gage,  animal:  With  refuse  pan.  Illustrated . 

Each 

6.50 

s 

4116000 

x 

Gage,  animal,  iron  support: . 

Each 

1.90 

.0030 

.0010 

s 

4117500 

x 

Gage,  animal,  refuse  pan: . 

Each 

1.25 

.0020 

.0004 

s 

4121000 

X . 

Carbon  dioxide  apparatus:  Van  Slyke,  glass  parts 

Each 

8.50 

.0030 

.0030 

s 

mounted  on  wood  base.  Illustrated. 
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REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

4121200 

X. . . . 

Carbon  dioxide  apparatus  leveling  bulb:  250-cc. 
capacity,  3-inch  diameter.  For  use  with  4121000. 

Each 

SO.  50 

.0060 

.0020 

s 

4122000 

Carbon  dioxide  cylinder  (laboratory),  filled:  Contains 

Each 

16.25 

s 

20  lb.  of  CO2.  Painted  gray. 

4122100 

Carbon  dioxide  cylinder  (laboratory),  empty:  Painted 

Each 

11.00 

s 

gray.  For  gas  see  7805200. 

4124000 

X . 

Case,  mailing,  culture:  Double  type.  Takes  150  by 
16-mm.  test  tube.  Illustrated. 

Each 

.10 

.3500 

.4000 

s 

4124500 

X . 

Case,  mailing,  Wright’s  stain:  Single  type.  Illustrated. . 

Each 

.03 

.2404 

.4500 

s 

4125000 

X . 

Case,  mailing,  typhoid:  Double  type.  Takes  4  shell 
vials.  Illustrated. 

Each 

.12 

1.2000 

1.4000 

s 

4126000 

X . 

Case,  mailing,  Wassermann :  Single  type.  Illustrated . . 

Each 

.02 

1.6000 

1.8000 

s 

4127000 

X . 

Case,  mailing,  water:  Double  type.  Takes  120-cc. 
bottle.  Illustrated. 

Each 

.10 

1.8000 

2.9330 

s 

Note:  See  Miscellaneous  Section  of  Class  1  for  sup¬ 
plies  in  mailing  cases  furnished  by  Service  Command 
laboratories. 

4128300 

X . 

Casserole,  150-cc:  Without  lid . 

.50 

.60 

1.40 

290.40 

290  40 

.0006 

.0003 

.0003 

.0006 

.0003 

.0003 

s 

s 

s 

s 

s 

s 

s 

4128400 

X . 

Casserole,  375-cc:  Without  lid . 

Each 

4128600 

X . 

Casserole,  1, 250-cc:  Without  lid . 

4129006 

Centrifuge,  electric,  1 10  volt,  25  cycle : . 

Each 

4129008 

Centrifuge,  electric,  110  volt,  50-60  cycle: . 

Each 

4129010 

Centrifuge,  electric,  110  volt,  DC: . 

Each 

290.40 

290.40 

4129020 

Centrifuge,  electric,  220  volt,  DC: 

Each 

Note:  The  above  centrifuges  are  complete  on  stand 
and  consist  of  speed  control  rheostat,  one  8-tube  head 
(4131500),  eight  50-cc.  metal  tubes  (4138000)  complete 
with  rubber  cushions  (4131000),  eight  trunnion  cups 
(4133000)  complete  with  rubber  cushions  (4134000), 
eight  trunnion  rings  (4136000)  and  eight  reducing  caps 
(4132000). 

4129300 

(4) . 

Centrifuge,  electric,  large:  Illustrated 

Each 

350.00 

s 

Note :  The  above  centrifuge  is  complete  on  stand  and 
consists  of  speed  control  rheostat,  one  16-tube  head 
(4131600),  sixteen  50-cc.  metal  tubes  (4138000)  com¬ 
plete  with  rubber  cushions  (4131000),  sixteen  trunnion 
rings  (4136000),  sixteen  reducing  caps  (4132000),  six¬ 
teen  multiple  carriers  (4132200)  complete  with  rubber 
cushions  (4132300). 

4130000 

x  (1).  . . 

Centrifuge,  electric,  rubber  cushion  for  15-cc.  metal 
tube:  For  use  with  4137000. 

Each 

.08 

.0080 

.0200 

s 

4131000 

x  (1).  . . 

Centrifuge,  electric,  rubber  cushion  for  50-cc.  metal 
tube:  For  use  with  4138000. 

Each 

.10 

.0080 

.0100 

s 

4131500 

Centrifuge,  electric,  head,  8-tube:  Without  metal 

Each 

14.00 

s 

tubes.  For  use  with  4129006-20  and  4129300. 

4131600 

Centrifuge,  electric,  head,  16-tube:  Without  metal 

Each 

36.50 

s 

tubes.  For  use  only  with  4129300. 
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4132000 

X . 

Centrifuge,  electric,  reducing  cap:  For  use  with  15-cc. 
glass  centrifuge  tube  in  50-cc.  metal  holder.  For  use 
with  4129006-20  and  4129300. 

Each 

$0.20 

.0040 

.0070 

s 

4132200 

Centrifuge,  electric,  multiple  carrier,  8-place:  With  8 

Each 

3.95 

s 

rubber  cushions  and  without  glass  tubes.  For  use 
with  4129006-20  and  4129300. 

4132300 

X(1).. 

Centrifuge,  electric,  multiple  carrier  rubber  cushion : 

For  use  with  4132200. 

Each 

.08 

.0272 

.0299 

s 

4133000 

X . 

Centrifuge,  electric,  trunnion  cup:  With  rubber  cush- 
ion,  for  milk  and  cream  test  bottles  (4348000  and 
4349000).  For  use  w  ith  4129006-20  and  4129300. 

Each 

1.00 

.0010 

.0010 

s 

4134000 

X(l).. 

Centrifuge,  electric,  trunnion  cup  rubber  cushion: 

For  use  with  4133000. 

Each 

.06 

.0050 

.0060 

s 

4136000 

X . 

Centrifuge,  electric,  trunnion  ring  for  50-cc.  metal  tube: 

For  use  with  4138000  on  4129006-20  or  4129300. 

Each 

.45 

.0040 

.0030 

s 

4137000 

X . 

Centrifuge,  electric,  tube,  metal,  15-cc:  With  rubber 
cushion  (4130000).  Takes  15-cc.  glass  centrifuge  tube. 
For  use  with  4139008-14. 

Each 

.70 

.0020 

.0010 

4138000 

X. .'. . . 

Centrifuge,  electric,  tube,  metal,  50-cc:  With  rubber 
cushion  (4131000).  Takes  50-cc.  glass  centrifuge  tube. 
For  use  with  4131503  and  4131600  on  4129006-20  or 
4129300. 

Each 

.65 

.0010 

.0020 

s 

4139008 

Centrifuge,  electric,  small,  110  volt,  AC-DC:  Ulus- 

Each 

18.00 

s 

trated. 

4139014 

Centrifuge,  electric,  small,  220  volt,  AC-DC: . 

Each 

18.00 

s 

Note:  The  above  centrifuges  consist  of  speed  control 
rheostat,  one  conical  6-tube  head  and  six  tube  shields 
to  accommodate  15-cc.  centrifuge  tubes  and  15-mm. 
test  tubes. 

4140000 

Centrifuge,  hand:  Single-speed.  2  tube  heads  with  2 
shields  for  15-cc.  tubes,  illustrated. 

Each 

4.50 

s 

4141000 

X . 

Centrifuge,  hand,  metal  shield:  Takes  15-cc.  glass 
centrifuge  tube. 

Each 

.15 

.0025 

.0030 

s 

4141700 

X . 

Centrifuge  tube,  graduated,  6Vfe-cc:  Glass,  Shevky- 
Stafford.  Fits  any  centrifuge.  Illustrated. 

Each 

1.00 

.0300 

.3000 

s 

4142000 

X . 

Centrifuge  tube,  graduated,  15-cc:  Glass.  Fits  any 
centrifuge.  Takes  cork  6  or  rubber  stopper  1. 

Each 

.25 

1.5000 

1.5000 

s 

4143000 

X . 

Centrifuge  tube,  ungraduated,  15-cc:  Glass.  Fits  any 
centrifuge.  Takes  cork  6  or  rubber  stopper  1.  Illus¬ 
trated. 

Each 

.04 

1.6000 

1.7600 

s 

4144000 

X . 

Centrifuge  tube,  ungraduated,  50-cc:  Glass  w'ith 
pourout.  Fits  50-cc.  metal  tube. 

Each 

.10 

.2800 

.2000 

s 

4175000 

X . 

Clamp,  adjustable:  For  burettes,  etc.  Illustrated . 

Each 

25 

.1000 

.0325 

.2100 

.0100 

s 

s 

4176000 

X . 

Clamp,  extension,  8-inch:  Universal,  for  use  with 
adjustable  clamp  holder. 

Each 

.35 

4177000 

X . 

Clamp,  extension,  11 -inch:  Universal,  for  use  with 
adjustable  clamp  holder.  Illustrated. 

Each 

.35 

.0400 

.0450 

s 

4178000 

X . 

Clamp,  extension,  holder:  Adjustable,  for  attaching 
extension  clamp  to  support  stand.  Illustrated. 

Each 

.32 

.0325 

.0600 

s 
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Zl 
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4180000 

X . 

Clamp,  Mohr’s  pinchcock:  For  rubber  tubing.  Ulus- 

Each 

$0.05 

.2600 

.4141 

s 

trated. 

4180400 

X . 

Clamp,  pinchcock,  heavy:  Coil-spring  type,  parallel 

Each 

.15 

.2000 

.2500 

s 

arms.  Illustrated. 

4180600 

X . 

Clamp,  pinchcock,  regular:  Coil-spring  type,  parallel 

Each 

.15 

.2000 

.3000 

s 

arms. 

4180800 

X . 

Clamp,  shut-off,  screw  adjustment:  Illustrated 

10 

1200 

9YWT 

a 

4181000 

X . 

Clamp,  test  tube:  Illustrated . 

07 

.1300 

.1000 

s 

4182000 

Clock,  interval-timer:  Illustrated . 

Each  ' 

3  00 

S 

4184000 

Colorimeter,  Duboscq:  Direct  result  or  top  reading. 

Each 

65  00 

S 

Complete  with  2  cups  and  2  plungers,  in  case.  Illus- 

trated. 

4184200 

Colorimeter  micro  attachment:  Consists  of  2  small 

Each 

16.00 

S 

cups  and  2  small  plungers  for  micro  work.  For  use 

with  Klett  top  reader. 

4185005 

X . 

Colorimeter  cup,  Kober-KIett:  Replacement  for 

Each 

2.00 

.0236 

.0208 

S 

4184000;  not  for  use  with  4184200. 

4185010 

X . 

Colorimeter  cup,  Bausch  and  Lomb :  Replacement  for 

Each 

2.00 

.0064 

.0032 

S 

4184000;  not  for  use  with  4184200. 

4185205 

X . 

Colorimeter  plunger,  Kober-KIett:  67-mm.  length. 

Pair 

4.00 

.0082 

.0184 

S 

Replacement  for  4184000;  not  for  use  with  4184200. 

4185210 

X . 

Colorimeter  plunger,  medium,  Kober-KIett:  57-mm. 

Pair 

4.00 

.0010 

.0002 

S 

length.  For  use  with  4184000;  not  for  use  with 

4184200. 

4185215 

X . 

Colorimeter  plunger,  Bausch  and  Lomb :  Replacement 

Pair 

4.00 

.0040 

.0014 

S 

for  4184000;  not  for  use  with  4184200. 

4185500 

X . 

Condenser,  Allihn:  400-mm . 

Each 

1.50 

(Substit 

ute  for 

SS 

4187( 

K)0) 

4187000 

X . 

Condenser,  Liebig:  400-mm . 

1  00 

.0120 

.0193 

s 

4187200 

Counter,  colony,  Quebec:  With  Wolffhuegel  counting 

Each 

21  00 

s 

plate.  For  plate  replacement  requisition  4188000. 

Illustrated. 

4187400 

Counter,  hand  (tally  register):  Veeder  type.  Illus- 

Each 

4  50 

s 

trated. 

4188000 

X . 

Counting  plate,  Wolflfhuegel:  Illustrated 

Each 

6  00 

.0072 

.0120 

s 

4188400 

Counting  chamber,  spinal  fluid: . 

4  50 

s 

4189000 

X . 

Cover  glass,  22  mm.  square,  1/2-oz:  No.  1 

65 

1  0000 

1  2885 

s 

4190000 

X . 

Cover  glass,  22  by  40  mm.,  i/^-oz:  No.  1  . 

Rox 

65 

1750 

1100 

s 

4192000 

X . 

Crucible,  Gooch,  25-cc:  Porcelain,  without  cover. 

Each 

.35 

.0200 

.0140 

s 

Illustrated. 

4192200 

X . 

Crucible,  Gooch,  cover:  Porcelain,  42-mm.  diameter. . . 

Each 

.03 

.0100 

.0110 

s 

4193000 

x  (1). . . 

Crucible  holder:  Walter,  for  use  with  Gooch  crucible. 

Each 

.15 

.0100 

.0100 

s 

Illustrated. 

4193500 

Crucible,  platinum,  20-cc:  With  cover.  Illustrated. . . . 

Each 

30.00 

s 
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4194000 

X . 

4194200 

X . 

4197000 

X.' . 

4198000 

X . 

4199000 

X . 

4200000 

X . 

4201000 

X . 

4202000 

X . 

4203000 

X . 

4204000 

X . 

4205000 

X . 

4206000 

X . 

4207000 

X . 

4208000 

4209000 

X . 

4209300 

X . 

4209500 

X . 

4210000 

X . 

4210500 

4211000 

x. ...... 

4212000 

X . 

4213000 

X . 

4213900 

4214000 

X . 

4215000 

X . 

4216000 

X . 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

Crucible,  porcelain,  30-cc:  High  form,  without  cover  . . 

Each 

$0.25 

.0220 

.0100 

s 

Crucible,  porcelain,  cover:  Porcelain,  47-mm.  diameter. 

Each 

.04 

.0100 

.0110 

s 

Cylinder,  graduated,  10-cc:  Glass,  with  spout . 

Each 

.25 

.0900 

.0800 

s 

Cylinder,  graduated,  25-cc:  Glass,  with  spout . 

Each 

.28 

.1500 

.2272 

s 

Cylinder,  graduated,  50-cc:  Glass,  with  spout . 

Each 

.30 

.1700 

.1000 

s 

Cylinder,  graduated,  100-cc:  Glass,  with  spout.  11- 

Each 

.40 

.1600 

.1200 

s 

lustrated. 

Cylinder,  graduated,  250-cc:  Glass,  with  spout . 

Each 

.45 

.0600 

.0700 

s 

Cylinder,  graduated,  500-cc:  Glass,  with  spout . 

Each 

.95 

.0800 

.1090 

s 

Cylinder,  graduated,  1,000-cc:  Glass,  with  spout . 

Each 

1.40 

.0830 

.0600 

s 

Cylinder,  graduated,  mixing,  25-cc:  Glass,- with  glass 

Each 

.55 

.0235 

.0160 

s 

stopper. 

Cylinder,  graduated,  mixing,  50-cc:  Glass,  with  glass 

Each 

.65 

.0450 

.0300 

s 

stopper. 

Cylinder,  graduated,  mixing,  100-cc:  Glass,  with  glass 

Each 

.75 

.0440 

.0250 

s 

stopper.  Illustrated. 

Cylinder,  graduated,  mixing,  250-cc :  Glass,  with  glass 

Each 

1.10 

.0260 

.0100 

s 

stopper. 

Desiccator,  Scheibler,  150-mm:  Complete  with  plate. 

Each 

9.50 

s 

Illustrated. 

Desiccator,  Scheibler,  plate :  Porcelain . 

Each 

1.20 

.0030 

.0020 

s 

Desiccator,  vacuum,  250-mm:  With  tubulated  cover. 

Each 

11.50 

.0050 

.0020 

s 

Illustrated. 

Desiccator,  vacuum,  plate:  Porcelain . 

Each 

2.40 

.0023 

.0020 

s 

Diamond,  marking:  For  glass . 

Each 

.95 

.0180 

.0224 

s 

Each 

.40 

.0600 

s 

diameter  55  mm.,  depth  23  mm.;  complete  with 

cover. 

Dish,  culture:  150  by  15  mm.  Illustrated . 

Pair 

.55 

.1500 

.1400 

s 

Dish,  evaporating,  glass,  125-cc:  80  by  45  mm. 

Each 

.20 

.0400 

.0250 

s 

Illustrated. 

Dish,  evaporating,  glass,  275-cc:  105  by  55  mm. 

Each 

.25 

.0267 

.0293 

s 

Illustrated. 

Dish,  evaporating,  platinum,  100-cc:  With  spout. 

Each 

44.45 

s 

Illustrated. 

Dish,  evaporating,  porcelain,  70-cc:  75-mm.  diameter, 

Each 

.14 

.0600 

.0600 

s 

with  spout.  Illustrated. 

Dish,  evaporating,  porcelain,  250-cc:  115-mm.  diam- 

Each 

.35 

.0537 

.0500 

s 

eter,  with  spout. 

Dish,  evaporating,  porcelain,  1,285-cc:  215-mm. 

Each 

.90 

.0250 

.0150 

s 

diameter,  with  spout. 
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4220000 

X . 

Dish,  Petri:  Top  100  by  15  mm.;  bottom  95  by  15  mm. 

Pair 

$0.20 

3.5000 

6.0000 

s 

Illustrated. 

4221000 

X . 

Dish,  Petri,  top:  100  by  15  mm. . . 

12 

1620 

2000 

s 

4222000 

X . 

Dish,  Petri,  bottom :  95  by  15  mm . 

12 

0600 

0990 

s 

4222200 

X . 

Dish,  Petri,  large:  Top  150  by  15  mm.;  bottom  145  by 

Pair 

.55 

.1800 

.1980 

s 

15  mm. 

4222202 

X . 

Dish,  Petri,  large,  top:  150  by  15  mm . 

20 

0130 

0140 

g 

4222204 

X . 

Dish,  Petri,  large,  bottom:  145  by  15  mm . 

20 

.0070 

.0080 

g 

4223000 

Dish,  Petri,  holder:  Metal,  with  removable  trav. 

Each 

1.25 

s 

Illustrated. 

4223500 

Dish,  staining,  glass,  complete:  With  metal  rack  for 

Each 

.75 

s 

30  1  by  3-inch  slides. 

4223600 

X . 

Dish,  staining,  glass  dish:  Approximately  5  inches 

Each 

.25 

.0800 

.0900 

s 

long  by  2  inches  deep. 

4223700 

Dish,  staining,  rack:  Metal.  Takes  30  slides  1  by 

Each 

.50 

s 

3-inch. 

4223800 

Dish,  staining,  wire  handle :  For  use  with  4223500 . 

Each 

.20 

s 

4224000 

X . 

Dish,  Stender,  26  mm.  high:  50-mm.  diameter,  with 

Each 

.15 

.0527 

.0650 

s 

cover.  Illustrated. 

4225000 

X . 

Dish,  Stender,  90  mm.  high:  60-mm.  diameter,  with 

Each 

.20 

.0477 

.0600 

s 

cover. 

4226009 

Distilling  apparatus,  2-gallon,  artificial-natural  gas: 

Each 

50.00 

s 

2  gallons  capacity  per  hour. 

4226011 

Distilling  apparatus,  5-gallon,  artificial-natural  gas: 

Each 

90.00 

s 

5  gallons  capacity  per  hour. 

4226014 

Distilling  apparatus,  1 -gallon,  110  volt,  AC-DC:  1 

Each 

60.00 

s 

gallon  capacity  per  hour. 

4226015 

Distilling  apparatus,  2-gallon,  110  volt,  AC-DC:  2 

Each 

55  00 

s 

gallons  capacity  per  hour. 

4226017 

Distilling  apparatus,  3-gaIIon,  110  volt,  AC-DC:  3 

Each 

90.00 

s 

gallons  capacity  per  hour. 

4226019 

Distilling  apparatus,  5-gallon,  110  volt,  AC-DC:  5 

Each 

210.00 

s 

gallons  capacity  per  hour. 

4226020 

Distilling  apparatus,  2-gallon,  steam :  2  gallons  capacity 

Each 

40  00 

s 

per  hour. 

4226021 

Distilling  apparatus,  3-gaIIon,  steam :  3  gallons  capacity 

Each 

55.00 

s 

per  hour. 

4226022 

Distilling  apparatus,  5-gallon,  steam:  5  gallons  capacity 

Each 

135.00 

s 

per  hour. 

4226023 

Distilling  apparatus,  2-gallon,  220  volt,  AC-DC:  2 

Each 

70.00 

s 

gallons  capacity  per  hour. 

4226029 

Distilling  apparatus,  3-gallon,  220  volt,  AC-DC:  3 

Each 

90.00 

s 

gallons  capacity  per  hour. 

4226035 

Distilling  apparatus,  2-gallon,  leaded  gasoline:  2 

Each 

55.00 

s 

gallons  capacity  per  hour.  Illustrated. 
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4226038 

Distilling  apparatus,  5  -  gallon,  leaded  gasoline : 

Each 

5155.00 

s 

5  gallons  capacity  per  hour. 

4226500 

X . 

Distilling  apparatus  with  Graham  condenser:  1,000-cc. 

Each 

7.65 

.0030 

.0060 

s 

capacity.  Illustrated. 

4227000 

Distilling  apparatus,  Ralston:  Portable,  capacity  1  to  3 

Each 

10  00 

s 

quarts  per  hour.  May  be  operated  with  any  suitable 

burner  or  ordinary  stove.  Illustrated. 

4229000 

X . 

Extraction  apparatus,  rubber  analysis:  Illustrated 

1  75 

0055 

nr>7n 

g 

4229200 

X . 

Extraction  apparatus  with  Friedrichs  condenser: 

Each 

6.55 

.0040 

.0028 

s 

Illustrated. 

4229400 

X . 

Extraction  apparatus  condenser,  small:  Friedrichs 

Each 

3.15 

.0040 

.0070 

s 

type. 

4229600 

X . 

Extraction  apparatus  extractor,  small :  Soxhlet  type. . . 

Each 

2.75 

.0050 

.0050 

s 

4229800 

X . 

Extraction  apparatus  flask  250-cc: . 

65 

0055 

0080 

g 

4230000 

X . 

Extraction  thimble,  25:  Double  thickness,  22  by  80 

Carton 

3.00 

.0060 

.0045 

s 

mm.,  fat-free.  Illustrated. 

4233000 

X . 

Filter,  Berkefeld  No.  1,  glass  mantle: . 

Each 

1  75 

s 

4235000 

X . 

Filter,  Berkefeld  No.  13,  glass  mantle: . 

Each 

90 

s 

4237000 

X . 

Filter,  Berkefeld  No.  3,  glass  mantle: . 

Each 

.55 

s 

4237500 

Filter,  Seitz-Manteufel  type,  size  6:  100-cc.  Ulus- 

Each 

9  45 

s 

trated. 

4237700 

X . 

Filter  disk,  100:  Seitz  germicide  type . 

Pkg 

3  65 

0080 

0132 

s 

4238000 

X . 

Flask,  culture,  Kolle,  320-cc:  Illustrated . 

38 

1500 

1100 

s 

4238500 

X . 

Flask,  distillation,  125-cc: . 

20 

0200 

0120 

s 

4239000 

X . 

Flask,  distillation,  250-cc:  Illustrated . 

25 

0150 

0150 

s 

4240000 

X . 

Flask,  distillation,  500-cc : . 

30 

0200 

0150 

s 

4241000 

X . 

Flask,  distillation,  1,000-cc: . 

55 

0193 

0193 

s 

4242000 

X . 

Flask,  Erlenmeyer,  50-cc:  Narrow  mouth . 

Each 

.10 

.4813 

.3000 

s 

4243000 

X . 

Flask,  Erlenmeyer,  125-cc:  Narrow  mouth . 

Each 

.10 

.5000 

.3400 

s 

4244000 

X . 

Flask,  Erlenmeyer,  250-cc :  Narrow  mouth.  Illustrated. 

Each 

.12 

.6000 

.7658 

s 

4245000 

X . 

Flask,  Erlenmeyer,  500-cc:  Narrow  mouth . 

Each 

.15 

.3000 

.2000 

s 

4246000 

X . 

Flask,  Erlenmeyer,  1,000-cc:  Narrow  mouth . 

Each 

.22 

.2669 

.2936 

s 

4247000 

X . 

Flask,  Erlenmeyer,  2,000-cc:  Narrow  mouth  . . 

40 

2000 

2000 

s 

4248000 

X . 

Flask,  filtering,  500-cc:  With  side  tubulation.  Illus- 

Each 

.60 

.0300 

.0250 

s 

trated. 

4249000 

X . 

Flask,  filtering,  1,000-cc:  With  side  tubulation . 

Each 

.75 

.0150 

.0165 

s 

4250000 

X . 

Flask,  Florence  (boiling),  250-cc:  Flat  bottom,  vial 

Each 

.15 

.0360 

.0300 

s 

mouth.  Illustrated. 

4251000 

X . 

Flask,  Florence  (boiling),  1,000-cc:  Flat  bottom,  vial 

Each 

.25 

.0250 

.0300 

s 

mouth. 
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4252000 

X . 

Flask,  Florence  (boiling),  3,000-cc:  Flat  bottom,  vial 
mouth. 

Each 

$0.40 

.0225 

.0200 

s 

4253000 

X . 

Flask,  Kjeldahl,  500-cc:  Round  bottom,  long  neck. 
Illustrated. 

Each 

.20 

.0172 

.0189 

s 

4254000 

X . 

Flask,  volumetric,  25-cc:  With  glass  stopper . 

.45 

.48 

.50 

.0300 

.0963 

.1049 

.0300 

.1059 

.0500 

s 

s 

4255000 

X . 

Flask,  volumetric,  50-cc:  With  glass  stopper.  .  .  . 

4256000 

X . 

Flask,  volumetric,  100-cc:  With  glass  stopper.  Ulus- 
'  trated. 

Each 

s 

4257000 

X . 

Flask,  volumetric,  250-cc:  With  glass  stopper 

Each 

Each 

Each 

Each 

Each 

.55 

.75 

1.00 

1.30 

3.30 

.0500 

.0432 

.0408 

.0200 

.0150 

.0330 

.0400 

.0200 

.0200 

.0106 

s 

s 

s 

s 

s 

4258000 

X . 

Flask,  volumetric,  500-cc:  With  glass  stopper 

4259000 

X . 

Flask,  volumetric,  1,000-cc:  With  glass  stopper 

4260000 

X . 

Flask,  volumetric,  2,000-cc:  With  glass  stopper  . 

4260700 

X . 

Funnel,  glass,  fritted,  350-cc:  Buchner  type,  fine,  for 
filtering  intravenous  solut  ions.  Illustrated. 

4260800 

X . 

Funnel,  glass,  fritted,  600-cc:  Buchner  type,  fine,  for 
filtering  intravenous  solutions. 

Each 

4.00 

.0096 

.0106 

s 

4261000 

X . 

Funnel,  glass,  plain,  50-mm: . 

.15 

.25 

.30 

.45 

.4000 

.1042 

.1373 

.0439 

.2000 

.1146 

.1510 

.0483 

s 

s 

4262000 

X . 

Funnel,  glass,  plain,  90-mm: . 

Each 

4263000 

X . 

Funnel,  glass,  plain,  125-mm:  Illustrated . 

s 

s 

4264000 

X . 

Funnel,  glass,  fluted,  32-oz:  For  filtering  agar.  Ulus- 
trated. 

Each 

4267000 

X . 

Funnel,  glass,  ribbed,  8-oz: . 

Each 

.13 

.30 

.60 

.1010 

.0700 

.0200 

.0700 

.1000 

.0300 

s 

s 

s 

4268000 

X . 

Funnel,  glass,  ribbed,  32-oz.:  Illustrated . 

4268500 

X . 

Funnel,  porcelain,  size  0:  Buchner  type.  Outside  diam- 
eter  approx.  51  mm.,  with  permanent  perforated 
filter  plate. 

Each 

4268600 

X . 

Funnel,  porcelain,  size  2a:  Buchner  type.  Outside  di- 
ameter  approx.  106  mm.,  with  permanent  perforated 
filter  plate. 

Each 

1.50 

.0200 

.0300 

s 

4268700 

X . 

Funnel,  porcelain,  size  4a:  Buchner  type.  Outside  di¬ 
ameter  approx.  171  mm.,  with  permanent  perforated 
filter  plate. 

Each 

3.50 

.0200 

.0300 

s 

4269000 

X . 

Funnel,  separatory,  cylindrical,  60-cc:  With  glass 
stopper. 

Each 

0.80 

.0200 

.0132 

s 

4270000 

X . 

Funnel,  separatory,  cylindrical,  250-cc:  With  glass 
stopper.  Illustrated. 

Each 

1.00 

.0100 

.0110 

s 

4271000 

X . 

Funnel,  separatory,  Squibb,  250-cc:  With  glass  stopper 

Each 

1.00 

.0120 

.0100 

s 

4272000 

X . 

Funnel,  separatory,  Squibb,  500-cc:  With  glass  stopper 

Each 

1.20 

.0120 

.0100 

s 

4273200 

(4) . 

Furnace,  electric,  muffle  type:  Complete  with  rheostat 
and  pyrometer. 

Each 

107.80 

s 

4273300 

(3) . 

Furnace,  electric,  muffle  type,  rheostat: . 

Each 

18.00 

s 

12 
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4274000 

X . 

Gas  generator,  Kipp,  1,000-cc:  Without  stopper  in 

Each 

$8.50 

.0020 

.0022 

s 

base. 

4275000 

X . 

Gas  generator,  Kipp,  rubber  ring: . 

10 

0042 

0046 

S 

4277000 

X . 

Hemacytometer,  complete:  Consists  of  counting  cham- 

Each 

6.85 

.0060 

.0250 

s 

ber,  pipette  for  both  red  and  white  corpuscles,  2  cover 

glasses,  tubing  and  mouthpiece,  in  case.  Illustrated. 

4278000 

X . 

Hemacytometer  counting  chamber: 

4  80 

0100 

0130 

g 

4279000 

X . 

Hemacytometer  cover  glass:. . . 

18 

6980 

7678 

s 

4280000 

X . 

Each 

.40 

.9000 

.7438 

s 

ber  tubing  and  mouthpiece.  For  replacement  tub- 

ing  see  3876000. 

4281000 

X . 

Hemacytometer  pipette,  white  mrpiisrle  •  With  rnh- 

Each 

.43 

1.0000 

.8409 

s 

ber  tubing  and  mouthpiece.  For  replacement  tub- 

ing  see  3876000. 

4281100 

X . 

Hematocrit  tube,  Wintrobe:  With  rubber  cap.  Fits 

Each 

.35 

.2800 

.2613 

s 

15-cc.  metal  tube.  Illustrated. 

4281200 

Hemoglobinometer,  Sahli  type:  Hellige  modification. 

Each 

6  00 

s 

Illustrated. 

4281400 

X  (3) . . , 

Hemoglobinometer  diluting  pipette: . 

Each 

.25 

.2500 

.2200 

s 

4281600 

X  (3) .  . 

Hemoglobinometer  measuring  tube:  Square . 

Each 

.75 

2500 

2200 

s 

4284000 

X . 

Hemoglobinometer,  Tallquist:  Approx.  35-sheet  book. 

Each 

.20 

.1200 

.3000 

s 

Illustrated. 

4285000 

X . 

Holder,  needle,  dissecting:  With  clamp  to  hold  any 

Each 

.10 

.0150 

.0169 

s 

needle.  Illustrated. 

4286000 

X . 

Each 

.28 

.0300 

.0600 

s 

Illustrated. 

4287000 

Hydrometer  for  liquids  heavier  than  water :  Illustrated 

Each 

.80 

s 

4288000 

Hydrometer  for  liquids  lighter  than  water: . 

Each 

.50 

s 

4292008 

Incubator,  bacteriological,  37°  and  55°C,  small,  110 

Each 

145.00 

s 

volt,  AC-DC:  Illustrated. 

4292020 

Incubator,  bacteriological,  37°  and  55°C,  small,  220 

Each 

145.00 

s 

volt,  AC-DC: 

4292028 

Incubator,  bacteriological,  37°  and  55°C,  small,  leaded 

Each 

145.00 

s 

gasoline: 

4292308 

Incubator,  bacteriological,  37°  and  55°C,  large,  110 

Each 

250.00 

s 

volt,  AC-DC: 

4292320 

Incubator,  bacteriological,  37°  and  55°C,  large,  220 

Each 

250.00 

s 

volt,  AC-DC: 

4292328 

Incubator,  bacteriological,  37°  and  55°C,  large,  leaded 

Each 

250.00 

s 

gasoline : 

4293005 

X  (3) . . . 

Incubator,  bacteriological,  heating  unit,  110  volt, 

Each 

14.50 

.0009 

.0018 

s 

AC-DC: 

4293015 

X  (3) . . . 

Incubator,  bacteriological,  heating  unit,  220  volt, 

Each 

14.50 

.0001 

.0002 

s 

AC-DC: 

4294005 

(3) . 

Incubator,  bacteriological,  stand,  18  by  18-inch: . 

Each 

12.50 

s 
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4294010 

(3).... 

Incubator,  bacteriological,  stand,  36  by  20-inch: . 

Each 

$12  50 

s 

s 

s 

4294015 

(3). .  .  . 

Incubator,  bacteriological,  stand,  44  by  26-inch: . 

Each 

12.50 

4294020 

(3) . 

Incubator,  bacteriological,  stand,  20V2  by  23  by 

Each 

12.50 

33V2-inch. 

4299000 

X . 

Jar,  animal,  8-inch:  Without  top.  Illustrated.. 

Each 

Each 

1.55 

.60 

.18 

1.20 

.0500 

.0185 

.1400 

.0300 

.0300 

.0111 

.1100 

.0100 

s 

s 

s 

Q 

4300500 

X . 

Jar,  animal,  wire  top:  To  fit  4299000 . 

4301000 

X . 

Jar,  Coplin:  Holds  10  slides.  Illustrated . 

4301200 

X . 

Jar,  cylindrical,  plain.  6-inch:  By  12  inches  high,  ap¬ 
prox.  1  gallon  capacity.  Illustrated. 

Each 

4302000 

X . 

Jar,  museum,  16-cm:  By  10  cm.  by  8  cm.,  with  cover. 

Jar,  museum,  22-cm:  By  15  cm.  by  5J^  cm.,  with  cover. 

Each 

Each 

1.25 

1.75 

.0180 

.0120 

.0150 

.0025 

s 

s 

4303000 

X . 

4304000 

X . 

Jar,  museum,  25-cm:  By  25  cm.  by  12  cm.,  with  cover. 

Jar,  museum,  36-cm :  By  1 5  cm.  by  10  cm.,  with  cover. 
Illustrated. 

Each 

Each 

4.00 

3.70 

.0167 

.0250 

.0050 

.0050 

s 

s 

4305000 

X . 

4306000 

X . 

Jar,  specimen,  Vi-piiit:  With  locking  top  (fruit  jar). 
Illustrated. 

Each 

.06 

.0900 

.0400 

s 

4307000 

X . 

Jar,  specimen.  1-pint:  With  locking  top  (fruit  jar) 

Each 

Each 

.06 

.07 

.1400 

.1200 

.1100 

.1320 

s 

s 

4308000 

X . 

Jar,  specimen,  1-quart:  With  locking  top  (fruit  jar). . . . 

4309000 

Kjeldahl  digestion  apparatus:  Fumeless,  4-burner. 
Without  filter  pump,  glassware  or  rubber  tubing. 

Each 

7.80 

s 

4310000 

Kjeldahl  distilling  apparatus:  With  stand  and  6  ad- 

Each 

50.00 

s 

justable  bunrers.  Suitable  for  coal,  natural  gas,  or 
gasoline.  Illustrated. 

4311000 

X . 

Kjeldahl  connecting  bulb:  Spherical  form,  with  1 
curved  tip. 

Each 

.75 

.0052 

.0057 

s 

4312000 

X . 

Label,  micro  slide,  500:  22  mm.  square.  Illustrated... 

Lactometer:  (Use  4351200) . 

Book 

.10 

.0654 

.0719 

s 

4313000 

Magnifier:  Engravers’  glass,  magnification  3.5X.  For 
colony  counts.  Illustrated. 

Each 

2.25 

s 

4313500 

Meter,  pH:  Beckman  laboratory  model.  Illustrated... 

Each 

164  00 

s 

s 

4315000 

Microscope,  monocular:  Complete  with  16-mm.,  4- 
mm.  and  1.8  or  1.9-mm.  objectives;  approx.  5X  and 
10X  oculars;  condenser;  mechanical  stage  and  vial 
of  immersion  oil.  Illustrated. 

Each 

133.75 

4316000 

Microscope,  binocular:  Complete  with  16-mm.  and 

Each 

204.00 

s 

4-mm.  objectives;  1.8-mm.  oil  immersion  objec¬ 
tive;  approx.  5X  and  10X  oculars;  condenser;  me¬ 
chanical  stage  and  inclined  eye  tubes.  Illustrated. 

4317000 

(3) . 

Microscope,  dark  field  apparatus :  Electric.  Consists  of 

Each 

48.00 

s 

dark  field  condenser,  two  lamps,  four  funnel  stops, 
and  resistance. 

4317505 

X . 

Microscope,  dark  field  apparatus  lamp  bulb,  Bausch 
and  Lomb: 

Each 

.05 

.2000 

.0390 

s 

4317510 

X . 

Microscope,  dark  field  apparatus  lamp  bulb,  Spencer:. 

Each 

.05 

.2000 

.0410 

s 

14 
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4318005 

(4) . 

Microscope  dark  field  apparatus  resistance,  Bausch 

Each 

$5.40 

s 

and  Lomb : 

4318010 

(4) . 

Microscope  dark  field  apparatus  resistance,  Spencer: 

Each 

5.40 

s 

Illustrated. 

4327005 

X . 

Microscope  funnel  stop,  Bausch  and  Lomb: . 

Each 

80 

0008 

0024 

s 

4327010 

X  .... 

Microscope  funnel  stop,  Spencer: . 

80 

.0002 

.0006 

CJ 

4327015 

X . 

Microscope  funnel  stop,  old  Bausch  and  Lomb: . 

Each 

.80 

LS 

4327020 

X . 

Microscope  funnel  stop,  old  Spencer : . 

Each 

.80 

LS 

4327300 

Microscope,  dissecting,  low  power,  stereoscopic: 

Each 

176.00 

S 

Binocular. 

4327500 

Microscope  lamp:  Suitable  for  dark  field  illumination 

Each 

6.95 

S 

and  for  general  use.  With  100-watt  bulb,  cord, 

plug  and  switch. 

4327705 

X . 

Microscope  lamp  bulb,  Bausch  and  Lomb:  100  watt. . . 

Each 

.80 

.0155 

.0230 

S 

4327710 

X  .... 

Microscope  lamp  bulb,  Spencer :  100  watt . 

Each 

80 

.1306 

.1260 

s 

4328000 

Microscope  lamp  substage :  Not  suitable  for  dark  field 

Each 

1.45 

s 

illumination.  With  15  watt  bulb,  cord  and  plug. 

4329000 

X . 

Microscope  lamp  substage  lamp  bulb:  110  volt,  15 

Each 

.20 

.9000 

.9000 

s 

watt,  S-ll  bulb. 

4331005 

Microscope  mechanical  stage,  Bausch  and  Lomb: 

Each 

17.55 

s 

Illustrated. 

4331010 

Microscope  mechanical  stage,  Spencer: . 

Each 

17.55 

s 

4332005 

Microscope  objective,  4-mm.,  Bausch  and  Lomb: . 

Each 

40.00 

s 

4332008 

Microscope  objective,  4-mm.,  Spencer: . 

Each 

40.00 

s 

4332015 

Microscope  objective,  16-mm.,  Bausch  and  Lomb: . 

Each 

40.00 

s 

4332018 

Microscope  objective,  16-mm.,  Spencer: . 

Each 

40.00 

s 

4332025 

Microscope  objective,  1.9-mm.,  oil  immersion,  Bausch 

Each 

40.00 

s 

and  Lomb : 

4332028 

Microscope  objective,  1.9-mm.,  oil  immersion,  Spencer: 

Each 

40.00 

s 

4333004 

Microscope  ocular,  5X,  Bausch  and  Lomb: . 

Each 

2.45 

s 

4333005 

Microscope  ocular,  6X,  Bausch  and  Lomb: . 

Each 

2.45 

LS 

4333006 

Microscope  ocular,  6.4X,  Bausch  and  Lomb: . 

Each 

2.45 

LS 

4333008 

Microscope  ocular,  5X,  Spencer: . 

Each 

2.45 

s 

4333010 

Microscope  ocular,  10X,  Bausch  and  Lomb: . 

Each 

2.45 

s 

4333012 

Microscope  ocular,  10X,  Spencer: . 

Each 

2.45 

s 

4334000 

Microscope  ocular  micrometer:  Disk,  Whipple.  Illus- 

Each 

3.95 

s 

trated. 

4334500 

Microscope  shield,  cellulose:  Illustrated . 

2.50  . 

s 

4335000 

- 

Microscope  stage  micrometer:  Ruled  to  0.1  mm.  and 

Each 

6.50 

s 

0.01  mm.  Illusrtated. 
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4336000 

Microtome,  automatic  rotary:  Minot.  Illustrated. . . . 

Each 

$255 . 75 

s 

4337000 

Microtome,  clinical:  With  freezing  attachment.  Illus- 

Each 

110.00 

• 

s 

trated. 

4338000 

(3) .  .  . . 

Microtome,  clinical,  freezing  attachment: . 

Each 

7.50 

s 

4339000 

(3).  .  .  . 

Microtome  knife  for  clinical  microtome:  With  back 

Each 

11.50 

s 

and  handle.  Illustrated. 

4340000 

(3).... 

Microtome  knife  for  Minot  microtome:  With  back 

Each 

14.10 

s 

and  handle.  Illustrated. 

4341000 

X  (3) .  . 

Microtome  knife  back: . 

90 

0030 

nrm 

<3 

4342000 

X  (3) . . 

Microtome  knife  handle: . „ . . 

1.85 

.0020 

.0020 

s 

Note:  All  microtome  knives  requiring  handles  or 

backs  will  be  forwarded  to  issue  depot  bv  parcel  post 

to  have  same  fitted  properly. 

4344000 

X . 

Microtome  knife  strop,  coarse :  Leather  on  wood 

Each 

1.80 

.0010 

0020 

s 

block. 

4345000 

X . 

Microtome  knife  strop,  fine:  Leather  on  wood  block. 

Each 

1.80 

.0010 

.0020 

s 

Illustrated. 

4347000 

Microtome  knife  hone :  In  case.  Illustrated . 

Each 

6.75 

s 

4348000 

X . 

Milk  testing  apparatus  bottle  for  cream :  Babcock,  50% 

Each 

.20 

.0450 

.0200 

s 

9-Gm.  capacity.  Illustrated. 

4349000 

X . 

Milk  testing  apparatus  bottle  for  milk:  Babcock,  8%, 

Each 

.15 

.0818 

.0500 

s 

18-Gm.  capacity. 

4350000 

X . 

Milk  testing  apparatus  micro  guide  card:  For  direct 

.03 

.0200 

.0060 

s 

count  of  formalinized  milk. 

4351100 

X . 

Milk  testing  apparatus,  Quevenne  lactometer,  with 

Each 

3.00 

.0105 

.0075 

s 

thermometer: 

4351200 

X . 

Milk  testing  apparatus,  Quevenne  lactometer,  without 

Each 

1.75 

.0105 

.0075 

LS 

thermometer:  Illustrated. 

4352000 

X . 

Milk  testing  apparatus  acid  measure:  17.5-cc.  capac- 

Each 

.10 

.0250 

.0090 

s 

ity.  Illustrated. 

4353000 

X . 

Milk  testing  apparatus  pipette,  Babcock:  17.6-cc.  ca- 

Each 

.15 

.0400 

.0150 

s 

pacity.  Illustrated. 

4353500 

X . 

Milk  testing  apparatus  pipette,  cream  test:  A.P.H.A. 

Each 

.15 

.0170 

.0200 

s 

standard  methods,  9-cc.  capacity.  Illustrated. 

4354000 

X . 

Milk  testing  apparatus  pipette,  direct  count:  For  for- 

Each 

.40 

.0210 

.0090 

s 

malinized  milk,  0.01-cc.  capacity. 

4354500 

X . 

Milk  testing  apparatus  pipette,  milk  dilution :  A.P.H.A. 

Each 

.17 

.0300 

.0150 

s 

standard  methods.  Illustrated. 

4355000 

X . 

Milk  testing  apparatus  centrifuge  tube:  Babcock,  for 

Each 

.30 

.0120 

.0176 

s 

determining  percentage  of  fat  in  human  milk.  Illus- 

trated. 

4355200 

Milk  testing  apparatus  pasteurization,  phosphatase  type. 

Each 

8.75 

s 

4355400 

X  (1). . . 

Milk  testing  apparatus  pasteurization,  phosphatase 

Pkg. 

6.15 

.0230 

.0050 

s 

type,  tablets  100:  1  bottle  of  70  white  tablets  and  1 

bottle  of  30  yellow  tablets. 
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4356300 

(4) . 

Oven,  vacuum,  electric:  Weber  type,  operating  range 

Each 

$250.00 

s 

20°C.  to  150°C.  Outside  dimensions  approx.  15^3 

inches-  high,  14}^  inches  wide,  12>6  inches  deep. 

Complete  with  heating  units,  3  removable  shelves  for 

vacuum  chamber,  pilot  lamp  and  thermometer.  ' 

4356400 

X  (4) . . , 

Oven,  vacuum,  electric,  heating  units: . 

Set 

5.00 

.0001 

.0003 

s 

4356500 

X . 

Oven,  vacuum,  electric,  lead  gaskets,  set  of  5 :  For 

Set 

3.00 

.0001 

.0003 

s 

replacement  on  vacuum  chamber  of  4356300. 

4356600 

X . 

Oven,  vacuum,  electric,  pilot  lamp  bulb :  Carbon  fila- 

Each 

.30 

.0010 

.0020 

s 

ment,  2  candlepower,  with  candelabra  base. 

4356700 

Oven,  vacuum,  electric,  thermometer:  Range  0°  to 

Eaoh 

2  00 

s 

200 °C. 

4357000 

(4) . 

Oven,  pathological,  electric:  Inside  dimensions  approx. 

Each 

135.00 

s 

12  by  12  by  15  inches.  Complete  with  thermo- 

regulator  and  thermometer,  on  base.  Illustrated. 

4357600 

X . 

Paper,  filter,  for  agar,  25 :  .  .  .  . 

Pke 

1  00 

0833 

0916 

s 

4358000 

X . 

Paper,  filter,  90-mm.,  100:  Not  acid  washed 

10 

1500 

1600 

s 

4359000 

X . 

Paper,  filter,  150-mm.,  100:  Not  acid  washed 

15 

1200 

2500 

H 

4360000 

X . 

PaDer,  filter.  180-mm.T  100:  Not  acid  washed  . 

Pke 

17 

0750 

1000 

s 

4361000 

X . 

Paper,  filter,  250-mm.,  100:  Not  acid  washed  . 

Pke 

30 

0750 

1500 

s 

4361500 

X . 

Paper,  filter,  380-mm.,  100:  Pharmaceutical  .  . 

Pke 

60 

0500 

4087 

s 

4362000 

X . 

Paper,  filter,  blotting,  250  by  250  mm.,  100: 

Pke 

20 

19QQ 

2500 

s 

4363000 

X . 

Paper,  filter,  110-mm.,  100:  Double  acid  washed,  for 

pkg. 

.75 

.0600 

.0650 

s 

moderately  fine  precipitates. 

4364000 

X . 

Paper,  filter,  90-mm.,  100 :  Double  acid  washed,  for 

Pkg. 

.60 

.0450 

.0500 

s 

very  fine  precipitates. 

4364500 

X . 

Paper,  filter,  110-mm.,  100:  Specially  hardened  to 

Pkg. 

.65 

.0180 

.0300 

s 

resist  pressure. 

4365000 

X . 

Paper,  lens,  1  ream:  Tissue,  7}^  by  11 -inch  sheets. . . . 

Pkg. 

.08 

.3000 

.4888 

s 

4365600 

X . 

Pipette,  Kahn,  0.25-cc:  Graduated  to  0.0125  cc 

35 

3000 

2200 

s 

4365700 

X . 

Pipette,  Kahn,  0.60-cc:  Graduated  to  0.15  cc  ... 

Each 

35 

5000 

4000 

s 

4366000 

X . 

Pipette,  Ostwald,  1-cc:  Illustrated . 

Each 

30 

,2500 

1400 

s 

4367000 

X . 

Pipette,  Ostwald,  2-cc:  Illustrated . 

Each 

.30 

.3216 

.2200 

s 

4368000 

X . 

Pipette,  Ostwald,  3-cc: . 

Each 

30 

.1800 

0800 

s 

4369000 

X . 

Pipette,  Ostwald,  5-cc: . 

Each 

32 

1300 

0350 

s 

4370000 

X . 

Pipette,  Ostwald,  10-cc:  .  . 

35 

.1035 

0700 

s 

4371000 

X . 

Pipette,  serological,  0.1-cc:  Graduated  to  0.01  cc.  to 

Each 

.30 

.1400 

.0900 

s 

tip. 

4372000 

X . 

Pipette,  serological,  0.2-cc:  Graduated  to  0.01  cc.  to 

Each 

.30 

.1500 

.1000 

s 

tip. 

4373000 

X . 

Pipette,  serological,  1-cc:  Graduated  to  0.01  cc.  to 

Each 

.30 

2.6292 

2.2000 

s 

tip.  Illustrated. 
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4374000 

X . 

Pipette,  serological,  5-cc:  Graduated  to  0.1  cc.  to 
tip,  Mohr’s  shape. 

Each 

SO.  30 

.5468 

.3700 

s 

4375000 

X . 

Pipette,  serological,  10-cc:  Graduated  to  0.1  cc.  to 
tip,  Mohr’s  shape.  , 

Each 

.35  ’ 

1 . 1356 

1.0000 

s 

4378000 

X . 

Pipette,  volumetric,  5-cc:  With  bulb  in  middle  of  tube . 

Pipette,  volumetric,  10-cc :  With  bulb  in  middle  of  tube. 

Pipette,  volumetric,  25-cc:  With  bulb  in  middle  of  tube. 
Illustrated. 

Each 

Each 

Each 

.20 

.25 

.30 

.2500 

.3000 

.0900 

.2000 

.2500 

.0500 

s 

s 

s 

4379000 

X . 

4380000 

X . 

4380500 

X . 

Pipette,  volumetric,  100-cc:  With  bulb  in  middle  of 
tube. 

Each 

.65 

.0280 

.0308 

s 

4381000 

Pipette  box:  Metal,  cylindrical.  Illustrated . 

Each 

.95  . 

s 

s 

4381500 

Photometer,  electric,  complete:  With  6  volt  wet-cell 

Each 

266.45  . 

battery,  trickle  charger,  .4  exciter  lamps,  4  galvanom¬ 
eter  lamps,  4  dozen  ^  by  6-inch  test  tubes,  1  test 
tube  adapter  for  %  by  6-inch  test  tubes  and  oper¬ 
ation  manual.  For  biochemical  analysis. 

4381600 

X . 

Photometer,  electric,  exciter  lamp  bulb:  8.5  volt,  36 
watt,  prefocused  base. 

Each 

2.95 

.0102 

.0330 

s 

4381700 

X . 

Photometer,  electric,  galvanometer  lamp  bulb:  6-8 

volt,  6  candlepower,  double  contact  base. 

Each 

.80 

.0102 

.0330 

s 

4381800 

X . 

Photometer,  electric,  test  tube,  %  by  6-inch,  12: 

Round.  For  biological  culture  tests  (selected 
cuvettes). 

Carton 

4.20 

.0102 

.0330 

s 

4381900 

X . 

Photometer,  electric,  test  tube  adapter:  For  %  by 

6-inch  test  tubes,  complete  with  light  shield. 

Each 

5.00 

.0034 

.0110 

s 

4382000 

X . 

Photometer,  electric,  operation  manual : . 

Each 

Each 

.25 

1.50 

.0068 

.0220 

s 

s 

4383000 

Pump,  filter:  Richards,  7  inches  long,  for  %-inch  iron 
pipe  threaded  faucet,  with  universal  attachment. 
Illustrated. 

4383100 

X . 

Pump,  filter,  coupling :  With  jbg-inch  iron  pipe  thread, 
for  direct  attachment  to  faucet  without  thread.  For 
use  with  4383000. 

Each 

.30 

.0105 

.0360 

s 

4383200 

Pump,  filter,  Airejector  type:  5 inches  long,  with 
^i'-inch  iron  pipe  male  thread.  Illustrated. 

Each 

1.00 

s 

4383400 

X . 

Pump,  filter,  Airejector  type,  coupling  with  rubber 
grip: 

Each 

.35 

.0079 

.0100 

s 

4383600 

X . 

Pump,  filter,  Airejector  type,  coupling  with  threaded 
grip: 

Each 

.25 

.0100 

.0110 

s 

4384100 

(4) . 

Pump,  vacuum,  electric:  Small  Hyvac  type.  Illustrated. 

Each 

80.00  . 

s 

4384200 

Refractometer :  Abbe.  For  measuring  the  refractive 
index  of  liquids  or  solids.  Complete  with  thermom¬ 
eter,  test  plate,  vial  of  Monobromnaphthalene, 
dispersion  chart  and  instructions  for  use. 

Each 

200  00 

s 

4385000 

X . 

Ring,  suberite:  60  mm.  inside  diameter,  for  supporting 
flasks,  etc.  Illustrated. 

Each 

.25 

.0120 

.0120 

s 

4386000 

X . 

Rod,  glass,  4-mm: . 

Foot 

Foot 

.01 

.01 

.2000 

.1600 

.2000 

.2400 

s 

s 

4387000 

X . 

Rod,  glass,  6- mm: . 
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4388000 

X . 

Rod,  glass,  8-mm: . 

$0  01 

i  non 

4389000 

X . 

Rod,  glass,  assorted,  1  lb:  4,  6  and  8-mm.  sizes 

Pke 

25 

.0700 

.1020 

o 

Q 

4390000 

Rule,  slide:  Polyphase,  20-inch,  with  instruction  book. 

Each 

14.00 

o 

s 

Illustrated. 

4392000 

X . 

Section  lifter,  pathological :  Blade  approx.  35  mm.  wide 

Each 

.55 

.0080 

.0050 

s 

and  45  mm.  long.  Illustrated. 

4392505 

Shaking  apparatus,  Kahn,  3-rack,  110  volt,  60  cycle: 

Each 

45.00 

s 

Complete  with  3  racks  of  30  test  tube  capacity  each. 

Rack  same  as  4440500.  Illustrated. 

4392510 

Shaking  apparatus,  Kahn,  3-rack,  110  volt,  50  cycle: 

Each 

45.00 

s 

Complete  with  3  racks  of  30  test  tube  capacity  each. 

Rack  same  as  4440500. 

4392705 

Shaking  apparatus,  Kahn,  6-rack,  110  volt,  60  cycle: 

Each 

65  00 

s 

Complete  with  6  racks  of  30  test  tube  capacity  each. 

Rack  same  as  4440500. 

4392708 

Shaking  apparatus,  Kahn,  6-rack,  220  volt,  60  cycle: 

Each 

65.00 

s 

Complete  with  6  racks  of  30  test  tube  capacity  each. 

Rack  same  as  4440500. 

4392710 

Shaking  apparatus,  Kahn,  6-rack,  110  volt,  50  cycle: 

Each 

65.00 

s 

Complete  with  6  racks  of  30  test  tube  capacity  each. 

Rack  same  as  4440500. 

4395000 

X . 

Slide,  micro,  75  by  25  mm.,  72 : . . . 

30 

1  5000 

i  e;nr>n 

q 

4396000 

X . 

Slide,  micro,  75  by  25  mm.,  with  one  spherical  con- 

Each 

.05 

.2500 

.1600 

S 

cavity. 

4397005 

X . 

Slide,  micro,  for  dark  field,  Bausch  and  Lomb:  3  by 

Each 

.01 

.0822 

.0400 

S 

1-inch. 

4397010 

X . 

Slide,  micro,  for  dark  field,  Spencer:  3  by  1-inch.  . . . 

Each 

.01 

.1178 

.2100 

s 

4398000 

X . 

Slide,  micro,  box:  Holds  25  3  by  1-inch  slides 

10 

3800 

2700 

s 

4399000 

X . 

Slide,  micro,  mailing  case,  12:  Holds  one  3  by  1-inch 

Carton 

.15 

.0358 

.0394 

s 

slide. 

4400000 

X . 

Spoon,  metal,  laboratory,  1000 :  For  typhoid  carrier 

Carton 

1.65 

.0672 

.0300 

s 

examination. 

4401000 

Sterilizer,  steam,  Arnold:  Approx.  193^  by  16^2  by 

Each 

73.65 

s 

14 Yi  inches,  complete  with  base. 

4402005 

Sterilizer,  hot  air,  large,  110  volt,  AC-DC:  Illustrated. . 

Each 

93.95 

s 

4402008 

Sterilizer,  hot  air,  large,  220  volt,  AC-DC : . 

Each 

93.95 

s 

4402013 

Sterilizer,  hot  air,  large,  artificial-natural  gas : . 

Each 

93.95 

s 

4402028 

Sterilizer,  hot  air,  large,  leaded  gasoline : . 

Each 

93 . 95 

s 

4403005 

Sterilizer,  hot  air,  medium,  110  volt,  AC-DC: . 

Each 

46.50 

s 

4403008 

Sterilizer,  hot  air,  medium,  220  volt,  AC-DC : . 

Each 

46.50 

s 

4403013 

Sterilizer,  hot  air,  medium,  artificial-natural  gas : . 

Each 

46.50 

s 

4403028 

Sterilizer,  hot  air,  medium,  leaded  gasoline : . 

Each 

46.50 

s 

4407000 

X . 

Stopcock,  glass,  2-mm:  Straight . 

Each 

.50 

.0150 

.0150 

s 
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4407500 

X(l).. 

Note:  Rubber  stoppers  below  are  25-mm.  long. 
Individual  measurement  given  is  diameter  at  bottom 
of  stopper. 

Stopper,  rubber,  one-hole,  No.  0:  13-mm . 

Each 

$0.01 

.0440 

.1200 

s 

4408000 

X  (1). . 

Stopper,  rubber,  one-hole,  No.  1:  14-mm . 

Each 

.01 

.0500 

.0600 

s 

4409000 

X(l).. 

Stopper,  rubber,  one-hole,  No.  2:  16-mm . 

Each 

.01 

.0400 

.0300 

s 

4410000 

X(l).., 

Stopper,  rubber,  one-hole,  No.  4:  20-mm . 

Each 

.02 

.0600 

.0600 

s 

4411000 

X  (1). . , 

Stopper,  rubber,  one-hole,  No.  6:  26-mm . 

Each 

.03 

.3474 

.1300 

s 

4412000 

X(l).., 

Stopper,  rubber,  solid,  No.  00:  10-mm . 

Each 

.01 

.1000 

.1500 

s 

4413000 

X(l).. 

Stopper,  rubber,  solid,  No.  0:  13-mm . 

Each 

.01 

.1200 

.1500 

s 

4414000 

X  (1). . . 

Stopper,  rubber,  solid,  No.  1 :  14-mm . 

Each 

.01 

.1200 

.1500 

s 

4415000 

X  (1). 

Stopper,  rubber,  solid,  No.  2:  16-mm . 

Each 

.01 

.1200 

.1500 

s 

4416000 

X(l).., 

Stopper,  rubber,  solid,  No.  4 :  20-mm . 

Each 

.02 

.1500 

‘  .1500 

s 

4417000 

X(l).. 

Stopper,  rubber,  solid,  No.  6:  26-mm . 

Each 

.03 

.1500 

.1500 

s 

4419000 

X(l).. 

Stopper,  rubber,  solid,  No.  8:  33-mm . 

Each 

.05 

.1000 

.1200 

s 

4419500 

X(l).., 

Stopper,  rubber,  solid,  No.  10:  42-mm . 

Each 

.06 

.0600 

.0800 

s 

4420000 

X  (1). . . 

Stopper,  rubber,  two-hole,  No.  5:  23-mm . 

Each 

.02 

.0700 

.1000 

s 

4421000 

X  (1). .. 

Stopper,  rubber,  two-hole,  No.  6:  26-mm . 

Each 

.03 

.1000 

.1000 

s 

4422000 

X  (1). . . 

Stopper,  rubber,  two-hole,  No.  7:  30-mm . 

Each 

.03 

.1000 

.1000 

s 

4423000 

X . 

Support  stand,  6y2  by  9-inch  base:  Rod  24  inches 

Each 

.55 

.0060 

.0040 

s 

4424000 

X . 

long,  J^-inch  in  diameter.  For  burettes,  etc.  Illus¬ 
trated. 

Support  stand,  6 i/2  by  11 -inch  base:  Rod  36  inches 

Each 

.75 

.0040 

.0040 

s 

4425000 

4426000 

X . 

X . 

long,  2^-inch  in  diameter.  For  burettes,  etc. 

Support  stand  ring,  3-inch:  With  screw  clamp . 

Support  stand,  ring  4-inch:  With  screw  clamp.  Illus- 

Each 

Each 

.15 

.18 

.0200 

.0360 

.0250 

.0396 

s 

s 

4429000 

X . 

trated. 

Test  glass,  urinalysis,  200-cc.:  Ungraduated,  conical 

Each 

.30 

.1200 

.1000 

s 

4430000 

X . 

form.  Illustrated. 

Test  tube,  aeration:  200  by  25-mm.  outside,  without 

Each 

.04 

1.5000 

1.8057 

s 

4430300 

X . 

lip.  Takes  rubber  stopper  4.  Illustrated. 

Test  tube,  antigen,  Kahn:  55  by  17  mm.  outside.  Flat 

Each 

.01 

2.0000 

2.0000 

s 

4431000 

X . 

bottom,  without  lip.  (Suspension  vial.)  Illustrated. 

Test  tube,  chemical:  150  bv  16  mm.,  with  lip.  Takes 

Each 

.02 

2.0000 

5.8285 

s 

4432000 

X . 

cork  6  or  rubber  stopper  1.  Illustrated. 

Test  tube,  culture :  150  by  16  mm.,  without  lip.  Takes 

Each 

.02 

10.0000 

8.5000 

s 

4433000 

X . 

cork  6  or  rubber  stopper  1.  Illustrated. 

Test  tube,  fermentation,  large:  75  by  10  mm.,  without 

Each 

.01 

6.0000 

6.0000 

s 

4434000 

X . 

lip.  For  forwarding  blood  serum  and  Dunham  fer¬ 
mentation.  Takes  cork  2.  Illustrated. 

Test  tube,  fermentation,  small:  40  by  6  mm.,  without 

Each 

.01 

6.0000 

3.5000 

s 

lip.  Illustrated. 
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4434500 

X . 

Test  tube  filling  shield :  Large.  Illustrated  . 

$0  80 

0150 

Q2QQ 

a 

4435000 

X . 

Test  tube,  Folin:  200  bv  22  mm.,  with  25-cc.  grad- 

Each 

.25 

.3000 

.1500 

s 

uation.  Constricted,  for  sugar  determination. 

Illustrated. 

4435500 

X . 

Test  tube,  glass  stoppered:  100  by  13  mm.,  with 

Each 

.75 

.1200 

S 

ground  glass  stopper,  without  lip. 

4436000 

X .  .  .  . 

Test  tube,  ignition:  200  bv  25  mm.,  w-ith  lip  Tnkps 

Each 

.10 

.6000 

9Qnn 

S 

cork  11  or  rubber  stopper  4.  Illustrated.  * 

4436400 

X . 

Test  tube,  Kahn  precipitin:  75  by  12  mm.,  without  lip. 

Each 

.02 

20.4187 

20.0000 

s 

Illustrated. 

4437000 

X . 

Test  tube,  Loeffler  media:  120  by  13  mm.,  without  lip. 

Each 

.05 

6.0000 

7.0000 

s 

Takes  cork  3  or  rubber  stopper  0.  Illustrated. 

4438500 

X . 

Test  tube,  screw  cap:  125  by  15  mm.,  w-ith  cap.  Illus- 

Each 

.05 

.2500 

.2500 

s 

trated. 

4439000 

X . 

Test  tube.  Wassermann:  100  by  13  mm  without,  lip 

Each 

.02 

20.0000 

20.0000 

s 

Takes  cork  2.  Illustrated. 

4440000 

Test  tube  support,  metal :  Circular,  with  handle.  For 

Each 

2.50 

s 

use  in  wrater  baths,  etc.  Illustrated. 

4440500 

Test  tube  support,  Kahn  precipitin:  Holds  30  tubes. 

Each 

.75 

s 

Illustrated.  , 

4441000 

Test  tube  support,  Wassermann  rack:  Metal.  Holds 

Each 

1.05 

s 

20  tubes.  Illustrated. 

4442000 

X . 

Test  tube  support,  wood:  Single  deck,  double  row 

Each 

.55 

.0575 

.0633 

s 

Holds  48  tubes.  Illustrated. 

4443000 

X . 

Thermometer,  chemical,  minus  10°  to  plus  110°C: 

Each 

.50 

.0350 

.0450 

s 

Graduated  to  1°. 

4444000 

X . 

Thermometer,  chemical,  minus  10°  to  plus  200°C: 

Each 

.60 

.0350 

.0450 

s 

Graduated  to  1°.  Illustrated. 

4445000 

X . 

Thermometer,  chemical,  minus  10°  to  plus  360°C: 

Each 

.80 

.0160 

.0200 

s 

Graduated  to  1°. 

4446000 

X . 

Thermometer,  chemical,  precision,  minus  10°  to  plus 

Each 

.95 

.0090 

.0100 

s 

105°  C:  Graduated  to  1/5°.  Illustrated. 

4447000 

X . 

Thermometer,  incubator:  0°  to  80°  C.,  with  37^° 

Each 

1.08 

.0150 

.0200 

s 

point  indicated  by  red  line.  Illustrated. 

4448000 

X . 

Tongs,  crucible:  Double-bent,  9-inch.  Illustrated . 

17 

0015 

0040 

s 

4449000 

X . 

Triangle,  2-inch:  Crucible  holder.  Illustrated . 

Each 

30 

0300 

0240 

s 

4450000 

X . 

Triangle,  2V2-mch:  Crucible  holder . 

Each 

.30 

ss 

4449 

900) 

4451000 

X . 

Tripod,  iron:  6-inch  outside  diameter  of  ring,  9-inch 

Each 

.40 

.0080 

.0100 

s 

height.  Illustrated. 

4451500 

X . 

Tube,  aeration  inlet:  Glass,  for  use  with  4430000 . 

Each 

08 

0900 

1500 

s 

4451600 

X . 

Tube,  aeration  outlet:  Glass,  for  use  with  4430000 . 

Each 

.06 

.0900 

.1500 

s 

4452000 

X . 

Tube,  color  comparison,  50-cc.,  set  of  6:  Nessler . 

Set 

2.30 

.0131 

.0144 

s 

4452500 

X . 

Tube,  color  comparison,  50-cc.:  Nessler.  State 

Each 

.35 

.0200 

.0150 

s 

distance  of  mark  from  bottom. 
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4453000 

X . 

Tube,  color  comparison,  100-cc.,  set  of  6:  Nessler.  > . . , 

Set 

2.65 

.0055 

.0040 

s 

4453500 

X . 

Tube,  color  comparison,  100-cc:  Nessler.  State 

Each 

$0.45 

.0020 

0030 

s 

distance  of  mark  from  bottom. 

4454005 

X . 

Tube,  color  comparison,  support,  50-cc.  tubes:  Holds 

Each 

2.20 

.0010 

.  0050 

s 

12  tubes.  Illustrated. 

4454010 

X . 

Tube,  color  comparison,  support,  100-cc.  tubes:  Holds 

Each 

2.20 

.0010 

.0050 

s 

12  tubes. 

4454500 

X . 

Tube,  digestion,  Folin-Wu:  N.P.N.,  graduated  at  35 

Each 

.26 

.0600 

.0600 

s 

and  50  cc.  Illustrated. 

4455000 

X . 

Tube,  drying,  140-mm:  Straight,  with  1  bulb.  Illus- 

Each 

.10 

.0120 

.0250 

s 

trated. 

4456000 

X . 

Tube,  drying,  190-mm:  Straight,  with  1  bulb 

10 

0140 

a 

4457000 

X . 

Tube,  vacuum,  10-cc: . 

10 

a 

4458000 

X . 

Tubing,  glass,  6-mm,  outside  diameter: 

01 

4  nmn 

r;  nnnn 

a 

4459000 

X . 

Tubing,  glass,  10-mm,  outside  diameter: 

02 

i  oino 

9  i  rv>n 

Q 

4461000 

X  (1). . . 

Tubing,  rubber,  for  gas,  Vi-inch  inside  diameter: 

Foot 

.07 

.5500 

2.0000 

s 

J's-inch  wall,  cloth  wrapped.  For  gas  and  water  con- 

nections. 

4463000 

x  (1). . . 

Tubing,  rubber,  pressure,  3/16-inch:  Inside  diameter, 

Foot 

.04 

.1800 

.6000 

s 

3/16-inch  wall,  very  rigid. 

4464000 

X  (1). . . 

Tubing,  rubber,  special,  3/16-inch  inside  diameter: 

Foot 

.02 

1.1000 

3.0000 

s 

1/16-inch  wall,  acid-cured. 

4465000 

Turbidimeter:  Complete  for  both  color  and  turbidity 

Each 

44  00 

s 

tests.  Illustrated. 

Urea  apparatus,  Van  Slyke-Cullen:  Consists  of 

4383200,  4416000,  4430000,  4451500  and  4451600. 

4470000 

X . 

Urinometer:  Squibb,  with  cylinder.  Illustrated 

40 

1 9m 

innn 

Q 

4470500 

X . 

Vacuum  gage:  Illustrated . 

4  50 

0003 

.  1UUU 

.0002 

mm 

s 

a 

4470600 

X . 

Vacuum  gage  tube : . 

1  50 

AH  70 

4471000 

X . 

Vial,  specimen:  2-dram,  75  by  15  mm.,  without  cork  4. 

Each 

.01 

8.0000 

10.4521 

s 

For  typhoid  carrier  examination.  (Shell  vial). 

4471700 

X . 

Vial,  serum,  2-cc: . 

02 

9000 

9QFYT 

a 

4473200 

x  (1).  . . 

Vial,  serum,  2-cc.,  rubber  stopper : . 

Each 

.01 

.4909 

.1800 

s 

4474000 

X . 

Watch  glass,  set  of  6:  One  pair  each  of  37.5,  75  and 

Set 

.78 

.0200 

.0400 

s 

100-mm.  sizes. 

4474200 

X . 

Watch  glass,  25-mm : . 

25 

noon 

mm 

Q 

4474400 

X . 

Watch  glass,  50-mm: . 

30 

0090 

mm 

4474600 

X . 

Watch  glass,  137.5  mm : . 

1  00 

.0090 

mm 

4476000 

Water  bath  for  inflammable  liquids:  With  tripod,  con- 

Each 

8  50 

s 

centric  rings  and  cover.  Illustrated. 

4477000 

Water  bath,  inoculating:  For  18  test  tubes,  with 

Each 

3.30 

s 

tripod.  Illustrated. 
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4479008 

4479014 

4479500 

4480008 

4480014 

4488000  ‘ 

4489000 

4491000 

(4).... 

X . 

X . 

X . 

Water  bath,  serological,  inactivating,  110  volt,  AC-DC: 

Complete  with  10  Wassermann  racks,  thermometer 
and  stand.  Rack  same  as  4441000.  Illustrated. 

Water  bath,  serological,  inactivating,  220  volt,  AC-DC: 

Complete  with  10  Wassermann  racks,  thermometer 
and  stand.  Rack  same  as  4441000. 

Water  bath,  serological,  inactivating  and  Wassermann: 

Complete  with  6  Wassermann  racks  and  thermometer 
Rack  same  as  4441000. 

Water  bath,  serological, Wassermann,  110  volt,  AC-DC: 

Complete  with  20  Wassermann  racks,  thermo-reg¬ 
ulator  and  thermometer.  Rack  same  as  4441000. 
Illustrated. 

Water  bath,  serological,  Wassermann,  220  volt,  AC-DC: 

Complete  with  20  Wassermann  racks,  thermo-reg¬ 
ulator  and  thermometer.  Rack  same  as  4441000. 

Wire,  copper,  No.  20,  y4  lb:  B&S  gage . 

Wire,  Platinum,  No.  22:  B&S  gage.  .  . . 

Wire,  gauze:  15  by  15  cm.,  asbestos  or  clay  center. . . 

Each 

Each 

Each 

Each 

Each 

Spool 

Inch 

Each 

120.00 

$120.00 

75.00 

195.00 

195.00 

.15 

1.15 

.95 

.0258 

.0976 

.1212 

.0300 

.7000 

.0320 

s 

s 

s 

s 

s 

s 

s 

s 
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4013000 
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CLASS  5  DENTAL  EQUIPMENT  AND  SUPPLIES  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Zl 

T  of  Opns 

Status 

5002000 

X . 

Alloy,  amalgam,  1  oz : . 

10  50 

6.0000 

4.0000 

s 

5002500 

Alloy-mercury  measuring  device:  Illustrated . 

Each 

4.40 

s 

5008000 

X . 

Arbor,  emery :  Illustrated . 

Each 

90 

0100 

0200 

s 

5009000 

X . 

Arbor,  emery,  100  bands: . 

43 

2000 

2363 

s 

5009500 

X . 

Arbor,  emery,  for  handpiece :  Set  of  2  arbors,  4  sleeves 

Set 

1.97 

.0900 

.0620 

s 

and  400  bands.  Illustrated. 

5011000 

Articulator,  crown  and  bridge:  Illustrated . 

Each 

.84 

s 

5013000 

Articulator,  Gysi:  Illustrated . 

Each 

7  15 

s 

5014000 

Balance,  portable:  With  weights.  Illustrated . 

Each 

14  30 

s 

5015000 

Balance,  portable,  weights : . 

Set 

4  15 

s 

5015200 

XN . 

Bands,  copper,  assorted,  100:  "Sizes  1  through  20. 

Box 

1  50 

s 

Seamless,  J^-inch  length. 

5015301 

XN... . 

Band,  copper,  size  1 : . 

Each 

01 

s 

5015302 

XN... 

Band,  copper,  size  2: . 

Each 

01 

s 

5015303 

XN... . 

Band,  copper,  size  3 : . 

Each 

01 

s 

5015304 

XN.... 

Band,  copper,  size  4 : . 

Each 

01 

s 

5015305 

XN... . 

Band,  copper,  size  5 : . 

Each 

01 

s 

5015306 

XN... . 

Band,  copper,  size  6 : . 

Each 

01 

s 

5015307 

XN.  .  . . 

Band,  copper,  size  7 : . 

Each 

01 

s 

5015308 

XN... 

Band,  copper,  size  8 : . 

Each 

01 

s 

5015309 

XN... 

Band,  copper,  size  9 : . 

Each 

01 

s 

5015310 

XN... 

Band,  copper,  size  10: . 

Each 

01 

s 

5015311 

XN... 

Band,  copper,  size  11 : . 

Each 

01 

S  ' 

5015312 

XN... 

Band,  copper,  size  12: . 

Each 

.01 

s 

5015313 

XN.... 

Band,  copper,  size  13: . 

Each 

.01 

s 

5015314 

XN.  .  . . 

Band,  copper,  size  14: . 

Each 

.01 

s 

5015315 

XN . 

Band,  copper,  size  15: . 

Each 

01 

s 

5015316 

XN . 

Band,  copper,  size  16: . 

Each 

.01 

s 

5015317 

XN . 

Band,  copper,  size  17 : . 

Each 

01 

s 

5015318 

XN . 

Band,  copper,  size  18 : . 

Each 

01 

s 

5015319 

XN . 

Band,  copper,  size  19: . 

Each 

.01 

s 

5015320 

XN . 

Band,  copper,  size  20 : . 

Each 

.01 

s 

5016000 

X  (1). . 

Base  plate,  12:  9  uppers  and  3  lowers . 

Box 

.13 

1.2000 

.4800 

s 

5018000 

X.  ...... 

Blower,  chip  and  hot  air  syringe:  Illustrated . 

Each 

35 

0200 

0500 

s 

5019000 

x  (1). . . 

Blower,  chip  and  hot  air  syringe,  bulb:  Flat  base. . . . 

Each 

.10 

.0650 

.2000 

s 
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NUMBER 
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NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

5020000 

Blowpipe,  gas:  Requisitions  should  state  type  of  gas 

Each 

$4.00 

s 

available.  Illustrated. 

5021000 

N . 

Blowpipe,  mouth:  Tench . 

Each 

.75 

s 

5022000 

Blowpipe  outfit:  Acetylene.  Illustrated . 

Each 

20  45 

s 

Blowpipe  outfit  acetylene  cylinder,  filled  •  (TV 

9901005-10). 

5022200 

(3) . 

Blowpipe  outfit  blowpipe : . 

Each 

3  00 

Q 

5022400 

(3) . 

Blowpipe  outfit  Bunsen  burner:  Complete  with 

Each 

2.20 

s 

spider. 

5022600 

(3) . 

Blowpipe  outfit  pressure  regulator,  for  acetylene: 

Each 

9.00 

s 

Complete  with  fittings. 

5022800 

X  (3) .  . . 

Blowpipe  outfit  brass  tubing,  8  feet : . 

Piece 

1.40 

s 

5023000 

(3) . 

Blowpipe  outfit  3-way  bench  valve : . 

Each 

6.50 

s 

Blowpipe  outfit  rnhher  tubing:  Usually  4  feet 

required.  (Use  3774000). 

5024000 

X . 

Bottle,  office:  Illustrated . 

15 

1500 

*3 'inn 

a 

5024500 

X . 

Bottle,  Y2- oz:  Illustrated . 

17 

0?50 

0900 

Q 

5026000 

X . 

Bowl,  plaster :  Rubber . 

Each 

.40 

.0402 

.1000 

s 

Box,  for  gold:  (Use  7720500) . 

5027500 

Box,  viewing:  For  dental  films.  Illustrated . 

Each 

18  00 

s 

5027705 

X . 

Box,  viewing,  screw  base  lamp  bulb :  115  volt,  40  watt. 

Each 

.50 

.0085 

.0200 

s 

5027710 

X . 

Box,  viewing,  disk  base  lamp  bulb:  Lumiline.  115  volt, 

Each 

.50 

.0040 

.0120 

s 

40  watt. 

5030000 

X . 

Brush,  inlay:  No.  3,  round,  camel  hair.  Illustrated. . . 

Each 

.05 

.1800 

.0780 

s 

5031000 

X . 

Brush,  scratch:  Wire,  for  cleaning  burs.  Illustrated. . . 

Each 

.10 

.1800 

.2000 

s 

5033000 

XN . 

Bur,  No.  V2,  angle  handpiece,  6:  Round . 

Pkg. 

.29 

s 

5034000 

XN . 

Bur,  No.  1,  angle  handpiece,  6:  Round . 

Pkg. 

.22 

s 

5035000 

X . 

Bur,  No.  2,  angle  handpiece,  6:  Round . 

Pke 

24 

1  5000 

1  4nnn 

a 

5036000 

X . 

Bur,  No.  4,  angle  handpiece,  6:  Round.  Illustrated. . . 

Pkg. 

.24 

1.5000 

3.0000 

s 

5037000 

X . 

Bur,  No.  6,  angle  handpiece,  6 :  Round . 

24 

1.5000 

3.9347 

a 

5038000 

XN . 

Bur,  No.  8,  angle  handpiece,  6:  Round . 

Pkg. 

.30 

s 

5039000 

X . 

Bur,  No.  9,  angle  handpiece,  6:  Round  . 

Pkg 

47 

.8000 

.9000 

e 

5040000 

XN . 

Bur,  No.  10,  angle  handpiece,  6:  Round . 

Pkg. 

.30 

s 

5041000 

XN . 

Bur,  No.  33  y2,  angle  handpiece,  6:  Inverted  cone . 

Pkg. 

.24 

s 

5042000 

XN . 

Bur,  No.  34,  angle  handpiece,  6:  Inverted  cone . 

Pkg. 

.24 

s 

5043000 

X . 

Bur,  No.  35,  angle  handpiece.  6:  Inverted  cone 

Pkg 

23 

9 

4  3000 

s' 

5044000 

X . 

24 

9  nnnn 

2  2nnn 

5045000 

X . 

Bur,  No.  39,  angle  handpiece,  6:  Inverted  cone . 

Pkg. 

.24 

1.2000 

3.5000 

s 
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PRICE 

REPLACEMENT  RATES 
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Zl 

T  of  Opns 

5046000 

XN . 

Bur,  No.  41,  angle  handpiece,  6:  Inverted  cone . 

Pkg. 

$0.24 

s 

5047000 

XX . 

Bur,  No.  200,  angle  handpiece,  6:  Plug  finishing. .  .  . 

Pkg. 

42 

a 

5048000 

XN . 

Bur,  No.  202,  angle  handpiece,  6:  Plug  finishing  . 

Pkg. 

.42 

s 

5049000 

XN . 

Bur,  No.  221,  angle  handpiece,  6:  Plug  finishing 

Pkg. 

.42 

s 

5050000 

XN . 

Bur,  No.  224,  angle  handpiece,  6:  Plug  finishing . 

Pkg. 

.42 

s 

5051000 

XN . 

Bur,  No.  226,  angle  handpiece,  6:  Plug  finishing 

Pkg. 

.42 

s 

5052000 

X . 

Bur,  No.  557,  angle  handpiece,  6:  Fissure,  dentate.  .  .  . 

Pkg. 

.27 

1 . 8000 

3.4000 

s 

5053000 

XN . 

Bur,  No.  558,  angle  handpiece,  6:  Fissure,  dentate.  . 

Pkg. 

.30 

s 

5054000 

XN . 

Bur,  No.  559,  angle  handpiece,  6:  Fissure,  dentate . 

Pkg. 

.30 

s 

5055000 

X . 

Bur,  No.  560,  angle  handpiece,  6:  Fissure,  dentate . 

Pkg. 

.31 

1 . 5000 

3.2000 

s 

5056000 

XN . 

Bur,  No.  568,  angle  handpiece,  6:  Fissure,  dentate.  .  .  . 

Pkg. 

.30 

s 

5057000 

X . 

Bur,  No.  700,  angle  handpiece,  6:  Fissure,  dentate . 

Pkg. 

.31 

1 .5000 

2.5000 

s 

5058000 

XN.... 

Bur,  No.  701,  angle  handpiece,  6:  Fissure,  dentate 

Pkg. 

.30 

•  s 

5059000 

X . 

Bur,  No.  702,  angle  handpiece,  6:  Fissure,  dentate . 

Pkg. 

.31 

1 . 6000 

3.0000 

s 

5060000 

XN.... 

Bur,  No.  703,  angle  handpiece,  6:  Fissure,  dentate . 

Pkg. 

.30 

s 

5061000 

X . 

Bur,  No.  V2.  straight  handpiece,  6:  Round 

Pksr 

24 

.4530 

1.3467 

5062000 

X  N 

Bur,  No.  1,  straight  handpiece,  6:  Round. 

Pkg. 

.29 

0 

s 

5063000 

X _ _ 

Bur,  No.  2,  straight  handpiece,  6:  Round . 

Pkg. 

.22 

1.2000 

3.5000 

s 

5064000 

X . 

Bur,  No.  4,  straight  handpiece,  6:  Round.  Illustrated. 

Pkg. 

.24 

.6348 

1.5094 

s 

5065000 

X . 

Bur,  No.  6,  straight  handpiece,  6:  Round 

Pke 

25 

.5000 

Q 

5066000 

XN.„. 

Bur,  No.  8,  straight  handpiece,  6:  Round.  . 

Pkg. 

.29 

j . ouuu 

0 

s 

5067000 

X . 

Bur,  No.  9,  straight  handpiece,  6:  Round  . 

Pke 

47 

.2265 

.6733 

a 

5068000 

XN.... 

Bur,  No.  10,  straight  handpiece,  6:  Round . 

Pkg. 

.30 

s 

5069000 

X  N.... 

Bur,  No.  33V2>  straight  handpiece,  6:  Inverted  cone.  . 

Pkg. 

.24 

s 

5070000 

XN.... 

Bur,  No.  34,  straight  handpiece,  6:  Inverted  cone . 

Pkg. 

.24 

s 

5071000 

X . 

Bur,  No.  35,  straight  handpiece,  6:  Inverted  cone . 

Pkg. 

.23 

.6423 

1.2000 

s 

5072000 

X . 

Bur,  No.  37,  straight  handpiece,  6:  Inverted  cone . 

Pkg. 

.24 

.7000 

1.4904 

s 

5073000 

XN.... 

Bur,  No.  39,  straight  handpiece,  6:  Inverted  cone.  .  .  . 

Pkg. 

.24 

s 

5074000 

X  N 

Bur,  No.  41,  straight  handpiece,  6:  Inverted  cone . 

Pkg. 

.24 

s 

5075000 

XN.... 

Bur,  No.  57,  straight  handpiece,  6:  Fissure,  flat . 

Pkg. 

.25 

s 

5076000 

XN.... 

Bur,  No.  59,  straight  handpiece,  6:  Fissure,  flat . 

Pkg. 

.25 

s 

5077000 

XN.... 

Bur,  No.  200,  straight  handpiece,  6:  Plug  finishing 

Pkg. 

.42 

s 

5078000 

XN.„. 

Bur,  No.  202,  straight  handpiece,  6:  Plug  finishing. . . . 

Pkg. 

.42 

s 

5079000 

XN.... 

Bur,  No.  221,  straight  handpiece,  6:  Plug  finishing . 

Pkg. 

.42 

s 

5080000 

XN.... 

Bur,  No.  224,  straight  handpiece,  6:  Plug  finishing . 

Pkg. 

.42 

s 
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Zl 

T  of  Opns 

5081000 

XN.... 

Bur,  No.  226,  straight  handpiece,  6:  Plug  finishing.  .  . 

Pkg. 

$0.42 

s 

5082000 

X . 

Bur,  No.  557,  straight  handpiece,  6:  Fissure,  dentate. . 

Pkg. 

.30 

.6423 

1 . 0000 

s 

5083000 

X . 

Bur,  No.  558,  straight  handpiece,  6:  Fissure,  dentate. . 

Pkg. 

.30 

.6000 

1 . 3000 

s 

5084000 

XN... 

Bur,  No.  559,  straight  handpiece,  6:  Fissure,  dentate. 

Pkg. 

.30 

s 

5085000 

XN... 

Bur,  No.  560,  straight  handpiece,  6:  Fissure,  dentate. 

Pkg. 

.30 

s 

5086000 

XN... 

Bur,  No.  568,  straight  handpiece,  6:  Fissure,  dentate. 

Pkg. 

.30 

S- 

5087000 

X . 

Bur,  No.  700,  straight  handpiece,  6:  Fissure,  dentate. 

Pkg. 

.30 

.6423 

1 . 3000 

s 

5088000 

XN.... 

Bur,  No.  701,  straight  handpiece,  6:  Fissure,  dentate. 

Pkg. 

.30 

s 

5089000 

X . 

Bur,  No.  702,  straight  handpiece,  6:  Fissure,  dentate. 

Pkg. 

.30 

.5000 

1 . 2000 

s 

5090000 

XN.... 

Bur,  No.  703,  straight  handpiece,  6:  Fissure,  dentate. 

Pkg. 

.30 

s 

5099000 

XN.... 

Bur,  vulcanite,  No.  3:  For  straight  handpiece . 

Each 

.20 

s 

5100000 

Burner,  Bunsen,  laboratory:  With  spider.  (Issued 

Each 

.70 

s 

where  gas  is  available).  Illustrated. 

5103500 

N . 

Burnisher,  stellite,  “H”:  Double  end . 

Each 

2  27 

s 

5104500 

N . 

Burnisher,  stellite,  “J”:  Double  end . 

Each 

2  27 

s 

5105500 

Burnisher,  stellite,  “5-7”:  Double  end.  Illustrated. . . 

Each 

1  60 

s 

5107000 

Burnisher,  stellite,  “1-2”:  Large,  double  end . 

Each 

1  60 

s 

5108000 

Cabinet,  dental:  10  drawers.  Illustrated . . 

Each 

133  18 

s 

5111016 

X . 

Cabinet,  dental,  tray  No.  16 : . 

60 

0045 

s 

5111017 

X . 

Cabinet,  dental,  tray  No.  17 : . 

60 

0010 

g 

5111018 

X . 

Cabinet,  dental,  tray  No.  18 :  ... 

60 

0002 

g 

5111020 

X . 

Cabinet,  dental,  tray  No.  20 : . 

60 

.0010 

g 

5112700 

Carrier,  amalgam,  No.  5:  Illustrated . 

Each 

90 

g 

5113000 

N . 

Carver,  amalgam,  Frahm,  No.  1:  105°  angle . 

Each 

.50 

g 

5114000 

N . 

Carver,  amalgam,  Frahm,  No.  2:  105°  angle . 

Each 

.50 

g 

5115000 

N . 

Carver,  amalgam,  Frahm,  No.  3:  105°  angle . 

Each 

.50 

g 

5117000 

X . 

Case,  mailing,  dental,  large:  Illustrated.  . 

06 

1  3000 

3200 

g 

5117500 

X . 

Case,  mailing,  dental,  small : . 

04 

.4687 

.3800 

Q 

5118200 

Casting  unit,  complete : . 

195.16 

s 

Casting  unit,  large  inlay  brush:  (Use  5030000). 

Casting  unit,  large  duplicating  flask :  (Use  5394200). 

Casting  unit,  small  duplicating  flask :  (Use  5394300). 

Casting  unit  flask,  No.  3C:  (Use  5394500). 

Casting  unit  flask,  No.  4C:  (Use  5394600). 

Casting  unit  furnace,  electric,  large:  (Use  5327500). 

Casting  unit,  model  glaze:  (Use  5118300). 
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CLASS  5  DENTAL  EQUIPMENT  AND  SUPPLIES  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

(Use  5365500). 

Casting  unit  dental  lubricant:  (Use  1022000). 

Casting  unit  casting  machine,  large:  (Use  5394000). 

Casting  unit  surveyor  and  designer:  (Use  5582700). 

Casting  unit  electric  vibrator:  (TTse  5661300) 

Casting  unit  casting  wax,  blue,  28-gage:  (Use 

5672200). 

Casting  unit  casting  wax,  green,  30-gage:  (Use 

5672400). 

Casting  unit  casting  wax,  pink,  26-gage:  (Use 

5673200). 

Casting  unit  casting  wax,  pink,  28-gage:  (Use 

5673400). 

Casting  unit  casting  wax,  ready-made  shapes: 

(Use  5673600). 

5118300 

X . 

Cast  lacquer,  3  oz:  For  use  in  vulcanizing.  . .  . 

$0  42 

1376 

0300 

s 

5118500 

X . 

Cellophane  sheets,  100:  Approx.  3)4  bv  4  inches  . 

Pkg. 

.04 

.6500 

.4080 

s 

5121000 

X . 

Cement,  permanent,  dark  brown,  1  oz:  Powder  and 

Box 

.19 

.1700 

.1800 

s 

liquid. 

5122000 

X . 

Cement,  permanent,  pearl  gray,  1  oz:  Powder  and 

Box 

.19 

.4974 

.6500 

s 

liquid. 

5123000 

X . 

Cement,  permanent,  yellow,  1  oz:  Powder  and  liquid. 

Box 

.19 

.5500 

.5280 

s 

5124000 

X . 

Cement,  silicate,  case,  empty:  Holds  12  bottles 

92 

0400 

0300 

s 

5125000 

X . 

Cement,  silicate,  liquid,  7  cc: . 

25 

c>000 

9000 

s 

5126500 

X . 

Cement,  silicate,  powder,  shade  A,  y2  oz:  Light. . . . 

Bottle 

.75 

.6500 

.8000 

s 

5127500 

X . 

Cement,  silicate,  powder,  shade  R,  U  oz1  T  ight 

Bottle 

.75 

.8158 

.8000 

s 

yellow. 

5128500 

X . 

Cement,  silicate,  powder,  shade  C,  Vo  oz:  Medium 

Bottle 

.75 

.8158 

.5500 

s 

yellow. 

5129500 

X . 

Cement,  silicate,  powder,  shade  D,  Vo  oz;  Medium 

Bottle 

.75 

.7200 

.  6200 

s 

yellow-gray. 

5130500 

X . 

Cement,  silicate,  powder,  shade  E,  \A  oz:  Medium 

Bottle 

.75 

.3000 

.4483 

s 

gray. 

5131500 

X . 

Cement,  silicate,  powder,  shade  F,  V2  oz:  Light 

Bottle 

.75 

.3300 

.2000 

s 

yellow-gray. 

5132500 

X . 

Cement,  silicate,  powder,  shade  G,  y4  oz:  Gray  .  .  . . 

Bottle 

.75 

s 

5133500 

X . 

Cement,  silicate,  powder,  shade  H,  y4  oz:  White. . . 

Bottle 

.75 

s 

5134500 

X . 

Cement,  silicate,  powder,  shade  I,  x/4  oz:  Yellow’  .  . 

75 

s 

5135500 

X . 

Cement,  silicate,  powder,  shade  J,  y4  oz:  Brown  . . . 

75 

s 

5138500 

X . 

Cement,  silicate,  measuring  device  : . 

Each 

.07 

.0500 

.0800 

s 
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NOTES 
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UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

7 1 

T  of  Opns 

5139000 

X . 

Cement,  silicate,  shade  guide : . 

so  An 

np;nn 

n^oo 

5141000 

X . 

Cement,  silicate,  varnish,  1  oz: . 

60 

ddnn 

AQAn 

Q 

5142200 

X . . 

Cement,  temporary,  anodyne:  Powder  60  Gm.,  liquid 

Box 

1.21 

.2000 

.4000 

s 

30  cc.,  cleaner  55  cc. 

5142500 

X . 

Cervical  matrix,  12:  3  each  of  sizes  I,  II,  III,  and  IV.  . 

Box 

.30 

.1950 

.2145 

S 

5143000 

Chair,  dental  operating:  Illustrated . 

Each 

425  00 

s 

5144000 

X . 

Chair,  dental  operating,  oil,  1  gal : . .  . 

44 

0070 

.0056 

1  Q1  A 

s 

QJ 

5146000 

X . 

Charcoal  block : . 

38 

.0800 

5148700 

Chisel,  osseous,  Stout,  No.  1:  83^-ineh . 

Each 

1  00 

s 

5149500 

Chisel,  osseous,  Stout,  No.  2:  83^-inch.  Illustrated.  .  . 

Each 

1  00 

s 

5150500 

Chisel,  osseous,  Stout,  No.  3:  8^-inch . 

Each 

1  00 

s 

5154000 

Chisel  No.  3:  Rectangular  working  end . 

Each 

.60 

s 

5155000 

Chisel  No.  5:  Rectangular  working  end.  Illustrated  .  . 

Each 

60 

s 

5158000 

Chisel  No.  48:  Triangular  working  end . 

Each 

60 

s 

5158500 

Chisel,  Wedelstaedt,  No.  41 : . 

60 

s 

5158700 

Chisel,  Wedelstaedt,  No.  42:  Illustrated . 

Each 

60 

s 

5159000 

Clamp,  rubber  dam,  No.  19: . 

Each 

50 

g 

5160000 

Clamp,  rubber  dam.  No.  20:  Illustrated. .  .  . 

Each 

50 

s 

5164000 

Clamp,  rubber  dam,  No.  56 : . 

50 

g 

5165500 

X . 

Clasp  loops,  1  oz : . 

17  00 

1650 

9*>ZX 

QJ 

5166000 

X . 

Cleaner,  pulp  canal,  No.  0,  12: . 

Pke 

17 

1800 

4900 

a 

5168000 

X . 

Cleaner,  pulp  canal,  No.  2,  12:  Illustrated.  . 

17 

1100 

2376 

ft 

5171000 

x  (1). . . 

Compound,  cake,  l/2  lb :  Modeling,  red . 

Box 

.25 

1.6000 

1 . 6000 

s 

5174006 

Compressor  unit  with  12-gallon  tank,  1 10  volt,  25  cycle : 

Each 

110  00 

s 

5174008 

Compressor  unit  with  12-gallon  tank,  110  volt,  60  cycle: 

Each 

110  00 

s 

Illustrated. 

5174010 

Compressor  unit  with  12-gallon  tank,  110  volt,  DC:  .. 

Each 

no  oo 

s 

5174020 

Compressor  unit  with  12-gallon  tank,  220  volt,  DC :  .  . 

Each 

110  00 

s 

5175006 

Compressor  unit  with  40-gallon  tank,  1 10  volt,  25  cycle: . 

Each 

125  00 

s 

5175008 

Compressor  unit  with  40-gallon  tank,  110  volt,  60  cycle: 

125  00 

s 

5175010 

Compressor  unit  with  40-gallon  tank,  110  volt,  DC:  ... 

Each 

125  00 

s 

5175020 

Compressor  unit  with  40-gallon  tank,  220  volt,  DC :  . 

125  00 

s 

5176000 

X . 

Compressor  unit  metal  tubing :  . 

05 

1600 

1 

a 

5177000 

X . 

Compressor  unit  “T”  connection : 

1  10 

0090 

0190 

ft 

5178000 

X . 

Compressor  unit  terminal  cock : 

2  00 

0070 

oi  p;o 

a 

5179000 

X . 

Cone,  felt,  pointed,  No.  3:  Large,  1-inch  diameter . 

Each 

.16 

.22.50 

.2000 

s 
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Zl 

T  of  Opns 

5180000 

X . 

Cone.  felt,  blunt.  No.  6:  Large,  1-inch  diameter 

$0  12 

1  A^C\ 

5181000 

X . 

Cotton  roll,  %-inch,  100:  6  inches  long,  absorbent  .  .  .  , 

Box 

.45 

1 . 2500 

1 . 3750 

s 

5182000 

X . 

Cotton  roll.  %-inch.  100:  6  inches  long,  absorbent 

45 

7nr>n 

a 

5183000 

X . 

Cover,  paper,  round,  100:  13%-inch  diameter . 

Box 

70 

1 . 2750 

1 . 8000 

o 

a 

5187500 

N . 

Crown  and  splint  remover : . 

Each 

4  50 

S 

5188500 

Crown  remover,  Simplex:  With  two  points.  Ulus- 

Each 

2  00 

s 

t rated. 

5189000 

X . 

Cup,  paper,  non-collapsible,  100 : . .  . 

20 

3.0000 

8.0000 

a 

5196600 

Curette,  F.  F.  Molt,  No.  2:  6%-inch . 

Each 

2  00 

s 

5196700 

Curette,  F.  F.  Molt,  No.  4:  6%-inch.  Illustrated . 

Each 

2  00 

s 

5196800 

Curette,  F.  F.  Molt,  No.  9-L:  6%-inch . 

Each 

2  00 

s 

5196900 

Curette,  F.  F.  Molt,  No.  10-R:  6%-inch . 

Each 

2  00 

s 

5205000 

Cuspidor,  fountain,  mouthpiece,  set  of  2:  For  saliva 

Set 

2.70 

s 

ejector. 

5206000 

Dentimeter:  Kirk.  Illustrated . 

Each 

70 

s 

5207000 

X . 

Dentimeter  iron  wire,  %-oz:  36-gage . 

05 

0260 

0286 

a 

5207100 

x  (1).  . 

Denture  base  material,  acrylic,  clear,  10  units: . 

Pkg. 

2  49 

1400 

1 500 

u 

3 

5207200 

x  (1).  . 

Denture  base  material,  acrylic,  pink,  10  units : . 

Pkg 

2  49 

1  1000 

8000 

S 

5207300 

X(1).. 

Denture  base  material,  acrylic,  pink,  permanent  liner. 

Pkg. 

5.88 

.0600 

.1000 

s 

in  tube:  With  %-°z-  bottle  of  oil  of  sweet  almond 

and  20  sheets  of  cellophane  5)^  by  5)4  inches.  (Suf- 

ficient  for  20  dentures). 

5216000 

X . 

Disk,  carborundum,  knife  edge,  %-inch : .  . 

05 

1  3000 

7500 

s 

5217000 

X . 

Disk,  carborundum,  knife  edge,  %-inch: . 

Each 

05 

1  0000 

1  0000 

5! 

5218000 

X . 

Disk,  cuttlefish  paper,  y2-inch,  100:  7  /0  grit  . . . 

0(> 

0660 

0800 

S 

5219000 

X . 

Disk,  cuttlefish  paper,  %-inch,  100:  7  /0  grit 

06 

0640 

0600 

s 

5220000 

X . 

Disk,  cuttlefish  paper,  %-inch,  100:  7  /0  grit 

Box 

06 

0850 

0800 

s 

5221000 

X . 

Disk,  cuttlefish  paper,  %-inch,  100:  7/0  grit 

06 

0*100 

0750 

s 

5224000 

X . 

Disk,  emery  paper,  %-inch,  100:  No.  150  grit 

06 

0600 

0*100 

s 

5225000 

X . 

Disk,  emery  paper,  %-inch,  100:  No.  150  grit  . 

Box 

07 

0350 

0700 

s 

5229500 

X . 

Disk,  metal,  abrasive,  %-inch,  12:  Fine  grit  . 

Env. 

51 

2100 

3 ‘’00 

5229700 

X . 

Disk,  metal,  abrasive,  %-inch,  12:  Fine  grit 

Env. 

51 

2400 

3600 

s 

s 

5230000 

X . 

Disk,  paper,  assorted,  525 : . 

Box 

50 

2000 

3*  >60 

5231000 

X . 

Disk,  sandpaper,  %-inch,  100:  No.  0  grit . 

Box 

06 

0620 

0700 

s 

5232000 

X . 

Disk,  sandpaper,  %-inch,  100:  No.  0  grit  . 

Box 

06 

0600 

0650 

s 

s 

5233000 

X . 

Disk,  sandpaper,  %-inch,  100:  No.  0  grit . 

Box 

06 

1000 

5234000 

X . 

Disk,  sandpaper,  %-inch,  100:  No.  0  grit . 

Box 

.06 

.0730 

.0270 
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UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

5238000 

X . 

Dissolver,  3-cc:  Novocain,  with  extra  cup.  Illustrated. 

Each 

$0  73 

.0750 

.0300 

s 

5239000 

X . 

Dissolver,  3-cc,  cup : . 

27 

.0120 

.0120 

s 

5246500 

Elevator,  Stout,  A:  Illustrated . 

Each 

2  00 

s 

5247000 

Elevator,  malar,  Ivy :  8K-iuch.  Illustrated . 

Each 

2  40 

s 

5249500 

Elevator,  Potts,  No.  3: . '  . 

Each 

1  20 

s 

5249600 

Elevator,  Potts,  No.  4:  Illustrated . 

Each 

1  20 

s 

5249700 

Elevator,  Winter,  No.  1  L: . 

Each 

1  00 

s 

5249800 

Elevator,  Winter,  No.  1  R:  Illustrated . 

Each 

1  00 

s 

5250000 

Elevator,  Winter,  No.  122: . 

Each 

1  70 

s 

5251000 

Elevator,  Winter,  No.  123:  Illustrated . 

Each 

1  70 

s 

5252000 

Elevator,  Winter,  No.  135: . 

Each 

1  70 

s 

5252500 

(4) . 

Engine,  electric,  bench  mounted,  laboratory :  Illustrated 

Each 

95  00 

s 

5253006 

Engine,  mobile,  110  volt,  25  cycle: . 

Each 

168  00 

s 

5253008 

Engine,  mobile,  110  volt,  60  cycle:  Illustrated . 

Each 

168  00 

s 

5253010 

Engine,  mobile,  110  volt,  DC: . 

Each 

168  00 

s 

5253020 

Engine,  mobile,  220  volt,  60  cycle : . 

Each 

168  00 

s 

5253505 

Engine,  wall  bracket  type,  110  volt,  60  cycle:  Illus- 

Each 

125  00 

s 

trated. 

5253510 

Engine,  wall  bracket  tvpe,  110  volt,  DC:. 

Each 

125  00 

g 

5254010 

X . 

Engine  carbon  brush,  Weber,  set  of  2:  . 

Set 

25 

0294 

a 

5254015 

X . 

Engine  carbon  brush,  S.  S.  White,  set  of  2:  . 

25 

0020 

5254025 

X . 

Engine  carbon  brush,  Ritter,  set  of  2 :  . 

25 

0436 

ni -in 

Q 

5255020 

X . 

Engine  cord,  9-foot,  10-inch  Ritter  E : 

95 

0160 

ft7ftft 

a 

5255025 

X . 

Engine  cord,  10-foot,  8-inch:  For  various  tvpes  of 

Each 

.25 

.0060 

.0400 

s 

ltittcr  and  S.  S.  White  equipment. 

5255027 

X . 

Engine  cord,  9-foot,  4-inch:  For  Ritter  bench 

Each 

.25 

.0020 

.0100 

s 

mounted  engine. 

5255032 

X . 

Engine  cord,  11-foot:  For  Weber  F  and  Weber  mobile 

Each 

.25 

.0085 

.0200 

s 

engine. 

5255035 

X . 

Engine  cord  9-foot,  8-inch:  For  S.  S.  White  master 

Each 

.25 

.0015 

.0100 

s 

unit  and  Weber  bench  mounted  engine. 

5256000 

X . 

Engine  oil,  1  oz: . 

15 

.2000 

.2200 

a 

5257000 

Engine,  foot:  Portable . 

47  00 

s 

5259005 

X . 

Engine,  foot,  cord,  15-foot,  6-inch: . 

35 

0680 

9Aftft 

Q 

5259010 

X . 

Engine,  foot,  cord,  17-foot,  3-inch: . 

35 

.0220 

.4320 

a 

5261005 

Engine,  handpiece,  angle,  Doriot:  Hexagonal  sleeve. 

Each 

7  00 

s 

Illustrated. 

5261010 

Engine,  handpiece,  angle,  wrist  joint:  Old  type . 

Each 

7  00 

s 
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CLASS  5 


DENTAL  EQUIPMENT  AND  SUPPLIES 


MED  3 


NUMBER 

NOTES 

5262700 

X . 

5263005 

5263010 

5265000 

N . 

5266000 

N . 

5267000 

5268000 

N . 

5269500 

5269700 

5272000 

5273000 

5277200 

5277300 

5277400 

5277500 

5278300 

5278500 

5279000 

5280000 

5281000 

5285000 

X . 

5286000 

X . 

5287000 

X . 

5287600 

5288000 

X . 

5289000 

X . 

5290000 

X . 

5298000 

X . 

5299000 

X . 

5300000 

X . 

5301000 

X  N. .. 

NOMENCLATURE  AND  DESCRIPTION 


Engine,  handpiece,  lubricating  grease,  V2  oz: . 

Engine,  handpiece,  straight,  Doriot:  Hexagonal  nose. .  . 

Engine,  handpiece,  straight,  wrist  joint :  Old  type . 

Excavator,  Black,  No.  8: . 

Excavator,  Black,  No.  17 : . 

Excavator,  Black,  No.  23 : . 

Excavator,  Black,  No.  34 : . 

Excavator,  Black,  No.  49:  Illustrated . 

Excavator,  Black,  No.  50 : . 

Excavator,  Black,  No.  63: . 

Excavator,  Black,  No.  64  : . 

Excavator,  Black,  No.  77 : . 

Excavator,  Black,  No.  78 : . 

Excavator,  Black,  No.  79 : . 

Excavator,  Black,  No.  80 : . 

Excavator,  Black,  No.  84 : . 

Excavator,  Black,  No.  86 : . 

Explorer,  No.  5 : . 

Explorer,  No.  6:  Illustrated . 

Explorer,  No.  23 : . 

Facings,  U.  S.  Army  assortment:  Illustrated . 

Facings,  facing  replacement:  List  in  triplicate  show¬ 
ing  type  of  facing,  tooth  mold  and  shade  to 
accompany  requisition. 

Facings,  backing  replacement:  List  in  triplicate 
showing  number  of  each  backing  to  accompany 
requisition. 

File,  bone,  double-ended:  No.  60  and  No.  61 . 

File,  gold,  flat:  5-inch . 

File,  gold,  half-round:  6-inch.  Illustrated . 

File,  gold,  round :  6-inch . 

File,  root  canal,  B,  No.  1,  6:  Illustrated . 

File,  root  canal,  B,  No.  3,  6 : . 

File,  root  canal,  B,  No.  4,  6 : . 

File,  root  canal,  D,  No.  1,  6: . 


UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Stat 

Zl 

T  of  Opns 

Tube 

$0.10 

.2800 

.2475 

s 

Each 

13  00 

s 

Each 

13.00 

s 

Each 

.40 

s 

Each 

.40 

s 

Each 

.50 

s 

Each 

.50 

s 

Each 

.50 

s 

Each 

.50 

s 

Each 

.50 

s 

Each 

.50 

s 

Each 

.50 

s 

Each 

.50 

s 

Each 

.50 

s 

Each 

.50 

s 

Each 

.50 

s 

Each 

.50 

s 

Each 

.23 

s 

Each 

.23 

s 

Each 

.23 

s 

Set 

124.98 

.0030 

.0050 

s 

Each 

.21 

1 . 7000 

1 . 5000 

s 

Each 

.18 

1.0000 

.6000 

s 

Each 

2.34 

s 

Each 

.27 

.0200 

.0200 

s 

Each 

.40 

.0300 

.0400 

s 

Each 

.24 

.0280 

.0308 

s 

Pkg. 

.28 

.0400 

.0500 

s 

Pkg. 

.28 

.0230 

.0400 

s 

Pkg. 

.28 

.0420 

.0715 

s 

Pkg. 

.45 

s 
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MED  3  DENTAL  EQUIPMENT  AND  SUPPLIES  CLASS  5 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

5304000 

X . 

File,  vulcanite,  half-round,  double-ended:  8-inch. 

Each 

SO.  31 

.0745 

.0400 

s 

Illustrated. 

5305000 

X . 

File,  vulcanite,  round:  8-inch . 

24 

0360 

0360 

s 

5308000 

X . 

File,  wood,  rasp:  12-inch,  half-round.  Illustrated ...  . 

Each 

.63 

.0180 

.0198 

s 

5309000 

X . 

Finisher,  vulcanite.  No.  2:  Kingsley.  Illustrated 

20 

0645 

a 

5310000 

X . 

Finisher,  vulcanite,  No.  4:  Kingsley . 

20 

.0630 

.0600 

a 

5310500 

Flask,  ejector  type  : . 

Each 

3  29 

o 

s 

5310600 

(3) . 

Flask,  ejector  type,  ejector : . 

Each 

2  00 

s 

5311000 

X . 

Floss,  dental,  100  yards:  Waxed . 

18 

7000 

1  0423 

a 

5313000 

X . 

Flux,  reducing,  1  oz : . 

18 

0300 

.0440 

Q 

5313300 

X . 

Foil,  platinum,  1  dwt:  0.001-inch  thick . 

Pkg. 

2  00 

.5500 

s 

5313500 

Forceps,  bone,  Rongeur,  No.  5S:  Illustrated . 

Each 

6  00 

s 

5313600 

Forceps,  bone,  Rongeur,  No.  4A :  ... 

Each 

7  00 

s 

5314000 

Forceps,  crown-slitting:  Reversible  and  detachable 

Each 

6  00 

s 

blade.  Illustrated. 

5315016 

X . 

Forceps,  crown-slitting,  blade  No.  4,  S.  S.  Whitp  • 

e;n 

nr»9« 

nnin 

Q 

5315020 

X . 

Forceps,  crown-slitting,  blade,  Consolidated  Dental 

Each 

.50 

.0022 

.0020 

s 

Mfg.  Co : 

5316000 

Forceps,  rubber  dam,  clamp:  Illustrated. . 

Each 

3  00 

s 

5317000 

Forceps,  rubber  dam,  punch:  Illustrated . 

Each 

4  75 

s 

5319000 

Forceps,  tooth-extracting,  No.  18R:  Molar,  upper, 

Each 

6  00 

s 

right  side.  Illustrated. 

5320000 

Forceps,  tooth-extracting,  No.  18L:  Molar,  upper, 

Each 

6  00 

s 

left  side.  Illustrated. 

5322000 

Forceps,  tooth-extracting,  No.  65:  Incisor  and  root, 

6  00 

s 

upper,  bayonet  shape.  Illustrated. 

5323000 

N . 

Forceps,  tooth-extracting,  No.  103:  Incisor,  bicuspid, 

Each 

6  00 

s 

and  root,  lower. 

5324000 

Forceps,  tooth-extracting,  No.  150A:  Incisor,  cuspid, 

6  00 

s 

bicuspid,  and  root,  upper.  Illustrated. 

5325000 

Forceps,  tooth-extracting,  No.  151A:  Incisor,  cuspid, 

6  00 

s 

bicuspid,  and  root,  lower.  Illustrated. 

5326000 

Forceps,  tooth-extracting.  No.  210:  Third  molar,  upper, 

6  00 

s 

either  side.  Illustrated. 

5326200 

Forceps,  tooth-extracting,  No.  215:  Molar,  lower,  either 

6.00 

s 

side.  Illustrated. 

5326400 

Forceps,  tooth-extracting.  No.  217 :  Third  molar,  lower, 

6  00 

s 

either  side.  Illustrated. 

5327000 

X . 

Frame,  heating :  Wire  net,  4  by  4  inches.  (Investment 

Each 

.20 

.0300 

.0250 

s 

spider). 
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MED  3 


CLASS  5 


NUMBER 

NOTES 

5327500 

(4) . 

5327805 

4327808 

5327900 

X  (3) .  .  . 

5329500 

5331000 

X . 

5332000 

X . 

5333000 

X . 

5334000 

X . 

5335000 

X . 

5336000 

X . 

5337000 

X . 

5338000 

X . 

5339000 

X . 

5340000 

X . 

5341000 

X . 

5342000 

X . 

5343000 

X . 

5344000 

X . 

5345000 

X . 

5346000 

X . 

5349000 

X  (1).. 

5349300 

5351005 

5351010 

5352000 

X . 

5352500 

X  (3) .  . 

5352600 

X  (3).  . 

DENTAL  EQUIPMENT  AND  SUPPLIES 


NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

Furnace,  dental,  electric,  large : . 

Each  ! 

U20.00 

s 

Furnace,  dental,  small,  110  volt,  AC-DC:  For  inlay  and 

Each 

17.10 

s 

heat-treating  metals.  Illustrated. 

Furnace,  dental,  small,  220  volt,  AC-DC :  For  inlay  and 

Each 

17.10 

s 

heat-treating  metals. 

Furnace,  dental,  small,  heating  element : . 

Each 

.65 

.0040 

.0033 

s 

Glass,  reading,  magnifying:  2^-inch  lens  diameter; 

Each 

1.00 

s 

6-inch  focus.  Illustrated. 

Gold,  casting,  34-crown,  2  dwt : . 

Ingot 

2.98 

.4000 

.5625 

s 

Gold,  casting,  inlay,  2  dwt : . 

Ingot 

1.90 

.2083 

.3125 

s 

Gold,  casting,  saddle  bar  and  clasp,  2  dwt . 

Ingot 

1.75 

.6000 

.4000 

s 

Gold  foil,  1/10  oz:  Assorted  cylinders,  cohesive . 

Bottle 

4.40 

.0040 

.0500 

s 

Gold,  lingual  bar,  long,  16k.,  2  dwt.,  6  gr:  2%-inch _ 

Each 

2  35 

1.5000 

1.2375 

s 

Gold,  lingual  bar,  medium,  16k.,  1  dwt., 20  gr.:  21^-ineh  . 

Each 

1.80 

1 . 5000 

.9959 

s 

Gold  plate,  22k.,  5  dwt:  30-gage  . 

Piece 

8.00 

.0360 

.1000 

s 

Gold  plate,  24k.,  2  dwt:  36-gage . 

Piece 

5.25 

.0595 

.1100 

s 

Gold  solder,  16k:  Fineness  not  less  than  0.530  . 

Dwt. 

1.00 

.5000 

.3998 

s 

Gold  solder,  18k:  Fineness  not  less  than  0.650  .  .  . 

Dwt. 

1.20 

1.7500 

1.0700 

s 

Gold  solder,  20k:  Fineness  not  less  than  0.730 

Dwt. 

1.35 

.1600 

.2505 

s 

Gold  solder,  22k:  Fineness  not  less  than  0.800  . 

Dwt. 

1.45 

.0065 

.0200 

s 

Gold  wire,  14-gage,  half-round:  Elastic . 

4  Dwt. 

5.65 

1.0000 

.8000 

s 

Gold  wire,  14-gage,  round:  Elastic.  For  clasps . 

4  Dwt. 

5.85 

.1050 

.2000 

s 

Gold  wire,  16-gage,  round:  Elastic.  For  clasps.  .  . 

4  Dwt. 

5.80 

.2500 

.1500 

s 

Gold  wire,  18-gage,  round:  Elastic.  For  clasps . 

4  Dwt. 

5  65 

1.4000 

.9600 

s 

Gutta-percha,  temporary,  1  oz.:  Pink  or  white . 

Box 

.12 

.2000 

.4224 

s 

Hammer,  ball  pein:  8  oz . 

Each 

1 .15 

s 

Heater  for  spray  bottles,  110  volt,  AC-DC:  With  2 

Each 

18.00 

s 

spraying  units,  1  syringe  unit,  water  glass,  cutoff, 

and  cord.  Illustrated. 

Heater  for  spray  bottles,  220  volt,  AC-DC:  With  2 

Each 

18.00 

s 

spraying  units,  1  syringe  unit,  water  glass,  cutoff, 

and  cord. 

Heater  for  spray  bottles,  air  cutoff:  With  8-foot  tub- 

Each 

7.90 

.0020 

s 

ing  and  hose  union.  (See  5659012-30  for  tubing 

replacement). 

Heater  for  spray  bottles,  spraying  unit:  Bottle  and 

Each 

1.50 

.0020 

s 

spray  with  atomizer  tips. 

Heater,  for  spray  bottles,  spraying  unit  bottle:  (I’se 

3612200). 

Heater  for  spray  bottles,  syringe  unit:  Bottle  and 

Each 

1 .50 

.0010 

s 

syringe  with  syringe  tips. 
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MED  3  DENTAL  EQUIPMENT  AND  SUPPLIES  CLASS  5 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

5354000 

X  (3) . . . 

Heater,  water  glass : . 

Each 

$0.08 

.0140 

.0050 

s 

5355000 

Heater  for  compound,  110  volt,  AC-DC:  Complete 

Each 

19.00 

s 

with  heating  element.  Illustrated. 

5356006 

X . 

Heater  for  compound,  heating  element,  Hanau: 

R  7S 

in 

5356016 

X. . 

Heater  for  compound,  heating  element,  Snpplee  • 

A  7^ 

Q 

5356024 

X . 

Heater  for  compound,  heating  element,  Trurast: 

6  75 

nnn* 

nnno 

5357006 

X . 

Heater  for  compound,  thermometer,  Hanau : 

2  00 

nnQn 

q 

5357016 

X . 

Heater  for  compound,  thermometer,  Supplee : . 

Each 

2.00 

.0005 

.0010 

s 

5358000 

Holder,  cotton:  Illustrated . 

38 

g 

5359000 

X . 

Holder,  mercury :  Illustrated . 

25 

nfinn 

a 

5360000 

X . 

Holder,  napkin:  Illustrated . 

11 

.2000 

.1000 

a 

5361000 

Holder,  nerve  broach:  Illustrated . 

70 

s 

5362000 

Holder,  rubber  dam:  Illustrated . 

Each 

50 

s 

5362500 

X . 

Impression  compound,  12  units:  Elastic.  . 

1  15 

1.4000 

.5718 

5362800 

Impression  compound  trays,  set  of  6:  Large,  medium 

Set 

3  78 

S 

and  small,  upper  and  lower.  Illustrated. 

5365500 

X . 

Investment,  model  casting  35  lb :  .... 

4  20 

ni  rr 

nonn 

a 

5366000 

X . 

Investment  compound,  crown  and  bridge,  4  lb: 

9ini 

1 7nn 

ij 

q 

5366500 

X . 

Investment,  inlay,  3l/z  lb: . 

Tin 

1  02 

2000 

9^nn 

ft 

5366700 

X . 

Investment,  inlay,  control  powder,  4yz  lb : . 

Tin 

1  02 

.0767 

.0844 

o 

Q 

5366800 

Investment,  inlay,  scale : . 

2  28 

s 

5372000 

Knife,  office: . 

75 

g 

5373000 

X . 

Knife,  plaster:  Illustrated . 

1  25 

.0200 

.0200 

g 

5380000 

Lamp,  alcohol:  With  flame  shield  and  wick.  Illus- 

Each 

1.10 

s 

trated. 

5381000 

X . 

Lamp,  alcohol,  wick : . 

01 

1000 

a 

5382000 

X . 

Lamp,  alcohol,  large:  Purdy.  Illustrated 

75 

0030 

0100 

G 

5383000 

X . 

Lamp,  alcohol,  large,  wick: . 

05 

.0500 

.0734 

g 

5388005 

(4) . 

Lamp,  operating,  wall  bracket: . 

E.neh 

32  00 

g 

5388010 

(4) . 

Lamp,  operating,  unit  attachment,  Ritter  D:. 

Each 

32  00 

s 

5388012 

(4) . 

Lamp,  operating,  unit  attachment,  Ritter  E  and 

Each 

32.00 

s 

Weber:  Illustrated. 

5388015 

(4) . 

Lamp,  operating,  unit  attachment,  S.  S.  White  Master : . 

Each 

32  00 

s 

5388505 

X. 

Lamp,  operating,  glass  shade,  Pelton-Crane : 

2  00 

0020 

0015 

g 

5388555 

X . 

Lamp,  operating,  glass  shade.  Prometheus: 

2  00 

0060 

0005 

g 

5389009 

X . 

Lamp,  operating,  lamp  bulb,  Pelton-Crane  and  Bos- 

Each 

.60 

.0040 

.0050 

s 

worth  Localite:  9  volt,  4  watt,  T-4j/£. 

5389012 

X . 

Lamp,  operating,  lamp  bulb,  Ritter  Dualite:  120  volt, 

Each 

$0.10 

.0080 

.0050 

s 

60  watt,  A-19. 
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CLASS  5  DENTAL  EQUIPMENT  AND  SUPPLIES  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

5389015 

X . 

Lamp,  operating,  lamp  bulb,  Burton  Oculite:  120  volt, 

Each 

.15 

.0050 

.0050 

s 

60  watt,  A-19. 

5389018 

X . 

Lamp,  operating,  lamp  bulb,  Pellnn-CVane  and  Rns. 

Each 

.60 

.0200 

.0090 

s 

worth:  120  volt,  75  watt,  A-23. 

5389021 

X . 

Lamp,  operating,  lamp  bulb,  Schamberg  and  Pro- 

Each 

.75 

.5800 

.4500 

s 

metheus:  120  volt,  100  watt,  P-25. 

5389022 

X . 

Each 

.75 

.0040 

.1760 

s 

Castle  and  Prometheus:  230  volt,  100  watt,  P-25, 

base  down. 

5390000 

Lancet,  exact,  No.  1 :  Curved,  flat  handle  . 

Each 

.60 

5391 

)00) 

ss 

5391000 

Lancet,  Volland,  No.  2:  Straight,  flat  handle.  Ulus- 

Each 

.60 

s 

trated. 

5392007 

Lathe,  dental,  110  volt,  25  cycle:  Range  1700  to  3500 

Each 

44  00 

s 

r.p.m. 

' 

5392009 

Lathe,  dental,  110  volt,  60  cycle:  Range  1700  to  3500 

Each 

44  00 

s 

r.p.m.  Illustrated. 

5392010 

Lathe,  dental,  110  volt,  DC:  Range  1700  to  3500  r.p.m. 

Each 

44  00 

s 

5392015 

Lathe,  dental,  220  volt,  DC.:  Range  1700  to  3500  r.p.m. 

Each 

44.00 

s 

5392500 

(4) . 

Lathe,  dental,  heavy  duty:  Illustrated . 

Each 

48.00 

s 

5393000 

Lathe,  dental,  dust  collector: . . 

Each 

1  60 

s 

5393300 

(4) . 

Lathe,  dental,  polishing,  with  dust  collector: . 

Each 

191  25 

s 

5393700 

Light,  bench,  laboratory : . 

Each 

13  75 

s 

Lubricant,  dental:  (Use  1022000) 

5394000 

Machine,  casting,  large : . 

Each 

32  50 

s 

5394200 

Machine,  casting,  large  duplicating  flask : . 

Each 

3  90 

s 

5394300 

Machine,  casting,  small  duplicating  flask: . 

Each 

3  25 

s 

5394500 

Machine,  casting,  large,  flask  No.  3C : . 

Each 

72 

s 

5394600 

Machine,  casting,  large,  flask  No.  4C : . 

Each 

95 

s 

5395000 

Machine,  casting,  small:  Illustrated . 

Each 

21  00 

s 

5396000 

X . 

Machine,  casting,  small,  asbestos  crucible  pad,  50 : . . 

Box 

.30 

.0382 

.0421 

s 

5397000 

X . 

Machine,  casting,  small,  crucible : . . 

25 

0460 

0505 

s 

5399000 

X . 

Machine,  casting,  small,  inlay  flask:  by  1  ]A 

Each 

.23 

.1200 

.1041 

s 

inches. 

5400000 

X . 

Machine,  casting,  small,  saddle  and  bridge  flask: 

Each 

.22 

.0300 

.0324 

s 

1 H  by  2  inches. 

5400300 

Machine,  soldering,  dental,  complete,  110  volt,  60  cycle : 

Each 

21  00 

s 

With  2  brass  electrodes;  2  carbon  electrodes;  model 

holder  and  soldering  flux. 

5400305 

X . 

Machine,  soldering,  dental,  electrode  carbon : . 

Each 

15 

0150 

s 

5400310 

X . 

. 

Machine,  soldering,  dental,  soldering  flux  : . 

Pkg. 

1.00 

.0120 

s 
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MED  3  DENTAL  EQUIPMENT  AND  SUPPLIES  CLASS  5 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

5400500 

Mallet,  metal,  dental:  Illustrated . 

Each 

JO  70 

g 

5401000 

Mallet,  plugging:  Illustrated . 

Each 

1  00 

s 

5403000 

X . 

Mandrel  No.  303,  for  angle  handpiece:  Illustrated  . . . 

Each 

.05 

.6000 

.8000 

s 

5404000 

X . 

Mandrel  No.  303y2,  for  angle  handpiece : . 

Each 

.05 

.2110 

.1100 

s 

5405000 

X . 

Mandrel  No.  303,  for  straight  handpiece:  Illustrated  . 

Each 

.05 

.  6500 

.8000 

s 

5406000 

X . 

Mandrel  No.  303!/2>  for  straight  handpiece :  . 

05 

4667 

CJ 

5407000 

X . 

Mandrel,  Morgan-Maxfield,  for  angle  handpiece: 

Each 

.30 

.4000 

.6025 

s 

Illustrated. 

5408000 

X . 

Mandrel,  Morgan-Maxfield,  for  straight  handpiece: 

Each 

.30 

.4800 

.7920 

s 

Illustrated. 

5412000. 

Mechanical  dam:  Complete . 

Each 

1  42 

s 

5416000 

Mirror,  hand:  5-inch.  Illustrated . 

Each 

82 

s 

5417000 

Mirror,  mouth:  Metal  handle,  complete  with  1  plane 

Each 

.45 

s 

and  1  magnifying  glass.  Illustrated. 

5418005 

X . 

Mirror,  mouth,  plane  glass,  cone  socket:  Without 

Each 

.15 

.9000 

1 . 2605 

s 

handle. 

5418010 

X . 

Mirror,  mouth,  plane  glass,  simple  stem:  Without 

Each 

.15 

LS 

handle. 

5419005 

X . 

Mirror,  mouth,  magnifying  glass,  cone  socket:  Without 

Each 

.35 

.1200 

.0050 

s 

handle. 

5419010 

X . 

Mirror,  mouth,  magnifying  glass,  simple  stem:  Without 

Each 

.35 

LS 

handle. 

5419400 

Mixer,  inlay  investment:  Small,  with  bowl . 

Each 

3  67 

s 

5420500 

X . 

Mortar  and  pestle:  Glass.  Illustrated 

9?! 

0750 

0600 

s 

5420700 

X . 

Napkin,  gauze,  sterile,  dental,  500:  6  by  6  inches 

1  40 

.6375 

.3000 

s 

5421000 

Pan,  pickling:  Illustrated . 

1  02 

s 

5422000 

X . 

Paper,  articulating,  12  sheets : .  .  . 

05 

1  5000 

1  2000 

g 

5423000 

X . 

Paste,  abrasive,  3  oz : . 

17 

1000 

g 

5423200 

X . 

Paste,  impression:  Rebasing.  1  tube  each  of  base  ma- 

Pkg. 

1.03 

.  3200 

.1000 

s 

terial  and  accelerator  hardener. 

Plaster  of  paris,  impression:  (Use  5423200). 

5424300 

X . 

Plaster  of  paris,  modeling  and  fiasking,  4  lb  : 

21 

.6420 

1 . 0000 

s 

5426000 

Pliers  No.  2,  dressing:  Illustrated . 

40 

s 

5427000 

Pliers  No.  17,  dressing:  Illustrated . 

40 

s 

g 

5427500 

Pliers  No.  104:  Flat  nose,  serrated  beak.  Illustrated 

3  35 

5428000 

Pliers  No.  107:  Round  nose.  Illustrated . 

3  35 

s 

5429000 

N . 

Pliers  No.  114,  contouring:  Johnson . 

Each 

3  00 

s 

5430000 

N. . 

Pliers  No.  122,  smooth-beak,  office : . 

4  70 

s 

5431000 

Pliers  No.  136,  contouring:  Goslee.  Illustrated  ... 

3.55 

s 

14 
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CLASS  5  DENTAL  EQUIPMENT  AND  SUPPLIES  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 
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UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

5432000 

Pliers,  No.  137,  contouring:  Gordon.  Illustrated 

$4  35 

a 

5432500 

Pliers,  clasp-bending:  Jelenko.  Illustrated . 

Each 

4  75 

g 

5433500 

Pliers,  laboratory,  parallel  jaws:  Plat  nose,  5-inch. 

Each 

85 

s 

Illustrated. 

5434000 

N . 

Pliers,  laboratory,  universal : . 

Each 

40 

g 

5435000 

Pliers,  lingual  bar:  Aderer.  Illustrated . 

Each 

4  10 

s 

5435500 

N . 

Pliers,  prosthetic,  No.  Ill:  Serrated  beak.  . 

Each 

4  70 

s 

5435700 

Pliers,  wire  nippers:  Side  cutting,  514-inch.  Illus- 

Each 

1  29 

s 

trated. 

5436000 

Plugger,  amalgam,  Black,  No.  1 :  Illustrated . 

Each 

75 

s 

5437000 

Plugger,  amalgam,  Black,  No.  3 : . 

75 

s 

5438000 

N . 

Plugger,  amalgam,  Black,  No.  4: . 

75 

s 

5439000 

N . 

Plugger,  amalgam,  Black,  No.  5 : . 

Each 

75 

s 

5440000 

Plugger,  plastic,  Ladmore,  No.  3:  Double  end. 

Each 

.60 

s 

Illustrated. 

5444000 

Plugger,  root  canal,  No.  1 :  Illustrated . 

Each 

s 

5445000 

Plugger,  root  canal,  No.  3: . 

65 

s 

5446000 

Plugger,  root  canal,  No.  5: . 

65 

s 

5450000 

Plugger,  plastic,  Woodson,  No.  1:  Double  end. 

Each 

75 

s 

Illustrated. 

5451000 

Plugger,  plastic,  WToodson,  No.  2:  Double  end . 

Each 

75 

s 

5452000 

Plugger,  plastic,  Woodson,  No.  3:  Double  end . 

Each 

75 

s 

5453000 

X . 

Point,  aseptic,  200:  Absorbent . 

70 

.1400 

2800 

a 

5453200 

Points,  diamond,  mounted,  set  of  6:  Consists  of  1  each 

Set 

25.00 

S 

of  5453300,  5453400,  5453500,  5453600,  5453700  and 

5453800,  in  case. 

5453300 

Point,  diamond,  mounted,  A,  for  anglehand  piece: 

3  00 

s 

5453400 

Point,  diamond,  mounted,  B,  for  angle  handpiece :  . 

Each 

5  00 

s 

5453500 

Point,  diamond,  mounted,  C,  for  angle  handpiece:.  . 

Each 

4  50 

s 

5453600 

Point,  diamond,  mounted,  D,  for  angle  handpiece: . 

3  75 

s 

5453700 

Point,  diamond,  mounted,  E,  for  angle  handpiece: . 

Each 

3  75 

s 

5453800 

Point,  diamond,  mounted,  F,  for  straight  handpiece : . 

Each 

3  75 

s 

5454000 

X . 

Point,  carborundum,  mounted,  No.  183,  for  angle  hand- 

Each 

.11 

.3000 

.2800 

s 

piece:  No.  120  grit,  ball  shape.  Illustrated. 

5454100 

X . 

Point,  carborundum,  mounted,  No.  184,  for  angle  hand- 

Each 

.11 

.6400 

.8250 

s 

piece:  No.  120  grit,  inverted  cone. 

5455000 

X . 

Point,  carborundum,  mounted,  No.  186,  for  angle  hand- 

Each 

.11 

.  5300 

.9900 

s 

piece:  No.  120  grit,  cylinder. 

5458000 

X . 

Point,  carborundum,  mounted,  No.  211,  for  angle  hand- 

Each 

.11 

.7000 

1 .2000 

s 

piece:  No.  120  grit,  cone  shape. 
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MED  3  DENTAL  EQUIPMENT  AND  SUPPLIES  CLASS  5 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

5460000 

X . 

Point,  carborundum,  mounted,  No.  226,  for  angle  hand- 

Each 

SO  1 1 

.  5000 

1 . 1000 

s 

piece:  No.  120  grit,  cone,  tapering. 

5461000 

X . 

Point,  carborundum,  mounted,  No.  227,  for  angle  hand- 

Each 

.11 

.1800 

.0100 

s 

piece:  No.  120  grit,  cone,  tapering. 

5462000 

X . 

Point,  carborundum,  mounted,  No.  234,  for  angle  hand- 

Each 

.11 

.7000 

1 . 4000 

s 

piece:  No.  120  grit,  knife  edge. 

5463000 

X . 

Point,  carborundum,  mounted,  No.  241,  for  angle  hand- 

Each 

.11 

.4000 

1.0000 

s 

piece:  No.  120  grit,  wheel  shape. 

5474000 

X . 

Point,  carborundum,  mounted,  No.  183,  for  straight 

Each 

.11 

.7000 

1  0000 

s 

handpiece:  No.  120  grit,  ball  shape. 

5474100 

X . 

Point,  carborundum,  mounted,  No.  184,  for  straight 

Each 

.11 

.7000 

1 . 6000 

s 

handpiece:  No.  120  grit,  inverted  cone. 

5475000 

X . 

Point,  carborundum,  mounted,  No.  186,  for  straight 

Each 

.11 

.5500 

1 . 1000 

s 

handpiece:  No.  120  grit,  cylinder. 

5478000 

X . 

Point,  carborundum,  mounted,  No.  211,  for  straight 

Each 

.11 

1.0000 

2.8000 

s 

handpiece:  No.  120  grit,  cone,  tapering. 

5480000 

X . 

Point,  carborundum,  mounted,  No.  226,  for  straight 

Each 

.11 

.7000 

1.2500 

s 

handpiece:  No.  120  grit,,  cone,  tapering. 

5481000 

X . 

Point,  carborundum,  mounted,  No.  227,  for  straight 

Each 

.11 

.4200 

.0200 

s 

handpiece:  No.  120  grit,  cone,  tapering. 

5482000 

X . 

Point,  carborundum,  mounted.  No.  234,  for  straight 

Each 

.11 

.8000 

1 . 7000 

s 

handpiece:  No.  120  grit,  knife  edge. 

5483000 

X . 

Point,  carborundum,  mounted,  No.  241,  for  straight 

Each 

.11 

1 . 2000 

1  8000 

s 

handpiece:  No.  120  grit,  wheel  shape. 

5494000 

X(1).. 

Point,  root  canal.  No.  6,  150:  Gutta-percha,  pink, 

Box 

.18 

.0600 

.1000 

s 

conical. 

5495000 

X(l).. 

Point,  root  canal,  No.  8,  150:  Gutta-percha,  pink, 

Box 

.18 

.0450 

.0350 

s 

conical. 

5496000 

X(l).. 

Point,  root  canal,  No.  10,  150:  Gutta-percha,  pink, 

Box 

.18 

(Substi 

;ute  for 

ss 

conical. 

5494000  an 

d  5495000) 

5500000 

X(1).. 

Polisher,  rubber  cup,  36:  With  1  mandrel  for  straight 

Box 

.60 

.5500 

.  9625 

s 

handpiece  and  1  mandrel  for  angle  handpiece.  Illus- 

trated. 

5502000 

X . 

Pot  (medicine  glass),  Dappen:  Clear  glass.  Illustrated. 

Each 

.06 

.2500 

.2888 

s 

5502500 

X . 

Powder,  Protective,  for  Acrylic  Material,  1  oz: 

Pke- 

2  00 

.0500 

.0500 

5503000 

Press,  flask:  Illustrated . 

4  60 

s 

5504000 

Probe,  abscess:  Telescoping,  in  case.  Illustrated . 

Each 

84 

s 

5506000 

X . 

Reamer,  root  canal,  B-13,  6:  Tapered 

Pke 

25 

0400 

fiAl  Q 

CJ 

5507000 

X . 

Reamer,  root  canal,  B-15,  6:  Tapered.  Illustrated.  .  .  . 

Pkg. 

.25 

.0330 

.0573 

s 

5508000 

X . 

Reamer,  root  canal,  B-17,  6:  Tapered  . 

Pke 

25 

0280 

mnn 

a 

5509000 

X . 

Reamer,  root  canal,  B-19,  6:  Tapered 

Pke 

25 

.0450 

.0573 

kl 

<2 

5510000 

XN . 

Reamer,  root  canal,  D-13,  6:  Tapered  .  . 

Pkg. 

.40 

s 

5511000 

XN . 

Reamer,  root  canal,  D-15,  6:  Tapered 

Pkg. 

.40 

s 
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CLASS  5  DENTAL  EQUIPMENT  AND  SUPPLIES  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 
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UNIT 
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REPLACEMENT  RATES 
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Zl 

T  of  Opns 

5519000 

Retainer,  matrix,  No.  1 :  Illustrated . 

Each 

$2  60 

g 

5520000 

X . 

Retainer,  matrix,  No.  1,  bicuspid  band,  medium,  12:. 

Env. 

.13 

.4400 

.7975 

s 

5521000 

X . 

Retainer,  matrix,  No.  1,  bicuspid  band,  narrow,  12:. . 

Env. 

.13 

.7000 

.9625 

s 

5522000 

X . 

Retainer,  matrix,  No.  1,  molar  band,  medium,  12 : . . . 

Env. 

.13 

.4000 

1 . 0907 

s 

5523000 

X . 

Retainer,  matrix.  No.  1.  molar  band,  narrow,  12: 

13 

.6000 

1 . 1000 

Q 

5523200 

Retainer,  matrix,  No.  9:  Illustrated . 

Each 

2  50 

s 

5523400 

X . 

Retainer,  matrix,  No.  9,  bicuspid  band,  medium,  12 : . 

Env. 

.14 

.3000 

.2000 

s 

5523600 

X . 

Retainer,  matrix.  No.  9,  molar  band,  medium,  12:. . . 

Env. 

.14 

.3749 

.2200 

s 

5524000 

Retractor,  tissue,  Buckley:  Illustrated . 

Each 

55 

s 

5527000 

X . 

Rosin,  1-oz.  cake:  USP . 

Pke 

10 

0542 

o 

5528000 

X . 

Rouge,  1-oz.  stick:  Polishing,  round . 

05 

1896 

99m 

5529000 

X(1).. 

Rubber  dam,  18-foot  roll : . 

Carton 

.64 

.0400 

.0500 

s 

5532000 

X(l).. 

Rubber  denture  base,  light  red,  Vi  lb : . 

Carton 

72 

s 

5533000 

X  (1)  N 

Rubber  denture,  general  purpose,  pink,  Vi  lb: . 

Carton 

2.50 

s 

5534000 

X(1)N 

Rubber  denture,  veneer,  pink,  Vi  lb:  Granular.  . 

Carton 

1.75 

s 

5535000 

X . 

Sandarac  varnish,  4  oz: . 

32 

.1167 

.1284 

5541000 

Scaler  No.  3:  Illustrated . 

Each 

69 

g 

5542000 

Scaler  No.  6:  Illustrated . 

69 

g 

5544000 

Scaler  No.  33:  Illustrated . 

Each 

69 

g 

5545000 

Scaler  No.  34:  Illustrated . 

Each 

69 

s 

5545600 

N . 

Scaler,  pyorrhea,  Gracey,  No.  5: . 

Each 

90 

s 

5545800 

N . 

Scaler,  pyorrhea,  Gracey,  No.  6: . 

Each 

90 

s 

5546000 

N . 

Scaler,  pyorrhea,  Gracey,  No.  11: . 

Each 

90 

s 

5546200 

N . 

Scaler,  pyorrhea,  Gracey,  No.  12: . 

Each 

90 

s 

5546400 

N . 

.  Scaler,  pyorrhea,  Gracey,  No.  13: . 

Each 

90 

s 

5546600 

N . 

.  Scaler,  pyorrhea,  Gracey,  No.  14: . 

Each 

90 

s 

5549500 

N . 

.  Scaler,  pyorrhea,  Towner,  No.  01-5: .... 

Each 

90 

s 

5549700 

N . 

Scaler,  pyorrhea,  Towner,  No.  02-6: . 

Each 

90 

s 

g 

5549900 

N . 

.  Scaler,  pyorrhea,  Towner,  No.  04-8: .... 

Each 

90 

5551500 

Scaler,  pyorrhea,  Younger-Good,  No.  3:  Illustrated. . . 

,  Each 

60 

s 

5552000 

Scaler,  pyorrhea,  Younger-Good,  No.  4:  Illustrated.. 

Each 

60 

s 

5552500 

Scaler,  pyorrhea,  Younger-Good,  No.  15:  Illustrated.  . 

Each 

60 

s 

5557000 

.  Separator,  Elliott:  Single  bow.  Illustrated . 

Each 

2  06 

s 

5559300 

Shears,  crown.  Universal:  4V£-inch,  straight,  double 

Each 

84 

s 

blunt.  Illustrated. 
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MED  3  DENTAL  EQUIPMENT  AND  SUPPLIES  CLASS  S 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

5559500 

Shears,  laboratory:  8-inch,  straight,  double  sharp,  for 

Each 

$0 . 80 

s 

gold  plate  and  sheet  metal.  Illustrated. 

5560000 

X . 

Shellac,  orange,  2  oz: . 

Carton 

19 

s 

5562000 

X . 

Slab,  mixing:  Glass . 

47 

.1200 

5568000 

Spatula,  cement:  Approx.  7-inch.  Illustrated 

Each 

.80 

.  loUU 

Q 

5569000 

Spatula,  plaster:  8-inch  length.  Illustrated . 

Each 

18 

G 

5570000 

Spatula,  stellite:  Single  end,  for  silicate  cement.  Illus- 

Each 

1.70 

s 

trated. 

5571000 

Spatula,  wax,  No.  7 :  Double  end.  Illustrated . 

Each 

.65 

s 

5572000 

Spatula,  wax,  No.  31 :  Double  end.  Illustrated.. 

Each 

1  17 

S 

5576000 

X . 

Stick,  orangewood,  25 :  Illustrated . 

06 

9^00 

5577000 

X . 

Stone,  artificial,  5  lb:  For  models . 

42 

2 . 7000 

1 . ouuu 

1 . 3000 

o 

5577500 

Stool,  revolving,  laboratory: . 

Each 

4.00 

08 

o 

s 

5578000 

X . 

Strip,  celluloid,  100: . 

r;nno 

5580000 

X . 

Strip,  polishing,  coarse  grit,  100: . 

90 

.  4U0U 

o 

5581000 

X . 

Strip,  polishing,  fine  grit,  100: . 

.20 

90 

.  looU 

o 

5582000 

X . 

Strip,  polishing,  medium  grit,  100: . 

.  ooUU 

5582500 

X.  .  .  .  . 

Strip,  polishing,  steel,  fine  grit,  12: ...  . 

Pke- 

.  DUUU 

i  p;ao 

1  .  UIHJU 

o 

5582700 

Surveyor  and  designer,  Kerr  type:  Illustrated.  .  .  . 

X  Kg. 

Each 

21.12 

.  lOOZ 

.  1  /  Jo 

o 

s 

5593000 

Syringe,  hypodermic,  cartridge  type,  complete:  With 

Each 

1  60 

s 

thumb  rest,  crutch  handle,  one  long  and  one  short 

hub.  Illustrated. 

5593400 

X . 

Syringe,  hypodermic,  cartridge  type,  long  hub: 

00 

n7oo 

5593600 

X . 

Syringe,  hypodermic,  cartridge  type,  short  hub: 

Each 

.06 

.0500 

.  uouu 

.0500 

o 

s 

5593800 

X . 

Syringe,  hypodermic,  cartridge  type,  needle,  corro- 

Each 

.05 

.9000 

2 . 5000 

s 

sion-resisting  steel,  25-gage,  1-inch  canula: 

5594000 

X . 

Syringe,  hypodermic,  cartridge  type,  needle,  corro- 

Each 

.05 

1 .3000 

2.5410 

s 

sion-resisting  steel,  25-gage,  iy8*inch  canula: 

'(Use  3860200).  . ’  . . . 

5594400 

X . 

Syringe,  dental,  needle,  platino-iridium,  25-gage, 

Each 

.44 

.0400 

.1000 

s 

1-inch  canula: 

5594500 

X . 

Syringe,  dental,  needle,  platino-iridium,  25-gage, 

Each 

.60 

.0500 

.1200 

s 

1%-inch  canula: 

5597000 

X(1).. 

Syringe,  water:  Moffat.  Illustrated . 

52 

.0150 

0400 

.0400 

1  900 

£5 

5598000 

X(l).. 

Syringe,  water,  bulb: . 

07 

G 

5601000 

Table,  aseptic,  complete: . 

7  00 

G 

5602005 

Table,  aseptic,  top,  Clark: . 

6  50 

G 

5602010 

Table,  aseptic,  top,  Weber: . 

6.50 

s 

l 
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Zl 

T  of  Opns 

5602015 

Table,  aseptic,  top,  S.  S.  White: . 

Each 

$6  50 

g 

5602025 

Table,  aseptic,  top,  Ritter:  Illustrated . 

Each 

6  50 

g 

5603000 

(3) . 

Table,  aseptic,  gas  attachment: . . 

Each 

4  00 

s 

5611500 

X . 

Teeth,  vulcanite,  hospital  assortment:  Consists  of 

Set 

733  00 

.0010 

.0020 

s 

4,398  anteriors  and  7,328  posteriors. 

5612050 

X . 

Teeth,  vulcanite,  anterior:  List  in  triplicate  showing 

Each 

.10 

60  0000 

12  5000 

s 

molds,  shades  and  teeth  must  accompany  requisition. 

5612055 

X . 

Teeth,  vulcanite,  posterior:  List  in  triplicate  showing 

Each 

.04 

90.0000 

22.5000 

s 

molds,  shades  and  teeth  must  accompany  requisition. 

5612500 

Teeth,  mold  guide: . 

6  00 

s 

5613000 

X . 

Teeth,  shade  guide:  Illustrated . 

1  00 

0030 

.0030 

Q 

5614500 

X . 

Tin  foil,  y2  lb : . 

Roll 

18 

.1500 

5615000 

Tongs,  flask:  1334-inch.  Illustrated . 

55 

s 

5616000 

Tongs,  soldering:  734-inch.  Illustrated . 

Each 

90 

s 

5622000 

Tray,  crown  and  bridge:  Illustrated . 

06 

s 

5627000 

Tray,  impression,  lower,  BIS-18:  Orthodontic.  Ulus- 

Each 

.10 

s 

trated. 

5628000 

Tray,  impression,  lower,  BIS-22:  Orthodontic 

Each 

10 

g 

5629000 

Tray,  impression,  lower,  BIS-24:  Orthodontic.  . 

10 

s 

5630000 

Tray,  impression,  lower,  BIS-26:  Orthodontic 

10 

g 

5631000 

Tray,  impression,  lower,  SSW-1:  Edentulous.  Ulus- 

Each 

.70 

s 

trated. 

5632000 

Tray,  impression,  lower,  SSW-3:  Edentulous.  . 

70 

g 

5633000 

Tray,  impression,  lower,  SSW-5:  Edentulous . 

Each 

70 

s 

5634000 

X . 

Tray,  metal,  1/2  lb:  334  inches  wide.  Illustrated  .... 

Roll 

.17 

.0400 

.0256 

s 

5636000 

Tray,  impression,  upper,  BIS-1:  Orthodontic.  Ulus- 

.40 

s 

trated. 

5637000 

Tray,  impression,  upper,  BIS-3:  Orthodontic . 

Each 

40 

g 

5638000 

Tray,  impression,  upper,  BIS-5:  Orthodontic . 

Each 

40 

g 

5639000 

Tray,  impression,  upper,  BIS-7:  Orthodontic . 

40 

g 

5640000 

Tray,  impression,  upper,  BIS-9:  Orthodontic . 

Each 

40 

s 

5641000 

Tray,  impression,  upper,  SSW-1 :  Edentulous.  Ulus- 

.80 

s 

trated. 

5642000 

Tray,  impression,  upper,  SSW-3:  Edentulous . 

Each 

73 

g 

5643000 

Tray,  impression,  upper,  SSW-5:  Edentulous . 

Each 

59 

g 

5645000 

Trimmer,  vulcanite,  No.  26:  Illustrated . 

17 

s 

5646000 

Trimmer,  vulcanite,  No.  27:  Illustrated.  .  . 

17 

5649000 

X . 

Tubing,  square,  5  by  7-gage:  Silver  alloy . 

Foot 

1.50 

.0180 

.0220 

s 
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NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

5650000 

X . 

Tubing,  square,  6  by  9-gage:  Silver  alloy 

<81  SO 

5651000 

X . 

Tubing,  square,  8  by  12-gage:  Silver  alloy 

1  50 

.0062 

.  U14(J 

.0180 

b 

5652000 

Tweezers,  B:  Soldering.  Straight.  Illustrated 

Each 

12 

b 

CJ 

5652500 

Tweezers,  K:  Locking.  Straight.  Illustrated  . 

Each 

16 

Q 

5653000 

Tweezers,  L:  Soldering.  Curved  tips.  Illustrated  . 

Each 

16 

C* 

5653300 

Unit  aspirating,  portable:  On  stand . 

Each 

59  00 

G 

5653511 

Unit  operating,  dental,  110  volt,  25  cycle:  Without 

Each 

475.00 

s 

wrist  joints  or  handpiece. 

5653512 

Unit  operating,  dental,  110  volt,  60  cycle:  Without 

Each 

475.00 

s 

wrist  joints  or  handpiece.  Illustrated. 

5653527 

Unit  operating,  dental,  110  volt,  DC:  Without  wrist 

Each 

475  00 

s 

joints  or  handpiece. 

5653530 

Unit  operating,  dental,  110  volt,  50  cycle:  Without 

Each 

475.00 

s 

wrist  joints  or  handpiece. 

5653531 

Unit  operating,  dental,  220  volt,  60  cycle:  Without 

Each 

475.00 

s 

wrist  joints  or  handpiece. 

5654112 

x  (1)  (3) 

Unit  operating,  dental,  hose,  complete  with  tips  and 

Each 

2.00 

.0096 

0070 

s 

' 

sleeves  for  saliva  ejector,  Weber  F: 

5654115 

X  (1)  (3) 

Unit  operating,  dental,  hose,  complete  with  tips  and 

Each 

2.00 

.  0003 

0010 

s 

sleeves  for  saliva  ejector,  S.  S.  White: 

5654125 

X  (1) (3) 

Unit  operating,  dental,  hose,  complete  with  tips  and 

Each 

2.00 

.0341 

0020 

s 

sleeves  for  saliva  ejector,  Ritter  D-E:  Illustrated _ 

5654212 

X  (1) (3) 

Unit  operating,  dental,  hose,  complete  with  fittings  for 

Each 

2.25 

.0110 

0050 

s 

thermo-water  syringe,  Weber  F: 

5654215 

X  (1)  (3) 

Unit  operating,  dental,  hose,  complete  with  fittings  for 

Each 

2.25 

.0005 

0005 

s 

thermo-water  syringe,  S.  S.  White: 

5654225 

X  (1)  (3) 

Unit  operating,  dental,  hose,  complete  with  fittings  for 

Each 

3.15 

.0005 

.0055 

s 

thermo-water  syringe,  Ritter  B  Trident,  C-D;  Ritter 

E  to  serial  No.  3E-3411: 

5654230 

X  (1) (3) 

Unit,  operating,  dental,  hose,  complete  with  fittings  for 

Each 

3.15 

.0380 

0030 

s 

thermo-water  syringe,  Ritter  E  from  serial  No. 

3E-3411 : 

5656010 

X . 

Unit  operating,  dental,  lamp  bulb,  Weber  No.  IG  1502:  . 

Each 

.90 

.0080 

.0055 

s 

5656012 

X . 

Unit  operating,  dental,  lamp  bulb,  Weber  No.  IG  1503:  . 

Each 

.90 

.0003 

.0002 

s 

5656015 

X . 

Unit  operating,  dental,  lamp  bulb,  S.  S.  White:  5  volt:  . 

Each 

.90 

.0015 

.0006 

s 

5656023 

X . 

Unit  operating,  dental,  lamp  bulb,  Ritter  C-D:  5  volt:  . 

Each 

.90 

.0002 

.0002 

s 

5656025 

X . 

Unit  operating,  dental,  lamp  bulb,  Ritter  E:  5  volt: 

Each 

.90 

.0300 

.0035 

s 

5658510 

X . 

5658525 

X . 

Unit  operating,  dental,  pilot  lamp  bulb,  Ritter- 

lUiXlZ  11 

in 

.  Ui  /U 

.(JUzU 

b 

5659012 

X  (1) (3) 

Unit  operating,  dental,  tubing,  complete  with  fittings 

Each 

3.15 

.  UOoU 

.0125 

.  UuoU 

.  0020 

b 

s 

for  air  cutoff,  Weber  F: 

20 
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CLASS  5  DENTAL  EQUIPMENT  AND  SUPPLIES  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

5659015 

x  (i)  (3: 

Unit  operating,  dental,  tubing,  complete  with  fittings 

Each 

$3.15 

.0002 

.0003 

s 

for  air  cutoff,  S.  S.  White: 

5659029 

x  (i)  (3: 

Unit  operating,  dental,  tubing,  complete  with  fittings 

Each 

3.15 

.0025 

.0010 

s 

for  air  cutoff,  Ritter  D: 

5659030 

x  (1)  (3j 

Unit  operating,  dental,  tubing,  complete  with  fittings 

Each 

3.15 

.0218 

.0007 

s 

for  air  cutoff,  Ritter  E:  Illustrated. 

5659512 

x  (i)  (3: 

Unit  operating,  dental,  tubing,  complete  with  fittings 

Each 

4.25 

.0260 

.0026 

s 

for  warm  air  syringe,  Weber  F: 

5659515 

x  (i)  (3; 

Unit  operating,  dental,  tubing,  complete  with  fittings 

Each 

4.25 

.0010 

.0001 

s 

for  warm  air  syringe,  S.  S.  White: 

5659528 

x  (i)  (3: 

Unit  operating,  dental,  tubing,  complete  with  fittings 

Each 

4.25 

.0010 

.0003 

s 

for  warm  air  syringe,  Ritter  B  Trident,  C-D: 

5659530 

x  (i)  (3: 

Unit  operating,  dental,  tubing,  complete  with  fittings 

Each 

4.25 

.0520 

.0020 

s 

for  warm  air  syringe,  Ritter  E:  Illustrated. 

5661300 

(4) . 

Vibrator,  electric,  Kerr  type:  Illustrated . 

Each 

14.30 

s 

5661500 

Vise,  bench:  lj^-ineh  jaws.  Illustrated . 

Each 

1  21 

s 

5664000 

(3) . 

Vulcanizer  flask,  compress:  2  flask.  Illustrated . 

Each 

3.70 

s 

5665500 

Vulcanizer  flask,  Tench-Donham:. 

Each 

3.50 

ss 

53U 

500) 

5666500 

N . 

Vulcanizer,  gas:  Complete . 

Each 

49  00 

s 

5667000 

(3)  N.. 

Vulcanizer,  gas,  gas  regulator: . 

Each 

15  00 

s 

5667100 

(3)  N.  . 

Vulcanizer,  gas,  time  regulator: . 

Each 

5.00 

s 

5667500 

N . 

Vulcanizer,  kerosene:  Complete . 

Each 

38  00 

s 

5668000 

X  (3)  N 

Vulcanizer,  kerosene,  burner: . 

Each 

1.50 

s 

5668500 

X  (3) .  . 

Vulcanizer,  kerosene,  wick: . 

Each 

.04 

s 

5669000 

X  (3).  . 

Vulcanizer,  packing,  4y2-inch: . 

Each 

11 

s 

5669500 

X  (3) .  . 

Vulcanizer,  12  disks:  Safety  valve . 

Box 

.15 

s 

5670000 

X  (3)  N 

Vulcanizer  thermometer: . 

Each 

.81 

s 

5671000 

X . 

Wax,  base  plate,  y2  lb:  Sheets . 

25 

2  0000 

7000 

s 

5672000 

X . 

Wax,  boxing,  1  lb:  Sheets . 

31 

2500 

2300 

s 

5672200 

X . 

Wax,  casting,  blue,  28-gage,  32  sheets: . 

47 

0400 

0440 

s 

5672400 

X . 

Wax,  casting,  green,  30-gage,  50  sheets: . 

62 

0400 

0440 

s 

5673000 

X . 

Wax,  casting,  28-gage,  32  sheets: .  . 

Box 

.40 

ss 

567 

3400) 

5673200 

X . 

Wax,  casting,  pink,  26-gage,  50  sheets: .  .  . 

62 

0400 

0440 

s 

5673400 

X . 

Wax,  casting,  pink.  28-gage,  50  sheets: . 

62 

0600 

0660 

s 

5673600 

X . 

Wax,  casting,  blue,  330  ready-made  shapes: . 

1  55 

0400 

0440 

s 

5674000 

X . 

Wax,  crown,  2  oz: . 

18 

1800 

1200 

s 

5676000 

X . 

Wax,  inlay,  1  oz: .  .  . 

20 

1260 

1200 

s 
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MED  3 


DENTAL  EQUIPMENT  AND  SUPPLIES 


CLASS  5 


NUMBER 


5677000 

5678000 

5679000 

5680000 

5681000 

5683000 

5684000 

5685000 

5686000 

5687000 

5688000 

5689000 

5690000 

5691000 

5692000 

5693000 

5694000 

5695700 


5696000 

5696700 

5698000 

5700000 

5701000 

5702000 

5703000 


NOTES 


X. 

X. 

X. 

X. 

X. 

X. 

X. 

X. 

X. 

X. 

X. 


X. 


X.  . . 
X.  .  . 
X.  . . 
X.  .  . 
X(1). 


NOMENCLATURE  AND  DESCRIPTION 


Wheel,  brush, -No.  12:  Laboratory  lathe.  Illustrated. 

Wheel,  brush,  No.  26:  Laboratory  lathe . 

Wheel,  brush,  No.  27 :  Laboratory  lathe . 

Wheel,  brush,  No.  65:  Laboratory  lathe . 

Wheel,  brush,  No.  66:  Laboratory  lathe . 


Wheel,  carborundum,  No.  301:  Square  edge,  for 

mandrel.  Illustrated. 

Wheel,  carborundum,  No.  302:  Square  edge,  for 

mandrel. 

Wheel,  carborundum,  No.  304:  Square  edge,  for 

mandrel. 

Wheel,  carborundum,  No.  305:  Square  edge,  for 

mandrel. 

Wheel,  carborundum,  No.  307:  Square  edge,  for 

mandrel. 

Wheel,  carborundum,  No.  310:  Square  edge,  for 

mandrel. 

Wheel,  carborundum,  2-inch,  coarse  grit:  Square  edge, 
for  lathe  chuck.  Illustrated. 

Wheel,  carborundum,  2-inch,  medium  grit:  Square 
edge,  for  lathe  chuck.  Illustrated. 


Wheel,  chamois,  3-inch :  For  lathe  chuck . 

Wheel,  cloth,  buffing,  3-inch:  For  lathe  chuck. 
Wheel,  cloth,  buffing,  6-inch:  For  lathe  chuck. 
Wheel,  felt,  No.  2 :  Knife  edge,  for  lathe  chuck . 


Wheel,  flexible,  engine,  abrasive,  %-inch,  30:  Burlew 
type,  Jelenko. 

Wire,  corrosion-resisting  steel,  0.009-inch:  (Use 

3889000). 

Wire,  corrosion-resisting  steel,  0.014-inch:  (Use 

3890000). 

Wire,  ligature,  24-gage,  18-inch  strands,  approx.  250:. . 

Wire,  half-round,  12-gage,  5  inches:  Silver  alloy . 

Wire,  round,  12-gage,  2  feet:  Silver  alloy . 

Wire,  round,  16-gage,  2  feet:  Silver  alloy . 

Wire,  square,  7-gage,  2  feet:  Silver  alloy . 

Wire,  square,  9-gage,  2  feet:  Silver  alloy . 

Wire,  square,  12-gage,  2  feet:  Silver  alloy . 


UNIT 


Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Box 


Box 

Length 

Length 

Length 

Length 

Length 

Length 


UNIT 

PRICE 


$0.08 

.26 

.30 

.17 

.10 

.02 

.02 

.02 

.02 

.02 

.02 

.25 

.25 

.32 

.08 

.29 

.10 

.30 


63 

05 

34 

15 

15 

85 

48 


REPLACEMENT  RATES 


Zl 


.9279 

.2300 

1.0000 

.1715 

.3500 

.7700 

.3500 

.7000 

.4500 

.7200 

.5400 

.0804 

.1100 

.1170 

.6000 

.1200 

.0739 

.2500 


0470 

2300 

0400 

1200 

0300 

0180 

0234 


T  ot  Opns 


.6000 

.1602 

.2600 

.1886 

.2393 

.9000 

.4400 

.8800 

.5000 

1.0000 

.5000 

.0700 

.1031 

.1100 

.4125 

.1200 

.0500 

.2800 


0908 

1700 

0694 

1250 

0960 

0900 

0466 


Status 
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5030000 


PLATE  2 
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CLASS  5 


DENTAL  EQUIPMENT  AND  SUPPLIES 


MED  3 


5196700 


5160000 


5149500 


1—6] 
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MED  3 


DENTAL  EQUIPMENT  AND  SUPPLIES 


CLASS  5 


PLATE  4 
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CLASS  5 


DENTAL  EQUIPMENT  AND  SUPPLIES 


MED  3 


S'-  s 


5285000 


1  ill  2 

|  B 

~[5 

1  6 

INCHES. 

5289000 


_ m sstm  *zmxm at 

5269500 


5280000 


1 

|  2 

1  3 

1  * 

INCHES 
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CLASS  5 


PLATE  6 
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PLATE  7 


MED  3 


DENTAL  EQUIPMENT  AND  SUPPLIES 


CLASS  5 


5362800 


5358000 


5359000^ 

0 


rOO® 


INCHES 


5355000 


INCHES 


5361000 


5362000 


PLATE  8 
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5388012 


TT 


UcHEs'l 


- 1  T 

- 1  2 

1  3 

F  4 

1  5 

r  6 

INCHES 
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MED  3 


5417000 


/ 


5408000 

— ■■ 

0— — 


O—  5407000 


5405000 


5420500 


— uj 

X 

U 

z 

— 

— 

— 

- i  5 
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MED  3 


5502000 


5436000 


5440000 


5444000 


.  5450000 

5454000 


1  T 

- 1  2 

- 1  3 

- 1  4 

- 1  5 

“1  6 

INCHES 
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CLASS  5 


J 

5541000 

5504000 

• 

{ - - — - - 

5544000 

5552500 

- - — -=: 

5542000 


5552000 


1  INCHES 

1  2| 

1  3| 

'  1 

o 

- - "-) 

5551500 


jiliililiil 


5507000 
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5570000 


5572000 


557IOOO 


1  INCHES  T 
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56340  00 

5636000 

5641000 

— 1  n  |  2 

INCHES  1 

1  3 

1  4 
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5664000 
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CLASS  6 


X-RAY  EQUIPMENT  AND  SUPPLIES 


MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

6002000 

(D.  .. 

Apron,  radiopaque:  Lead-impregnated . 

Each 

$5 . 50 

6003000 

X. 

Bag,  sand,  small: . 

Each 

.30 

6004000 

X . 

Bag,  sand,  large: . 

Each 

.45 

6004500 

Bin,  film,  lead-lined,  portable:  Two-compartment . 

Each 

32.50 

6005000 

Brush,  camel  hair,  3-inch:  Flat . 

Each 

1.20 

6006000 

Cabinet,  filing,  x-ray  film,  base  section :  Approximately 
4  inches  high. 

Each 

3.25 

6006500 

Cabinet,  filing,  x-ray  film,  unit  section:  For  use  on 
6006000. 

Each 

14.00 

6007500 

Cabinet,  filing,  x-ray  film,  dental:  For  4-inch  by  11-inch 
mounts. 

Each 

12.50 

6007700 

Cabinet,  filing,  x-ray  film,  dental,  top:  For  use  on 
6007500. 

Each 

4.25 

6007900 

Caliper,  rule-type:  For  measuring  thickness  of  body 
parts.  Illustrated. 

Each 

1.65 

6008000 

Carrier  (hanger),  film-development,  dental  film:  Holds 
14  films.  Illustrated. 

Each 

.75 

6009000 

Cassette,  8-inch  by  10-inch :  With  2  intensifying  screens, 
medium-speed. 

Each 

12.50 

6010000 

Cassette,  10-inch  by  12-inch:  With  2  intensifying 
screens,  medium-speed.  Illustrated. 

Each 

15.00 

6011000 

Cassette,  14-inch  by  17-inch:  With  2  intensifying 
screens,  medium-speed. 

Each 

22.50 

6011700 

(4).... 

Cassette  changer,  stereoscopic,  upright,  magnetically 
controlled:  For  remote  synchronous  operation,  with 
stereoscopic  shift  on  tube  stand.  Illustrated. 

Each 

510.00 

6102500 

(3).... 

Cone,  radiographic  or  treatment,  large  opening:  Illus¬ 
trated. 

Each 

20.00 

6013000 

(3).... 

Cone,  radiographic  or  treatment,  medium  opening: 

Illustrated. 

Each 

17.50 

6013500 

(3).... 

Cone,  radiographic  or  treatment,  small  opening:  Illus- 
trated. 

Each 

15.00 

6013700 

Developing  unit,  x-ray:  With  one  10-gallon  and  one 
15-gallon  tank.  Where  cooling  unit  is  required  use 
6013800.  Illustrated. 

Each 

295  00 

6013800 

(3)  (4). 

Developing  unit,  x-ray,  cooling  unit:  For  use  with 
601  3700.  Illustrated. 

Each 

445  00 

6014000 

(3)  (4). 

Diaphragm,  Potter-Bucky :  Curved  or  flat  type.  Re¬ 
placement  part  for  6156800,  6157000,  6158000. 
Requisitions  will  state  serial  number  of  table  for 
which  diaphragm  is  required,  and  give  other  infor¬ 
mation  required  by  notes  (3)  and  (4).  Illustrated. 

Each 

125.00 

6014500 

(4) . 

Dryer,  x-ray  film,  24-film  capacity:  Illustrated . 

Each 

140.00 

6015005 

X  (1).. 

Film,  x-ray,  dental,  periapical,  domestic  shipment,  144: 

Lead  back,  1M  by  1  Vs  inches.  144  single-film  packets 
in  package. 

Pkg. 

1 . 75 

REPLACEMENT  RATES 

Zl 

T  of  Opns 

.0440 

.0250 

.0450 

.0300 

- 

0 

1 . 0000 

Status 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 


s 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 


s 


s 
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MED  3  X-RAY  EQUIPMENT  AND  SUPPLIES  CLASS  6 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

6015010 

X  (1).  . . 

Film,  x-ray,  dental,  periapical,  export  shipment,  144: 

Lead  back,  \  ]/±  by  1  %  inches.  144  single-film  packets 
in  package. 

Pkg. 

$1 . 75 

.4800 

s 

6017005 

x  (1).  . . 

Film,  x-ray,  8-inch  by  10-inch,  domestic  shipment,  12:. 

Pkg. 

1.60 

3.5000 

s 

6017010 

x  (1).  . . 

Film,  x-ray,  8-inch  by  10-inch,  export  shipment,  12: .  .  . 

Pkg. 

1.60 

1 . 5430 

s 

6018005 

X  (1). . . 

Film,  x-ray,  10-inch  by  12-inch,  domestic  shipment,  12: 

Pkg. 

2.20 

5.0000 

s 

6018010 

X  (1). . . 

Film,  x-ray,  10-inch  by  12-inch,  export  shipment,  12 : . 

Pkg. 

2.20 

2.4000 

s 

6019005 

x  (1).  . . 

Film,  x-ray,  14-inch  by  17-inch,  domestic  shipment,  12: 

Pkg. 

4.25 

10.0000 

s 

s 

6019010 

X  (1)... 

Film,  x-ray,  14-inch  by  17-inch,  export  shipment,  12: 

Pkg. 

4.25 

4.5150 

6019500 

X(l>... 

Film,  x-ray,  4-inch  by  10-inch,  12:  For  use  only  with 

Pkg. 

.80 

6.5000 

s 

6121000. 

6019700 

X.  .... . 

Film,  x-ray,  negative  preserver,  25:  43^-inch  by  10 sc¬ 
inch.  For  use  with  6019500. 

Pkg. 

05 

4.0000 

s 

6020000 

X . 

Filter,  aluminum,  1-mm: . 

Each 

Each 

.90 

850  00 

.0020 

.0020 

s 

g 

6023000 

Fluoroscope,  two-position,  complete:  With  tube  unit 

6027000 

Frame,  printing,  14-inch  by  17-inch:  Illustrated . 

Each 

5  20 

g 

6029000 

Glass,  reducing,  3-inch : . 

Each 

g 

6030000 

(1) . 

Gloves,  radiopaque:  Lead-impregnated . 

Pair 

8  30 

g 

6031000 

X . 

Goggles,  x-ray  operator’s:  For  patients'  spectacles,  see 
7139000. 

Pair 

1.10 

.0060 

.0150 

s 

Grid,  stationary,  14-inch  by  17-inch:  For  use  in 

bedside  or  similar  types  of  radiography. 

(Gsc  9607000). 

6031500 

(3) . 

Grid,  wafer,  14-inch  by  17-inch:  For  use  only  with 

Each 

118.85 

s 

6121000.  Illustrated. 

6032000 

Head  rest  for  study  of  paranasal  sinuses:  Complete. 

Ho’der,  film  exposure,  4-inch  by  10-inch:  For  use 

Each 

52  00 

g 

6032500 

X  (3) . . . 

Each 

5  50 

.0424 

8 

only  with  6121000. 

6033000 

X . 

Holder,  film  exposure,  8-inch  by  10-inch:  Illustrated.. 

Each 

.15 

.1600 

.2500 

s 

6034000 

X . 

Holder,  film  exposure,  10-inch  by  12-inch:  Illustrated. 

Each 

.35 

.1450 

.2000 

8 

6036500 

(3) . 

Holder,  film  development,  4-inch  by  10-inch:  For 

Each 

1  .90 

s 

use  only  with  6121000. 

6037000 

Holder,  film  development,  8-inch  by  10-inch:  Ulus- 

Each 

.65 

s 

trated. 

6038000 

Holder,  film  development,  10-inch  by  12-inch: . 

Holder,  film  development,  14-inch  by  17-inch: . 

Illuminator,  radiographic:  Used  singly  or  in  batteries 
for  reviewing  radiographs  up  to  14  by  17  inches. 
For  lamps  of  old  type  use  6043005  or  6043010;  for 
lamps  for  new  type  use  6040500.  Illustrated. 

Each 

75 

8 

6039000 

Each 

85 

8 

s 

6040000 

Each 

18.75  . 

6040500 

X  (3) .  . . 

Illuminator,  radiographic,  fluorescent  tube:  115  volt, 
15  watt. 

Each 

.35 

.0170 

.0125 

8 

6042000 

XG . 

Ink,  white,  2  oz: . 

Bottle 

.35 

.1500 

.0900 
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6043005 

X . 

Lamp  bulb,  blue,  110-120  volt,  200  watt: . .  . 

$0  65 

.1600 

.1000 

s 

6043010 

X . 

Lamp  bulb,  blue,  220  volt,  200  watt: . 

Each 

.65 

LS 

6045005 

X . 

Lamp  bulb,  ruby,  110  volt,  25  watt: .... 

30 

.1000 

.0500 

s 

6045010 

X . 

Lamp  bulb,  ruby,  220  volt,  25  watt: . 

Each 

30 

LS 

6046000 

X . 

Lead  foil,  12-inch: . 

25 

0600 

0300 

s 

6047000 

X . 

Lead  sheet,  36-inch: . 

Sq  ft. 

35 

1600 

1100 

s 

6048000 

X . 

Letters,  lead,  L  and  R:  J4_inch . 

Pair 

03 

.0950 

.0500 

s 

6048500 

Light,  safe,  ceiling  type:  For  x-ray  darkroom. 

Each 

1  80 

s 

Equipped  with  Series  6B  filter  and  10  watt  bulb. 

6048600 

X . 

Light,  safe,  ceiling  type,  lamp  bulb:  10  watt 

10 

.0200 

.0100 

s 

6049000 

Light,  safe,  wall  type:  For  x-ray  darkroom.  Equipped 

Each 

6  00 

s 

with  Series  6B  filter  and  25  watt  bulb. 

6049505 

X . 

Light,  safe,  wall  type,  lamp  bulb,  110  volt:  25  watt.  . 

Each 

.10 

.0600 

.0600 

s 

6049510 

X . 

Light,  safe,  wall  type,  lamp  bulb,  220  volt:  25  wratt _ 

Each 

.  15 

LS 

6050000 

Localizer,  eye,  complete:  With  charts.  Sweet  method. 

Each 

90  00 

s 

Illustrated. 

6051000 

X . 

Localizer,  eye,  chart,  12: . 

1  35 

0200 

.0170 

s 

6067000 

(4) . 

Machine,  x-ray,  mobile,  shockproof,  complete:  Illus- 

Each 

933.50 

s 

trated. 

6088005 

Machine,  x-ray,  dental,  shockproof,  complete,  110  volt, 

Each 

410  00 

s 

60  cycle:  Illustrated. 

6088010 

Machine,  x-ray,  dental,  shockproof,  complete,  110  volt, 

Each 

425  00 

s 

50  cycle: 

6089000 

(4) . 

Machine,  x-ray,  stationary,  shockproof,  complete: 

Each 

2043.50 

s 

Illustrated. 

6090000 

(4) . 

Machine,  x-ray,  portable,  shockproof:  Illustrated . 

Each 

414  50 

s 

6090400 

(4) . 

Machine,  radiographic  and  fluoroscopic,  shockproof 

Each 

3095  00 

s 

unit,  complete,  100-ma,  one-tube:  Includes  tilting 

table,  tube  stand,  control  stand,  fluoroscopic  attach- 

ment,  shockproof  double-focus  tube  and  necessary 

equipment  to  function  as  a  unit. 

6090500 

(4) . 

Machine,  radiographic  and  fluoroscopic,  shockproof 

Each 

3095  00 

s 

unit,  complete,  200-ma,  one-tube:  Includes  tilting 

table,  tube  stand,  control  stand,  fluoroscopic  attach- 

ment,  shockproof  double-focus  tube  and  necessary 

equipment  to  function  as  a  unit  Illustrated. 

6091500 

(4) . 

Machine,  radiographic  and  fluoroscopic,  shockproof 

Each 

3990 . 00 

s 

unit,  complete,  200-ma,  two-tube:  Includes  tilting 

table,  tube  stand,  control  stand,  fluoroscopic  attach- 

ment,  two  shockproof  tubes  and  necessary  equip- 

ment  to  function  as  a  unit.  Illustrated. 

6109500 

(4) . 

Machine,  x-ray,  stationary,  deep  therapy,  complete: 

Each 

4117  50 

s 

For  R-meter  requisition  (>126500. 

6109800 

(4) . 

Mixer,  barium,  electric:  Illustrated  . 

Each 

16  45 

s 

6110000 

X . 

Mount,  dental  film,  filing,  12:  Holds  14  films . 

Pkg. 

.30 

.2000 

.0300 

s 
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6110200 

X . 

Number,  lead,  0,  6:  . 

Env. 

$0  07 

1000 

2000 

S 

6110300 

X . 

Number,  lead,  1,  6:  34-inch . 

Env. 

07 

1000 

1500 

s 

6110400 

X . 

Number,  lead,  2,  6:  34-inch . 

Env. 

07 

1000 

1500 

s 

6110500 

X . 

Number,  lead,  3,  6:  34-inch . 

Env. 

.07 

.1000 

.1500 

s 

6110600 

X 

Number,  lead,  4,  6:  l^-inch . 

07 

1000 

1500 

s 

6110700 

X . 

Number,  lead,  5,  6:  34-inch . 

Env. 

07 

1000 

1500 

s 

6110800 

X . 

Number,  lead,  6,  6:  34-inch . 

Env. 

07 

1000 

1500 

s 

6110900 

X . 

Number,  lead,  7,  6:  34'inch . 

Env. 

07 

1000 

1500 

s 

6111100 

X . 

Number,  lead,  8,  6:  34 -inch . 

Env. 

07 

1000 

1 500 

s 

6111200 

X.  ... 

Number,  lead,  9,  6:  34-inch . 

Env. 

07 

1000 

1500 

s 

s 

6112000 

x 

Oil,  transformer,  1  gal: .  .  . 

Can 

75 

0300 

.1250 

6113500 

X . 

Paper,  bond,  for  photoroentgenographic  camera  unit: 

Roll 

.40 

.2000 

s 

Provides  approximately  1500  labels  for  identifying 

films.  For  use  with  6121000. 

6117000 

X . 

Paper,  tracing :  24  inches  wide . . 

Yard 

.05 

.0200 

.0400 

s 

6120000 

X 

Pencil,  dermatographic: . 

Each 

05 

.1320 

.0520 

s 

s 

6121000 

(4) .... 

Photoroentgenographic  camera  unit:  Complete  with 

Each 

2250.00 

stereoscopic  shift  attachment  for  making  two  4-inch 

by  5-inch  exposures  on  one  4-inch  by  10-inch  film. 

Illustrated. 

6122000 

X . 

Preserver,  negative,  83/2-inch  by  KP/^-inch,  25: . 

Pkg. 

10 

.4200 

.2500 

s 

6123000 

X . 

Preserver,  negative,  103/j-inch  by  123/2-inch,  25: . 

Pkg. 

.15 

.2700 

.3500 

s 

6124000 

X . 

Preserver,  negative,  143/2-inch  by  173/2-inch,  25: . 

Pkg. 

.25 

3  5000 

3  0000 

s 

6124700 

Rack,  film-drying:  Accommodates  12  film  development 

Each 

.50 

s 

hangers.  Illustrated. 

6126500 

R-Meter:  For  x-radiation  measurement.  Illustrated.. 

Each 

280.00 

s 

6127000 

Ruler,  wood,  1-meter:  Graduated  in  millimeters  and 

Each 

.35 

s 

centimeters. 

6127500 

Ruler,  X-ray,  transparent,  18-inch :  Graduated  in  inches 

Each 

.70 

s 

and  millimeters. 

6128300 

Screen,  intensifying,  front  and  back,  8-inch  by  10-inch: 

Pair 

4  00 

s 

Without  cassette. 

6129300 

Screen,  intensifying,  front  and  back,  10-inch  by  12- 

Pair 

6  00 

s 

inch:  Without  cassette. 

6130300' 

Screen,  intensifying,  front  and  back,  14-inch  by  17- 

Pair 

9  00 

s 

inch:  Without  cassette. 

6136000 

Stereoscope,  large,  complete:  Illustrated . 

Each 

210.00 

s 

6136300 

Stereoscope,  small,  complete:  For  viewing  stereoradio- 

Each 

215.00 

s 

graphs  made  with  6121000.  (Orthostereoscope). 

Illustrated. 

6156800 

(4) .... 

Table,  four-position,  for  radiography  and  fluoroscopy: 

Each 

1096.00 

s 

Complete  with  Bueky  diaphragm.  Illustrated. 
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6156900 

6157000 

6158000 

Table,  one-position,  for  *  radiography  and  therapy, 
light  duty :  Complete  with  Bucky  diaphragm.  Illus¬ 
trated. 

Table,  tilting,  for  radiography  and  fluoroscopy,  heavy 
duty :  Complete  with  Bucky  diaphragm. 

Table,  x-ray,  urological:  Complete  with  Bucky  dia¬ 
phragm.  Illustrated. 

Table,  x-ray,  urological,  tube  adapter:  For  utilizing 
x-ray  tube  of  9608500  with  6158000.  (Use  9620800). 

Table,  x-ray,  urological,  x-ray  machine  (energizing 
unit):  (If  6158000,  Table,  Urological,  was  supplied 
without  shockproof  tube  unit,  such  tube  unit  will  be 
requisitioned  at  time  of  submitting  requisition  for 
energizing  unit,  stating  manufacturer  and  model 
number  of  urological  table  on  hand.  If  urological 
table  and  tube  unit  are  on  hand,  requisitions  for 
energizing  unit  will  state  manufacturer  and  model 
number  of  the  items  on  hand).  Illustrated. 

Tank,  developing,  insert: . 

Each 

Each 

Each 

8368.50 

1525.00 

645.00 

s 

s 

s 

6159000 

6166000 

6167000 

6167200 

6167500 

6167900 

6168000 

6169000 

6169200 

(3)  (4). 

(3). .  .  . 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

1345.00 

11.50 

20.00 

245.00 

25.00 

.52 

.95 

1.25 

556.00 

s 

s 

s 

s 

s 

s 

s 

s 

s 

Tank,  developing,  dental  film,  three-compartment: 

Where  cooling  unit  is  required  use  6167200.  Illus¬ 
trated. 

Tank,  developing,  dental  film,  cooling  unit:  For  use 

with  6167000  where  cooling  unit  is  required. 

Tank,  developing,  three-compartment:  Complete  with 
base.  Illustrated. 

Thermometer,  darkroom:  For  use  with  tank 

(4) .... 

X . 

.0639 

.0550 

Tray,  developing,  10-inch  by  12-inch: . 

Tray,  developing,  14-inch  by  17-inch: . 

Tube-stand  unit,  rail-mounted,  heavy  duty:  Ulus- 
trated. 

' 

• 
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6091500 


6121000 


6126500 


6124700 


6109800 


6136000 


Motes 


IlNCHES 


“Tim 

f~3 

inches 
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Army  Service  Forces  Medical  Supply  Catalog:  See  In- 

troduction.  All  Catalog  sections  distributed  by  AG 

depots. 

7001000 

Backrest:  Illustrated . 

Each 

SI  40 

s 

7002000 

Bassinet,  complete:  With  removable  basket,  mattress 

Each 

8  00 

s 

and  card  holder. 

7003000 

Basket,  laundry,  body:  Duck.  For  use  with  7003500. 

Each 

5  50 

s 

Illustrated. 

7003500 

Basket,  laundry,  frame:  Metal.  For  use  with  7003000. 

Each 

5.50 

s 

Illustrated. 

7005000 

Bed,  hospital:  Illustrated . 

Each 

11  50 

s 

7005200 

Bed  rail:  Detachable.  Illustrated . 

Pair 

5  75 

s 

7006000 

Bed,  hospital,  adjustable:  Illustrated . 

Each 

18  00 

s 

7006505 

Bed,  hospital,  adjustable,  caster  with  brake: . 

Each 

1  25 

s 

7006510 

Bed,  hospital,  adjustable,  caster  without  brake: . 

Each 

i  25 

s 

7006705 

x  (1). . . 

Bed,  hospital,  adjustable,  caster  tire,  Colson: . 

Each 

.55 

.0300 

.0050 

s 

7006710 

X(l). . . 

Bed,  hospital,  adjustable,  caster  tire,  Jarvis  and  Jarvis:. . 

Each 

.55 

.0180 

.0550 

s 

7008000 

Bed,  obstetrical,  complete:  With  mattress . 

Each 

40  00 

s 

7009005 

X . 

Bed  shoe,  1 1  /32-inch  outside  diameter  (stem) :  Wood .  . 

Each 

.03 

.0960 

.0800 

s 

7009007 

X . 

Bed  shoe,  %-inch  outside  diameter  (stem) :  Wood .... 

Each 

.03 

.0555 

.0400 

s 

7009009 

X . 

Bed  shoe,  13/16-inch  outside  diameter  (stem),  new 

Each 

.03 

.0360 

.1200 

s 

type:  Wood. 

7009010 

X . 

Bed  shoe,  13/16-inch  outside  diameter  (stem),  old 

Each 

.03 

1.6400 

.1200 

s 

type:  Wood. 

7011000 

Bookcase,  unit  section,  12%  inches  high:  By  13  inches 

Each 

*8  15 

s 

deep  by  33  inches  wide,  outside.  Illustrated. 

**13.25 

7012000 

Bookcase,  unit  section,  14%  inches  high:  By  13  inches 

Each 

*8  65 

s 

deep  by  33  inches  wide,  outside. 

*13 .60 

7013000 

Bookcase,  base  section:  10  inches  high  by  13  inches 

Each 

*4  75 

s 

deep  by  33  inches  wide  outside.  Illustrated. 

*7.00 

7013200 

Bookcase,  top  section:  2%  inches  high  bv  13  inches 

Each 

*3  00 

s 

deep  by  33  inches  wide,  outside.  Illustrated. 

*3.75 

7014000 

Cabinet,  filing,  cap  size:  Vertical,  4-drawer . 

Each 

*28  65 

s 

'*39.90 

7017000 

Cabinet,  filing,  large  unit,  base:  33  inches  wide  by  9 

Each 

*4  55 

s 

inches  high  by  17  inches  deep,  outside.  Illustrated. 

**6.25 

7018000 

Cabinet,  filing,  large  unit,  document  section:  6  drawers 

*17  75 

s 

wide  by  1  drawer  high.  33  inches  wide  by  13%  inches 

"♦16.60 

high  by  17  inches  deep,  outside.  Illustrated. 

♦Wood.  **Metal. 
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7019000 

7020000 


7021000 

7021500 

7022000 

7023000 

7024000 


7025000 

7026000  (3) 

7026500 

7027000  .... 
7028000  .... 

7029000  .... 

7031000  .... 

7033000  .... 

7034000  .... 

7035000  N . 
7036000  .... 

7037000  .... 

7038000  .... 
7039000  .... 


Cabinet,  filing,  large  unit,  3  by  5-inch  card  section,  5- 
drawer :  1  drawer  high.  33  inches  wide  by  6^  inches 
high  by  17  inches  deep,  outside.  Illustrated. 

Cabinet,  filing,  large  unit,  3  by  5-inch  card  section,  15- 
drawer:  5  drawers  wide  by  3  drawers  high.  33  inches 
wide  by  13J4  inches  high  by  17  inches  deep,  outside. 
Illustrated. 

Cabinet,  filing,  large  unit,  5  by  8-inch  card  section,  3- 
drawer:  1  drawer  high.  33  inches  wide  by  6  ^  inches 
high  by  17  inches  deep,  outside.  Illustrated. 

Cabinet,  filing,  large  unit,  top:  33  inches  wide  by  2 
inches  high  by  17  inches  deep,  outside.  Illustrated. 

Cabinet,  filing,  small  unit,  base:  16^  inches  wide  by  9 
inches  high  by  17  inches  deep,  outside.  Illustrated. 

Cabinet,  filing,  small  unit,  cap  size  section:  1-drawer. 

For  correspondence.  16}4  inches  wide  by  13^4  inches 
high  by  17  inches  deep,  outside.  Illustrated. 

Cabinet,  filing,  small  unit,  document  section,  3-drawer : 

For  3\4  by  8-inch  cards  or  envelopes.  16jHj  inches 
wide  by  13J4  inches  high  by  17  inches  deep,  outside. 
Illustrated. 

Cabinet,  filing,  small  unit,  3  by  5-inch  card  section,  2- 
drawer:  1  drawer  high.  16J^  inches  wide  by  6^  inches 
high  by  17  inches  deep,  outside.  Illustrated. 

Cabinet,  filing,  small  unit,  5  by  8-inch  card  and  docu¬ 
ment  section:  2  card  drawers,  1  document  drawer. 
16^  inches  wide  by  13^4  inches  high  by  17  inches 
deep,  outside.  Illustrated; 

Cabinet,  filing,  small  unit,  top:  16}4  inches  wide  by 
2 34  inches  high  by  17  inches  deep,  outside.  Illustrated. 

Cabinet,  instrument,  large:  2-door,  with  6  glass  shelves. 

Cabinet,  instrument,  medium:  1-door,  with  6  glass 
shelves. 

Cabinet,  instrument  and  dressing:  Glass  enclosed  top 
section,  metal  enclosed  bottom  section. 

Carriage,  dressing:  Illustrated . 

Carriage,  wheeled:  Illustrated . 

Chair,  arm :  Slat  seat  and  back . 

Chair,  arm,  library : . 

Chair,  arm,  office: . 

Chair,  arm,  reception  room : . 

Chair,  Barany : . . . . . 

Chair,  common : . 


Each 

*$13.60 

**14.50 

Each 

*23.25 

**24.00 

Each 

*9.45 

**10.65 

Each 

*4.20 

**3.25 

Each 

*4.00 

**4.90 

Each 

*10.70 

**11.50 

Each 

*8.95 

**18.00 

Each 

*6.65 

**17.25 

Each 

*11.75 

**14.55 

Each 

*2.50 

**3.40 

Each 

80.00 

Each 

40.00 

Each 

32.00 

Each 

50.00 

Each 

40.00 

Each 

5.50 

Each 

32.50 

Each 

7.52 

Each 

21.00 

Each 

70.00 

Each 

4.00 

REPLACEMENT  RATES 

Zl 

T  of  Opns 

Status 

S 

S 


s 

s 

s 

s 

s 


s 

s 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 


♦Wood.  **Metal. 
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CLASS  7  HOSPITAL  EQUIPMENT  AND  SUPPLIES  MED  3 


Furniture 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7041000 

Chair,  common,  office: . 

Each 

$7  00 

s 

7042000 

.  Chair,  desk,  reception  room: . 

Each 

7  50 

s 

7043000 

Chair,  invalid:  Rolling.  Illustrated . 

Each 

27.50 

s 

7044000 

.  Chair,  revolving,  office: . 

Each 

15  00 

s 

7045000 

.  Chair,  rocking:  With  arms.  Ward  or  porch . 

Each 

6.00 

s 

7046000 

.  Chair,  specialist’s:  With  revolving  seat,  adjustable 

Each 

19.00 

s 

back,  arm  and  head  rests.  Illustrated. 

7046500 

.  Chair,  typist’s: . 

Each 

8.00 

s 

7047500 

Clock,  wall,  8-day :  Manually  wound . 

Each 

8.00 

s 

7048006 

Clock,  wall,  electric,  110  volt,  25  cycle: . 

Each 

5.00 

s 

7048008 

Clock,  wall,  electric,  110  volt,  60  cycle: . 

Each 

5.00 

s 

7048010 

Clock,  wall,  electric,  220  volt,  60  cycle: . 

Each 

5.00 

s 

7049000 

Conveyor,  soiled  linen:  Without  bag.  For  use  with 

Each 

4.50 

s 

7050000. 

7050000 

.  Conveyor,  soiled  linen,  bag:  Duck.  For  use  with 

Each 

3.35 

s 

7049000. 

7051000 

.  Costumer:  (Coat  and  hat  rack) . 

Each 

6.75 

s 

7053000 

.  Cradle,  bed: . 

Each 

1  00 

s 

7054000 

.  Davenport: .  ... 

Each 

44.85 

s 

7055000 

.  Desk,  nurse’s:  Illustrated . 

Each 

35.00 

s 

7055200 

.  Desk,  office,  small :  Sizes  40  to  54-inch  length  inclusive 

Each 

25.00 

s 

7056000 

.  Desk,  office,  large:  Sizes  55  to  66-inch  length  inclusive 

Each 

40  00 

s 

7058000 

.  Desk,  reception  room : . 

Each 

12  00 

s 

7059000 

.  Desk,  typewriter :  Single  pedestal . 

Each 

45.00 

s 

7060000 

.  Dresser,  with  mirror: . 

Each 

25 . 75 

s 

7060300 

X . 

.  Holder,  card:  For  bed  card.  Illustrated . 

Each 

.05 

4 . 4000 

1 . 9250 

s 

7060400 

.  Holder,  chart:  For  use  with  Form  55  MD.  Illustrated. 

Each 

.35 

s 

7060500 

.  Lamp,  adjustable,  for  bed :  Illustrated . 

Each 

1.25 

s 

7061000 

.  Lamp,  desk: . 

Each 

6  50 

s 

7062000 

.  Lamp,  desk,  flexible  arm:  Illustrated . 

Each 

'2.75 

s 

7069000 

.  Lamp,  table: . . 

Each 

4.50 

s 

7070000 

.  Mirror,  wall: . . 

Each 

3.15 

s 

7072000 

.  Rack,  urinal  and  bedpan:  Illustrated . 

Each 

5.50 

s 

7073700 

(3) .  .  .  . 

.  Rug: ..... 

Sn.  vd. 

6  00 

s 

7074000 

.  Safe,  small:  Not  exceeding  45  inches  exterior  height. 

Each 

95.00 

s 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 

Furniture 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7076000 

Safe,  large:  Above  45-inch  exterior  height . 

Each 

f;250  00 

a 

7078000 

Screen,  bed,  folding: . 

Each 

6.00 

S 

Note:  Requisitions  for  the  following  items  will  state 

type  of  legs  for  which  required;  i.e.,  caster-socket, 

solid  wood,  or  metal  (tubular  or  angle  iron;  if  tubular, 

state  inside  diameter  of  leg). 

7080505 

X . 

Silencer,  metal,  for  furniture  legs,  1-inch:  With  cap  . . 

Each 

.06 

s 

7080510 

X . 

Silencer,  metal,  for  furniture  legs,  1-inch,  type  M: 

Each 

.06 

s 

Buckeye. 

7080512 

X . 

Silencer,  metal,  for  furniture  legs,  %-inch,  type  B: 

Each 

.06 

s 

Buckeye. 

7080516 

X . 

Silencer,  metal,  for  furniture  legs,  %-inch,  type  M: 

Each 

.06 

s 

Buckeye. 

7080517 

X . 

Silencer,  metal,  for  furniture  legs,  %-inch,  type  N: 

Each 

.06 

s 

Buckeye. 

7080520 

X . 

Silencer,  metal,  for  furniture  legs,  114-inch,  type  A: 

Each 

.06 

s 

Buckeye. 

7080521 

X . 

Silencer,  metal,  for  furniture  legs,  114-inch,  type  B: 

Each 

.06 

s 

Buckeye. 

7080530 

X . 

Silencer,  metal,  for  furniture  legs,  1  Vi-inch,  type  N: 

Each 

.06 

s 

Buckeye. 

7080532 

X . 

Silencer,  metal,  for  furniture  legs,  lV4-inch,  type  P: 

Each 

.06 

s 

Buckeye. 

7081000 

Stand,  bowl,  immersion,  complete :  With  2  basins 

Each 

38  00 

a 

7082300 

Stand,  smoking: . 

4  15 

7082500 

Stand,  straddle: . 

qg  00 

o 

7083000 

Stand,  typewriter: . 

15  50 

7086000 

Stool,  common:  Bath  room . 

Each 

2  95 

o 

QJ 

7087000 

Stool,  foot,  operating  room:  Illustrated . 

Each 

3  50 

CJ 

7088000 

Stool,  revolving,  adjustable:  Illustrated. . . 

Each 

5  00 

Q 

7088500 

Table,  autopsy:  Illustrated . 

Each 

42  00 

ft 

7089000 

Table,  bedside:  Illustrated . 

Each 

4  00 

ft 

7093000 

Table,  examining:  Illustrated . 

Each 

19  00 

7094000 

Table,  instrument :  Illustrated . 

Each 

8  50 

ft 

7095000 

Table,  instrument,  adjustable:  Illustrated. . . 

Each 

8  25 

ft 

7096000 

Table,  office,  small:  Sizes  40  to  60-inch  length  in- 

Each 

15  00 

S 

elusive.  1 -drawer. 

7097000 

Table,  office,  large:  Sizes  61  to  72-inch  length  inclu- 

Each 

22  50 

s 

sive.  2-drawer. 

7098000 

Table,  operating,  complete:  Illustrated . 

Each 

75  00 

s 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  7  HOSPITAL  EQUIPMENT  AND  SUPPLIES  MED  3 

Furniture 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7099000 

7099200 

7099300 

7099400 

7099700 

7100000 

7100500 

7101005 

7101010 

Table,  operating,  Scanlon-Balfour,  complete:  Illus¬ 
trated. 

Table,  operating,  head-rest,  cerebellar :  Illustrated .  .  . 

Table,  orthopedic,  complete:  Illustrated . 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

f 760  00 

48.00 

680.00 

75.00 

325.00 

12.95 

1.30 

42.50 

50.00 

s 

s 

s 

s 

s 

s 

s 

s 

s 

Table,  orthopedic,  portable,  complete:  With  case. 
Illustrated. 

Table,  proctoscopic,  adjustable,  complete: . 

Table,  reception  room: . 

X . 

Tray,  card  index,  3  by  5-inch  cards: . 

Wardrobe,  single-door: . 

.0200 

.0200 

Wardrobe,  double-door: . 

• 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 

Physiotherapy  Equipment 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Sta 

7102000 

(4) . 

Baker,  electric,  portable,  complete:  Illustrated . 

Each 

$50.00  . 

s 

s 

7103005 

Bath,  arm,  whirlpool,  complete,  110  volt,  60  cycle: 

Illustrated. 

Each 

180.00  . 

7103008 

Bath,  arm,  whirlpool,  complete,  220  volt,  60  cycle: . 

Each 

180.00  . 

s 

s 

7104005 

Bath,  leg,  whirlpool,  complete,  110  volt,  60  cycle: 

Each 

190.00  . 

Illustrated. 

7104008 

Bath,  leg,  whirlpool,  complete,  220  volt,  50  cycle: . 

Each 

190  00 

s 

s 

7105505 

Diathermy  apparatus,  short  wave,  complete,  110  volt, 

Each 

475.00 

60  cycle:  Illustrated. 

7105506 

Diathermy  apparatus,  short  wave,  complete,  110  volt, 

Each 

475  00 

s 

50  cycle: 

7116000 

(4) . 

Lamp,  therapeutic,  carbon  arc,  large,  complete: . 

Each 

340.00  . 

s 

S 

7116200 

X . 

Lamp,  therapeutic,  carbon,  infra-red,  10:  Type  656E, 
Eveready. 

Box 

1.08 

0075 

7116400 

X . 

Lamp,  therapeutic,  carbon,  sunshine,  10:  Type  656A, 
Eveready.  > 

Box 

1.05 

0100 

s 

7116600 

X . 

Lamp,  therapeutic,  carbon,  ultra-violet,  10:  Type  65GC, 
Eveready. 

Box 

1.05 

0120 

s 

7121200 

(4) . 

Lamp,  therapeutic,  infra-red,  large,  element  type,  com- 

Each 

57.00  . 

s 

plete:  With  two  1000  watt  carborundum  elements. 
Illustrated. 

7121400 

X  (3) .  . . 

Lamp,  therapeutic,  infra-red,  large,  element,  1000 

Each 

4.45 

.0040  . 

s 

watt:  Illustrated. 

7123200 

(4) . 

Lamp,  therapeutic,  infra-red,  small,  element  type,  com- 

Each 

23.50  . 

S 

plete:  With  two  600  watt  carborundum  elements. 
Illustrated. 

7123400 

X  (3) . . . 

Lamp,  therapeutic,  infra-red,  small,  element,  600  watt: 

Illustrated. 

Each 

2.75 

.0100 

.0300 

S 

7126005 

Lamp,,  therapeutic,  mercury  arc,  air-cooled,  mobile, 
complete,  110  volt,  60  cycle:  Illustrated. 

Each 

230  00 

s 

7126008 

Lamp,  therapeutic,  mercury  arc,  air-cooled,  mobile, 
complete,  220  volt,  50  cycle:  , 

Each 

230  00 

s 

7128500 

(4) . 

Lamp,  therapeutic,  mercury  arc,  orificial,  air-cooled, 
mobile,  complete :  With  3  applicators  and  2  adapters. 
Illustrated. 

Each 

500.00  . 

s 

7129600 

(4) . 

Lamp,  therapeutic,  ultra-violet,  small :  Illustrated . 

Each 

55.00  . 

s 

7132005 

Sinusoidal  machine,  portable,  for  galvanic,  faradic  and 
rapid  sinusoidal  currents,  110  volt,  60  cycle:  Illus¬ 
trated. 

Each 

100  00 

s 

7132010 

Sinusoidal  machine,  portable,  for  galvanic,  faradic  and 
rapid  sinusoidal  currents,  220  volt,  50  cycle: 

Each 

100  00 

s 

7139000 

Spectacles,  ultra-violet,  protective:  Patient’s.  For 

Each 

1  00 

s 

operator’s  goggles  see  6031000. 

. 
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CLASS  7  HOSPITAL  EQUIPMENT  AND  SUPPLIES  MED  3 

Linen  and  Bedding 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

REPLACEMENT  RATEsj 

Status 

UNI  1 

PRICE 

Zl 

T  of  Opns 

7151000 

Bag,  laundry,  large: . 

Each 

$0.70 

s 

7152000 

Bag,  laundry,  small: . 

Each 

.50 

s 

7152500 

Bag,  wardrobe :  For  patients’  clothing . 

Each 

3.50 

s 

7158000 

Blanket,  white: . 

Each 

9  75 

s 

7159000 

X . 

Cloth,  wash: . 

Each 

07 

16.5000 

15.7000 

s 

7160005 

Gown,  operating,  large: . . . 

Each 

1.35 

s 

7160010 

Gown,  operating,  medium: . 

Each 

1.35 

s 

7160015 

Gown,  operating,  small: . 

Each 

1  35 

s 

7160500 

Mattress,  cotton:  Felted.  34  by  76  inches . 

Each 

8.80 

s 

7160705 

Mattress,  inner  spring,  hospital  bed :  36  by  78  inches . 

Each 

9.50 

s 

7160710 

Mattress,  inner  spring,  nurse’s  bed :  39  by  75  inches .  . 

Each 

9.50 

s 

7162000 

Mattress  cover,  cotton  mattress: . 

Each 

.65 

s 

7162505 

Mattress  cover,  inner  spring  mattress,  hospital  bed:  . . 

Each 

1.95 

s 

7162510 

Mattress  cover,  inner  spring  mattress,  nurse’s  bed:  .  . 

Each 

1.95 

s 

7162800 

Pad,  operating  and  examining  table: . 

Each 

4.00 

s 

7163005 

Pajama  coat,  summer,  large: . 

Each 

1.00 

s 

7163010 

Pajama  coat,  summer,  medium: . 

Each 

1.00 

s 

7164005 

Pajama  coat,  winter,  large: . 

Each 

.75 

s 

7164010 

Pajama  coat,  winter,  medium: . 

Each 

.75 

s 

7165005 

Pajama  trousers,  summer,  large: . 

Each 

1  00 

s 

7165010 

Pajama  trousers,  summer,  medium: . 

Each 

1.00 

s 

7166005 

Pajama  trousers,  winter,  large: . 

Each 

.75 

s 

7166010 

Pajama  trousers,  winter,  medium: . 

Each 

.75 

s 

7167000 

Pillow,  feather: . 

Each 

1  50 

s 

7169000 

Pillow  case: . 

Each 

28 

s 

7170805 

Robe,  bath,  summer,  large: . 

Each 

3  30 

s 

7170810 

Robe,  bath,  summer,  medium: . 

Each 

3.30 

s 

7171005 

Robe,  bath,  winter,  large: . 

Each 

2 . 75 

s 

7171010 

Robe,  bath,  winter,  medium: . 

Each 

2.75 

s 

7172000 

Sheet:  72  by  108  inches . 

Each 

1.20 

s 

7174005 

Suit,  convalescent,  coat,  large: . 

Each 

1  75 

s 

7174010 

Suit,  convalescent,  coat,  medium: . 

Each 

1.75 

s 

7175005 

Suit,  convalescent,  trousers,  large: . 

Each 

s 

7175010 

Suit,  convalescent,  trousers,  medium: . 

Each 

s 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 

Linen  and  Bedding 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7176005 

7176010 

7176205 

7176210 

7177000 

7178000 

Suit,  operating,  coat,  large: . 

Each 

Each 

Each 

Each 

Each 

Each 

$0.75 

.75 

.75 

.75 

.45 

.15 

s 

s 

s 

s 

s 

s 

Suit,  operating,  coat,  medium: . 

Suit,  operating,  trousers,  large: . 

Suit,  operating,  trousers,  medium: . 

Towel,  bath: . 

Towel,  hand: . 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  7 


HOSPITAL  EQUIPMENT  AND  SUPPLIES 

Mess  Equipment  and  Supplies 


MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

7201000 

Apron,  cook’s: . 

7202000 

Beater,  egg,  rotary : . 

7203000 

Beater,  egg,  wire  whip: . 

7204000 

Beef  juicer: . 

7207000 

Board,  bread: . 

7208000 

Board,  chopping: . 

7210000 

Boiler,  double,  2^-qt: . 

7211000 

Boiler,  double,  6-qt: . 

7212000 

Boiler,  double,  15-qt: . 

7213000 

Bowl,  chopping:  Wood . 

7214000 

Bowl,  mixing,  21-inch: . 

7215000 

Bowl,  mixing,  30-inch: . 

7216000 

X . 

Bowl,  soup,  china : . 

7217000 

Bowl,  soup,  enamelware : . 

7218000 

X . 

Bowl,  sugar,  china: . 

7220000 

X . 

Bowl,  sugar,  individual,  china: ...  . 

7223000 

Brush,  meat  block :  Steel . . 

7224000 

Cap,  cook’s: . 

7225000 

Cart,  dish: . 

7226000 

Cart,  food.  Dear  type,  complete :  With  six  8^-qt.,  three 
2-qt.  and  three  1-qt.  cans.  Illustrated . 

7227000 

Cart,  food,  Dear  type,  can,  1-qt: .... 

7228000 

Cart,  food,  Dear  type,  can,  2-qt: . . . 

7229000 

Cart,  food,  Dear  tvpe,  can,  8x/2-qt: . 

7230005 

Cart,  food,  Drinkwater,  with  one  large  cabinet,  com¬ 
plete  :  Consists  of  chassis,  platform  and  food  cabinet 
with  cans.  Illustrated. 

7230010 

Cart,  food,  Drinkwater,  with  two  small  cabinets,  com¬ 
plete  :  Consists  of  chassis,  platform  and  food  cabinets 
with  cans.  Illustrated. 

7231000 

Cart,  food,  Drinkwater,  cabinet,  food,  large:  Without 
cans.  Four  of  7235000  and  two  of  7236000  ordinarily 
used  with  this  cabinet. 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

Each 

$0.50 

s 

Each 

.40 

s 

Each 

.25 

s 

Each 

3.50 

s 

Each 

.50 

s 

Each 

2.00 

s 

Each 

*8 . 50 

s 

**1.00 

Each 

*17.50 

s 

**1.50 

Each 

*25.00 

s 

**3.25 

Each 

2.50 

s 

Each 

*10.00 

s 

**2.50 

Each 

*20.00 

s 

**4.00 

Each 

.25 

6.0000 

3.0000 

s 

Each 

.20 

s 

Each 

.50 

.6200 

.1000 

s 

Each 

.25 

1.0000 

.1000 

s 

Each 

.45 

s 

Each 

.40 

s 

Each 

31.00 

s 

Each 

175  00 

s 

Each 

1.00 

s 

Each 

1.20 

s 

Each 

2.80 

s 

Each 

368  00 

s 

Each 

368  00 

s 

Each 

45.00 

s 

*Corrosion-resisting  steel.  * ’"Other. 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 

Mess  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7232000 

Cart,  food,  Drinkwater,  cabinet,  food,  small:  Without 

Each 

$35.00 

s 

cans.  Three  of  7233000  and  two  of  7234000  ordinarily 

used  with  this  cabinet. 

7233000 

Cart,  food,  Drinkwater,  can,  type  A:  6.5-qt.  For  use 

Each 

2.35 

s 

with  7232000. 

7234000 

Cart,  food,  Drinkwater,  can,  tvpe  B:  7.5-qt.  For  use 

Each 

2.45 

s 

with  7232000. 

7235000 

Cart,  food,  Drinkwater,  can,  typeC:  10.3-qt.  For  use 

Each 

2.50 

s 

with  7231000. 

7236000 

Cart,  food,  Drinkwater,  can,  type  D:  18.9-qt.  For  use 

Each 

3.65 

s 

with  7231000. 

7237000 

Cart,  food,  Drinkwater,  chassis:  With  wheels . 

Each 

30.00 

s 

7238000 

Cart,  food,  Drinkwater,  chassis  wheel: . 

Each 

3  00 

s 

7239000 

Cart,  food,  Drinkwater,  platform: . 

7  85 

s 

7239500 

X  (1). . . 

Cart,  food,  Drinkwater,  tire: . 

Each 

1.15 

.0400 

.0275 

s 

7239700 

(4) . 

Cart,  food,  electric:  Service  for  50  to  60  patients . 

Each 

275  00 

s 

7242000 

Chopper,  meat,  hand: . 

Each 

*15  00 

s 

**6.00 

7245000 

Cleaver: . 

2  00 

s 

7247000 

Colander,  large: . 

Each 

*15  00 

s 

**7.50 

7248000 

Corer,  apple: . 

10 

s 

7249500 

Cover,  plate:  For  use  with  7360000 . 

Each 

1  00 

s 

7250000 

X . 

Cruet,  vinegar,  glass : . 

25 

1700 

0050 

s 

7253000 

X . 

Cup,  custard,  glass: . 

05 

8800 

1400 

s 

7254000 

X . 

Cup,  egg,  china: .  . 

Each 

.15 

4000 

.0100 

s 

Cup,  feeding,  china:  (Use  9922000) . 

7256000 

Cup,  measuring,  Vfe-Pt: . 

15 

s 

7256500 

X . 

Cup,  tea,  china: . 

18 

8.6000 

1  5000 

s 

7259000 

Cutter,  butter: . 

5  80 

s 

7261000 

Cutter,  doughnut: . 

15 

s 

7262000 

Cutter,  French  fry : . 

19  50 

■ 

s 

7262300 

Cutter,  cuber  and  slicer,  vegetable:  . 

120  00 

s 

7263000 

Dipper,  1-pt: . 

20 

s 

7264000 

Dipper,  1-qt: . 

25 

s 

7266000 

X ..... . 

Dish,  butter,  individual,  china: . 

Each 

.09 

1.0000 

.0700 

s 

*Corrosion-resisting  steel.  **Other. 


10 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  7  HOSPITAL  EQUIPMENT  AND  SUPPLIES  MED  J 

Mess  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7266200 

X.  .  ;  .  . 

Dish,  butter,  individual,  paper: . 

$0  01 

nnnn 

in  nnnn 

a 

7272000 

X . 

Dish,  oatmeal,  china: . 

25 

9  nnnn 

1 7nn 

G 

7274000 

X . 

Dish,  vegetable,  large,  china: . 

50 

7500 

CJ 

7276000 

X . 

Dish,  vegetable,  individual,  china: . 

15 

3.3000 

c;nnn 

O 

7283506 

Extractor,  juice,  orange  and  lemon,  110  volt,  25  cycle: . 

Each 

38.00 

s 

7283508 

Extractor,  juice,  orange  and  lemon,  110  volt,  60  cycle: 

Each 

38.00 

s 

7284000 

Fork,  carving: . 

Each 

55 

s 

7286000 

Fork,  flesh,  approximately  12-inch: . 

Each 

.30 

«Q 

7287000) 

7287000 

Fork,  flesh,  approximately  15-inch: . 

Each 

90 

s 

7288000 

. 

Fork,  flesh,  approximately  20-inch: . 

Each 

95 

s 

7289000 

Fork,  table: . ' . . 

15 

s 

7297000 

Grater,  large : .  . 

Each 

20 

s 

7298000 

Grater,  small: . 

15 

a 

7299000 

X.  '.  .  . 

Gravy  boat,  china: . 

60 

.1500 

.0500 

G 

7300000 

Griddle: . 

2  70 

s 

7305000 

Kettle,  tea: . 

1  00 

G 

7306000 

Knife,  boning,  6-inch  blade: . * 

Each 

20 

kj 

s 

7307000 

Knife,  bread,  10-inch  blade: . 

Each 

35 

s 

7307500 

Knife,  butcher,  6-inch  blade: . 

40 

s 

7309000 

Knife,  butcher,  approximately  12-inch  blade: . 

Each 

45 

s 

7310000 

Knife,  chopping:  2  curved  blades . 

Each 

80 

s 

7311000 

Knife,  grapefruit: . 

20 

s 

7312000 

Knife,  paring: . 

08 

s 

7312300 

Knife,  potato  peeler:  Hand  type,  small . 

Each 

.15 

s 

7313000 

Knife,  sabatier,  heavy,  14-inch  blade: .... 

Each 

1  50 

s 

7314000 

Knife,  sabatier,  light,  10-inch  blade: .  .  . 

90 

s 

7314200 

Knife  and  saw,  combination,  approximately  5-inch 

Each 

.25 

s 

blade:  For  scaling  fish. 

7314500 

Knife,  skinning,  6-inch  blade: . 

Each 

35 

s 

7315000 

Knife,  slicing,  12-inch  blade: . 

Each 

45 

s 

7316000 

Knife,  table: . 

25 

s 

7317000 

Ladle,  large,  24-oz: . 

Each 

*2  50 

s 

**.50 

*Corrosion-resisting  steel.  **Other. 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 


Mess  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7J18000 

Ladle,  small,  6-oz: . 

*$1  00 

s 

**.20 

7320000 

Masher,  potato,  wire: . 

Each 

.15 

s 

7323000 

Measure,  liquid,  1-qt: . 

Each 

.45 

s 

7329500 

X 

Mug,  coffee,  with  handle,  china: .  .  . 

.20 

10  0000 

.6000 

s 

7330000 

Napkin,  linen: . 

Each 

.30 

s 

7331000 

X . 

Napkin,  paper,  1000: . 

Pkg. 

.90 

2.4726 

2.7199 

s 

7331500 

Opener,  can,  large :  Bracket  type . 

Each 

1.50 

s 

7332000 

Opener,  can,  small:  With  corkscrew  and  cap  remover. 

Each 

.03 

s 

7334000 

Pan,  bake,  small:  2J4  by  1794  by  1934  inches . 

Each 

.75 

s 

7335000 

Pan,  bake,  large:  4%  by  2034  by  2634  inches . 

Each 

.85 

s 

7336000 

Pan,  cake,  round:  994  by  1  inch . 

Each 

.10 

s 

7337000 

Pan,  cake,  square,  small:  12  by  12  inches . 

Each 

.30 

s 

7338000 

Pan,  cake,  square,  large:  18  by  18  inches . 

Each 

.45 

s 

7339000 

Pan,  dish,  20-qt: . 

Each 

*7.50 

s 

**1.25 

7340000 

Pan,  dish,  36-qt: . 

Each 

*12  50 

s 

**2.00 

7341000 

Pan,  fry,  small:  Approximately  9-inch . 

Each 

*2.75 

s 

**.15 

7342000 

Pan,  fry,  large:  Approximately  13-inch . 

Each 

*6.50 

s 

. 

**.25 

7343000 

Pan,  muffin:  12  cups . 

Each 

.20 

s 

7344000 

Pan,  sauce,  small:  Approximately  2-qt.  With  cover.. 

Each 

*3  50 

s 

**.55 

7345000 

Pan,  sauce,  large:  Approximately  8-qt.  Without  cover 

Each 

*7  50 

s 

**.75 

7348000 

Pick,  ice: . 

07 

s 

7349000 

X . 

Pitcher,  cream,  individual,  china: . 

Each 

.13 

1 . 6000 

.6000 

s 

7350000 

X . 

Pitcher,  cream,  china: . 

Each 

.20 

.5500 

.2500 

s 

7351000 

Pitcher,  1-pt.,  enamelware:  . 

Each 

35 

s 

7352000 

X . 

Pitcher,  134-pt.,  china: . 

Each 

.45 

.9000 

.0300 

s 

7354000 

Pitcher,  3-qt.,  metal: . 

Each 

*3  50 

s 

**.65 

7356000 

X . 

Plate,  bread  and  butter,  china: . . . 

Each 

.15 

4.0000 

.1000 

s 

7358000 

X . 

Plate,  dessert,  china: . 

Each 

.20 

2.5000 

.5400 

s 

7359000 

X . 

Plate,  dinner,  china: . 

Each 

.23 

10  0000 

1.2500 

s 

*Corrosion  resisting  steel.  **Other. 
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CLASS  7 


HOSPITAL  EQUIPMENT  AND  SUPPLIES 

Mess  Equipment  and  Supplies 


MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

7360000 

X . 

Plate,  3-compartment,  china:  .  .  .  . 

Each 

$0  90 

7361000 

Plate,  pie,  metal: . 

Each 

.05 

7361200 

X . 

Plate,  pie,  paper,  12: . 

Pkg. 

.05 

7362000 

Pot,  coffee,  6-qt: . 

Each 

1  00 

7363000 

Pot,  coffee,  HV^-qt: . 

Each 

1 .35 

7365000 

Pot,  french  fry:  With  basket . 

Each 

6  50 

7366000 

X . 

Pot,  mustard,  china:  4-oz.,  with  cover . 

Each 

.20 

7367000 

Pot,  stock,  14-qt:  With  cover . 

Each 

*17.50 

**1.80 

7368000 

Pot,  stock,  24-qt:  With  cover . 

Each 

*26.00 

**5.45 

7369000 

Pot,  stock,  24-qt.,  with  faucet  and  strainer:  With  cover. 

Each 

*32  00 

**5.75 

7370000 

Pot,  stock,  approximately  40-qt:  With  cover . 

Each 

*30  00 

**4.00 

7371000 

Pot,  stock,  approximately  60-qt:  With  cover . 

Each 

*46.00 

**12  00 

7372000 

Pot,  tea,  5-qt: . 

Each 

.95 

7373000 

Pot,  tea  or  coffee,  individual,  metal: . 

Each 

*1  75 

**35 

7375505 

Refrigerator,  mechanical,  6  cubic  feet,  110  volt,  50  cycle : . 

Each 

90.00 

7375506 

Refrigerator,  mechanical,  6 cubic  feet,  110  volt,  60  cycle:. 

Each 

90.00 

7375507 

Refrigerator,  mechanical,  7  cubic  feet,  110  volt,  60  cycle: 

Each 

92 . 50 

7375508 

Refrigerator,  mechanical,  8  cubic  feet,  1 10  volt,  60  cycle: 

Each 

95.00 

7375509 

Refrigerator,  mechanical,  9.2  cubic  feet,  110  volt,  60 

Each 

145.00 

cycle: 

7375512 

Refrigerator,  mechanical,  12  cubic  feet,  110  volt,  60 

Each 

200.00 

cycle: 

7375513 

Refrigerator,  mechanical,  13  cubic  feet,  110  volt,  60 

Each 

225  00 

cycle: 

7375516 

Refrigerator,  mechanical,  16  cubic  feet,  110  volt,  60 

Each 

250  00 

cycle: 

7375519 

Refrigerator,  mechanical,  19.4  cubic  feet,  110  volt,  60 

Each 

285.00 

cycle: 

7375520 

Refrigerator,  mechanical,  20  cubic  feet,  110  volt,  60 

Each 

300.00 

cycle: 

7375527 

Refrigerator,  mechanical,  27  cubic  feet,  110  volt,  60 

Each 

375.00 

cycle: 

7375540 

Refrigerator,  mechanical,  40  cubic  feet,  110  volt,  60 

Each 

450.00 

cycle: 

REPLACEMENT  RATES 

Zl 

T  of  Opns 

1.7500 

.3500 

2.7500 

1 . 6000 

.1400 

.0600 

Status 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 


*Corrosion-resisting  steel.  **Other. 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 

Mess  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7375545 

Refrigerator,  mechanical,  45  cubic  feet,  110  volt,  60 

Each 

$475.00 

s 

cycle: 

7375548 

Refrigerator,  mechanical,  45  cubic  feet,  110  volt,  50 

Each 

475  00 

s 

cycle: 

7375550 

Refrigerator,  mechanical,  60  cubic  feet,  110  volt,  50 

Each 

600.00 

s 

cycle: 

7375560 

Refrigerator,  mechanical,  60  cubic  feet,  110  volt,  60 

Each 

600  00 

s 

cycle: 

7375561 

Refrigerator,  mechanical,  60  cubic  feet,  220  volt,  60 

Each 

600  00 

s 

cycle: 

7375564 

Refrigerator,  mechanical,  80  cubic  feet,  110  volt,  60 

Each 

750  00 

s 

cycle-: 

7375565 

Refrigerator,  mechanical,  85  cubic  feet,  110  volt,  60 

Each 

750  00 

s 

cycle: 

7375568 

Refrigerator,  mechanical,  27  cubic  feet,  gasoline: . 

Each 

400  00 

S 

7375575 

Refrigerator,  mechanical,  40  cubic  feet,  gasoline:  . . 

Each 

450  00 

s 

7375578 

Refrigerator,  mechanical,  8  cubic  feet,  110  volt,  DC: 

Each 

100  00 

s 

7375580 

Refrigerator,  mechanical,  12  cubic  feet,  110  volt,  DC: . 

Each 

200  00 

s 

7375583 

Refrigerator,  mechanical,  6  cubic  feet,  kerosene : . . . 

Each 

90  00 

s 

7375585 

Refrigerator,  mechanical,  8  cubic  feet,  kerosene:  . 

Each 

100  00 

g 

7375590 

Refrigerator,  mechanical,  11  cubic  feet,  kerosene:. . 

Each 

175  00 

s 

7375592 

Refrigerator,  mechanical,  20  cubic  feet,  kerosene: . . . 

300  00 

s 

7376000 

Refrigerator,  large,  ice-refrigerated: . 

Each 

147  00 

g 

7377000 

Refrigerator,  small,  ice-refrigerated : . 

Each 

60  00 

g 

7378000 

Rolling  pin :  Wood . 

Each 

55 

g 

7379000 

X . 

Saucer,  china: . 

15 

4  2000 

97m 

cs 

7381000 

X . 

Saucer,  fruit,  china: . 

12 

4.5000 

,3300 

Q 

7381500 

Saw,  meat,  14-inch: . 

90 

Q 

7383000 

Saw,  meat,  22-inch: . 

1  45 

s 

7384000 

Scale,  dietetic: . 

2  75 

a 

7385000 

Scale,  grocer’s:  10-lb.  capacity . 

Each 

9  50 

g 

7386000 

Scale,  meat  beam:  600-lb.  capacity . 

Each 

16  00 

g 

7386500 

Scoop,  ice  cream : . 

1  00 

g 

7387000 

Scoop,  large : . 

80 

g 

7388000 

Scoop,  small: . 

75 

g 

7389000 

X . 

Shaker,  pepper,  glass: . 

08 

fi9nn 

ztftnn 

Q 

7390000 

X . 

Shaker,  pepper,  individual,  glass: . 

Each 

.05 

2.0000 

' .5100 

s 

14 
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CLASS  7  HOSPITAL  EQUIPMENT  AND  SUPPLIES  MED  3 


Mess  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7391000 

X . 

.  Shaker,  salt,  glass: . 

$0  08 

7200 

3400 

s 

7392000 

X . 

.  Shaker,  salt,  individual,  glass: . 

05 

2  0160 

3500 

s 

7392300 

X . 

.  Shaker,  sugar,  glass: . 

35 

2000 

0750 

s 

7392500 

X . 

.  Shaker,  sugar,  individual,  glass: . 

20 

.7000 

.0200 

s 

7392700 

.  Sharpener,  knife: . 

Each 

4.25 

s 

7393000 

X . 

.  Sieve,  ilour,  small:  With  crank . 

.22 

0015 

.0015 

s 

7394000 

.  Sieve,  flour,  large: . 

75 

s 

7395000 

.  Skimmer : . 

20 

s 

7397000 

.  Slicer,  bread,  hand: . 

Each 

82.00 

s 

7399000 

.  Slicer,  meat,  small,  hand: . 

Each 

35.00 

s 

7400000 

.  Spoon,  basting,  14-inch: . 

15 

s 

7401000 

.  Spoon,  basting,  20-inch: . 

18 

s 

7402000 

X . 

.  Spoon,  mustard,  wood: . 

01 

.2000 

.0200 

s 

7403000 

.  Spoon,  table : . 

Each 

13 

s 

7403500 

.  Spoon,  table,  medium  (dessert) : . 

Each 

.20 

s 

7404000 

.  Spoon, tea : . 

Each 

08 

s 

7405000 

.  Spoon,  mixing,  wood: . 

Each 

06 

s 

7406000 

.  Squeezer,  lemon: . 

35 

s 

7409000 

.  Steel,  butcher’s: . 

.40 

s 

7410000 

.  Strainer,  small:  Approximately  3-inch . 

Each 

05 

s 

7411000 

.  Strainer,  large :  Approximately  9-inch . 

Each 

.30 

s 

7412000 

.  Strainer,  Chinese: . 

Each 

2  65 

s 

7414000 

.  Table,  cafeteria,  frame:  8-seat  capacity . 

38  00 

s 

7414500 

.  Table,  cafeteria,  top:  8-seat  capacity . 

Each 

45  00 

s 

7415000 

.  Table,  dining,  extension: . 

Each 

34  50 

s 

7417000 

.  Table,  kitchen: . 

6  75 

s 

7421000 

'■"<** 

.  Table  cloth: . 

Yard 

.95 

s 

7422000 

.  Table  cover :  72  inches  wide  (silence  cloth) . 

Yard 

.95 

.  ^  ' 

s 

7422700 

(4) . 

.  Toaster,  electric,  small:  2-slice . 

Each 

10  00 

s 

7423000 

.  Tongs,  ice: . 

Each 

1.35 

s 

7424000 

.  Towel,  dish: . 

Each 

.10 

s 

7425000 

.  Tray,  bed:.  . 

Each 

1  58 

s 

7426000 

X . 

.  Tray,  butler’s: . 

Each 

1  65 

.0350 

.0100 

s 

7427000 

.  Tray,  serving: . 

Each 

1  25 

s 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 


Mess  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7427500 

7428000 

7429000 

N . 

Truck,  tray  service : . 

Each 

Each 

Each 

$57.75 

.04 

.10 

s 

s 

s 

X . 

Tumbler,  glass: . 

30.0000 

5.0000 

Turner,  cake: . 

c 

. 
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CLASS  7  HOSPITAL  EQUIPMENT  AND  SUPPLIES  MED  3 


Cleaning  and  Preserving  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7451000 

X . 

Broom,  corn : . 

$0  55 

2  0000 

2  000 

s 

7454000 

X . 

Brush,  bedpan : . 

30 

.5574 

-.7500 

s 

7455000 

Brush,  counter : . 

Each 

1  65 

s 

7456000 

X . 

Brush,  hand: . 

15 

3.0000 

8.0000 

s 

7457000 

Brush,  paint,  2-inch: . 

Each 

.40 

s 

7458000 

Brush,  paint,  approximately  3-inch: . 

Each 

1  30 

s 

7458500 

Brush,  radiator: . 

Each 

35 

s 

7459000 

X . 

Brush,  scrub: . 

12 

1.7500 

3.4650 

s 

7459500 

Brush,  sweeping,  floor,  without  handle : . 

Each 

1  50 

s 

7459700 

X . 

Brush,  sweeping,  floor,  handle: . 

Each 

10 

.3500 

.3000 

s 

7462000 

Bucket,  approximately  14-qt: . 

Each 

60 

s 

7463000 

Chamois  skin:  Approximately  23  by  26  inches . 

Each 

1  10 

s 

7464005 

X . 

Dishwashing  compound,  type  I,  325  lb:  For  water 

Barrel 

5  60 

LS 

having  hardness  greater  than  5  grains  per  gallon. 

7464010 

X . 

Dishwashing  compound,  tvpe  II,  325  lb:  For  water 

Barrel 

5  60 

LS 

having  hardness  less  than  5  grains  per  gallon. 

7465000 

(1) . 

Hose,  garden,  50  feet:  With  couplings . 

Each 

4  60 

s 

7466000 

Hose  nozzle: . 

Each 

'  30 

s 

7467000 

x  (1). . . 

Hose,  washer: . 

Each 

.01 

.0600 

.1141 

s 

7468000 

X . 

Lye,  13-oz: . . 

Can 

05 

6  0000 

5  0000 

s 

7470000 

X . 

Mop  handle:  With  metal  fittings . 

Each 

20 

1  4000 

1.5000 

s 

7471000 

X . 

Mop  head : . 

40 

5.0000 

7  0000 

s 

7472000 

Mop  wringer  with  bucket: . 

Each 

5  00 

s 

7472500 

X . 

Paint,  flat  white,  1  gal: . 

85 

2500 

3800 

s 

7473000 

X . 

Paint,  white  enamel,  1  qt: . 

60 

1300 

0400 

s 

7474000 

X . 

Paint,  white  enamel,  1  gal: . 

2  10 

2625 

2888 

s 

7475000 

X . 

Paint  remover,  1  gal: . 

1  20 

1000 

.0150 

s 

7476000 

X . 

Pan,  dust: . 

25 

3240 

.3564 

s 

7477000 

X . 

Paper,  emery,  fine,  No.  0: . 

Sheet, 

02 

5800 

.4000 

s 

7477200 

X . 

Paper,  emery,  fine,  No.  1: . 

Sheet 

02 

.3500 

.2000 

s 

7477500 

X . 

Paper,  emery,  coarse,  No.  2: . 

Sheet 

02 

.3000 

.1500 

s 

7478000 

X . 

Paper,  sand,  fine,  No.  00: . 

Sheet, 

01 

1  0000 

.7000 

s 

7478200 

X . 

Paper,  sand,  fine,  No.  0: . 

Sheet 

01 

.8000 

.6000 

s 

7478500 

X . 

Paper,  sand,  medium.  No.  1: . 

Sheet 

.01 

.7000 

.5000 

s 

7478700 

X . 

Paper,  sand,  medium,  No.  2: . 

Sheet 

.01 

.5000 

.4500 

s 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 


Cleaning  and  Preserving  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Z 1 

T  of  Opns 

7478900 

7483000 

7487000 

7489000 

7490000 

7491000 

7493000 

7493500 

7495000 

7495500 

X . 

Paper,  sand,  coarse,  No.  3: . 

Sheet 

Can 

Each 

Bar 

Cake 

Can 

Bar 

Pkg. 

Each 

Each 

10.01 

.06 

1.00 

.06 

.03 

.03 

.04 

.17 

3.75 

84.50 

.5000 

1.5000 

.5000 

1.5000 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

X . 

Polish,  metal,  1  pt:  Liquid . 

Shovel: . 

X . 

Soap,  laundry,  1  lb: . 

80.0000 

7.0000 

20.0000 

60.0000 

1.1000 

65.0000 

22.0000 

12.0000 

90.0000 

1.5653 

X . 

Soap,  scouring,  coarse,  9  oz: . 

X . 

Soap,  scouring  powder,  1  lb: . 

X . 

Soap,  white,  floating,  6  oz: . 

X . 

Steel  wool,  1  lb: . 

Sweeper,  carpet,  hand: . 

(4)  N . . . 

Vacuum  cleaner: . 

9 
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CLASS  7  HOSPITAL  EQUIPMENT  AND  SUPPLIES  MED  3 

Stationery  and  Office  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7502002 

(3)  (4). 

Adding  machine,  electric,  6-column,  adding,  listing 

Each 

$135.00 

s 

and  multiplying: 

7502004 

(3)  (4). 

Adding  machine,  electric,  7-column,  adding,  listing 

Each 

145.00 

s 

and  multiplying: 

7502006 

(3)  (4). 

Adding  machine,  electric,  8-column,  adding,  listing 

Each 

155.00 

s 

and  multiplying: 

7502008 

(3)  (4). 

Adding  machine,  electric,  9-column,  adding,  listing 

Each 

160.00 

s 

and  multiplying: 

7502011 

(3)  (4). 

Adding  machine,  electric,  10-column,  adding,  listing 

Each 

165.00 

s 

and  multiplying: 

7502015 

(3)  (4). 

Adding  machine,  electric,  7-column,  adding,  listing, 

Each 

160.00 

s 

multiplying,  with  direct  subtraction: 

7502018 

(3)  (4). 

Adding  machine,  electric,  8-column,  adding,  listing, 

Each 

180.00 

s 

multiplying,  with  direct  subtraction: 

7502021 

(3)  (4). 

Adding  machine,  electric,  9-column,  adding,  listing, 

Each 

185.00 

s 

multiplying,  with  direct  subtraction: 

7502025 

(3)  (4). 

Adding  machine,  electric,  10-column,  adding,  listing, 

Each 

200.00 

s 

multiplying,  with  direct  subtraction: 

7502028 

(3).... 

Adding  machine,  hand  operated,  7-column,  adding, 

Each 

100.00 

s 

listing  and  multiplying: 

7502030 

(3).... 

Adding  machine,  hand  operated,  7-column,  adding, 

Each 

105.00 

s 

listing,  multiplying,  with  direct  subtraction: 

7502033 

(3).... 

Adding  machine,  hand  operated,  8-column,  adding, 

Each 

110.00 

s 

listing,  multiplying,  with  direct  subtraction: 

7502037 

(3) . 

Adding  machine,  hand  operated,  8-column,  adding, 

Each 

115  00 

s 

listing,  multiplying,  with  direct  division  and  sub- 

traction: 

7502039 

(3) . 

Adding  machine,  hand  operated,  10-column,  adding, 

Each 

130.00 

s 

listing,  multiplying,  with  direct  subtraction: 

Note:  Requisitions  should  state  whether  stand  for 

adding  machine  is  required,  and,  if  so,  whether  high 

or  low  stand  is  desired. 

7503005 

(4) . 

Adding  machine,  calculator,  electric,  8-column: . 

Each 

297  00 

s 

7503010 

(4) . 

Adding  machine,  calculator,  electric,  9-column: .  .  . 

Each 

325  00 

s 

7503015 

(4) . 

Adding  machine,  calculator,  electric,  10-column: .  .  . 

Each 

340  00 

s 

7503025 

Adding  machine,  calculator,  hand  operated,  8-column: . 

Each 

200  00 

s 

7503028 

(4) . 

Adding  machine,  electric,  8-column: .... 

Each 

340  00 

s 

7504000 

X . 

Bag,  paper,  5-Ib.,  500: . 

r;nnn 

77^0 

o 

7504500 

X . 

Bag,  paper,  3-lb.,  500: . 

±  ivg. 

.1800 

.2050 

n 

s 

s 

7506000 

X(l)  N. 

Band,  rubber,  No.  18,  x/4  lb: . 

1  IVg. 

Carton 

05 

7507000 

X  (1)  N. 

Band,  rubber,  No.  32,  y4  lb:  . . 

Carton 

05 

s 

7508000 

X  (1)  N. 

Band,  rubber,  No.  64,  y4  lb: . 

Carton 

06 

s 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 


Stationery  and  Office  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7509000 

X . 

Basket,  desk:  Letter . 

$0  25 

.3500 

.1500 

s 

7510000 

Basket,  waste  paper: . 

Each 

1  50 

s 

7511000 

X . 

Binder,  loose  leaf,  1-inch  ring:  For  8}/2  by  11-inch 

Each 

.25 

.2100 

.0825 

s 

sheets. 

7511500 

X . 

Binder,  loose  leaf,  2-inch  ring:  For  8Y2  by  11-inch 

Each 

.75 

.1120 

.0200 

s 

sheets. 

7512000 

X . 

Binder,  loose  leaf,  medical  history: . . . 

50 

0208 

0050 

s 

7514000 

X . 

Blotter  rocker: . 

25 

1499 

0475 

s 

7515000 

X . 

Book,  blank,  8  vo: . 

15 

9  noon 

3  6667 

s 

7515500 

X . 

Book,  blank,  memorandum:  3}/2  by  6  inches,  ruled . 

Each 

.05 

.7650 

.6360 

s 

7516000 

X . 

Book,  blank,  ledger:  13  by  8  inches,  ruled . 

75 

8763 

9639 

s 

7517000 

X . 

Book,  blank,  record:  8 Y\  by  133/£  inches,  ruled 

45 

8800 

1  0000 

s 

s 

7520000 

X . 

Book,  blank,  stenographer’s: . 

04 

1  9000 

1  0600 

7521000 

X . 

Book,  prescription  filing: . 

25 

0483 

0531 

s 

7523000 

X . 

Brush,  mucilage  or  paste: . 

06 

0488 

0537 

s 

7524000 

X . 

Brush,  typewriter:  Type-cleaning . 

07 

0850 

1225 

s 

7525000 

X . 

Can,  typewriter  oil: . 

15 

0600 

1000 

s 

7526000 

X . 

Card,  index,  3  by  5-inch,  ruled,  100:  White.  .  .  . 

Pkg 

05 

5  1000 

3  0000 

s 

7528000 

X . 

Card,  index,  5  bv  8-inch,  ruled,  100:  White.  . 

Pkg 

13 

1  1100 

1  2210 

s 

7529000 

X . 

Card,  guide,  3  by  5-inch,  alphabetical,  25:  Blue,  1  /5 

Set 

.06 

.2973 

.3271 

s 

cut. 

7530000 

X . 

Card,  guide.  3  bv  5-inch,  plain.  100:  Buff,  1  /5  cut 

18 

0814 

1000 

s 

7531000 

X . 

Card,  guide,  5  by  8-inch,  alphabetical,  25 :  Blue,  1  /5 

Set 

.11 

.1600 

.1760 

s 

cut. 

7532000 

X . 

Card,  guide.  5  bv  8-inch,  plain.  100:  Buff,  1  /5  cut 

37 

0400 

0700 

s 

7533000 

X . 

Cardboard,  22  by  28-inch:  White  (railroad  board) 

04 

7246 

4000 

s 

7536000 

X . 

Clip,  paper,  Gem  No.  1,  100: . 

Rr.v 

04 

5  2000 

3  2000 

s 

7537000 

X . 

Clip,  paper,  Ideal  No.  2,  50: . 

10 

2300 

2350 

s 

7537500 

X . 

Crayon,  chalk,  white,  144: . 

25 

0330 

0200 

s 

7538000 

X . 

Cup,  sponge :  Glass,  3-inch . 

08 

.1360 

1250 

s 

7539000 

Cutter,  paper:  Approximately  15-inch  blade . 

5  00 

s 

7540005 

X . 

Envelope  No.  189,  gummed,  25:  White,  open  side,  3J4 

Pkg. 

.03 

9.6600 

7.2500 

s 

by  8%  inches. 

7540010 

X . 

Envelope  No.  189,  ungummed,  25:  White,  open  side, 

Pkg. 

.03 

1  8400 

14.7500 

s 

3%  by  8%  inches. 

7541005 

X . 

Envelope  No.  185,  gummed,  25:  White,  open  side,  3% 

Pkg. 

.02 

(Substit 

ute  for 

ss 

by  6y2  inches. 

75401 

)05) 
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CLASS  7  HOSPITAL  EQUIPMENT  AND  SUPPLIES  MED  3 

Stationery  and  Office  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7541010 

x . 

Envelope  No.  185,  ungummed,  25:  White,  open  side, 

Pkg. 

$0.02 

(Substitute  for 

ss 

3%  by  634  inches. 

7540010) 

7541015 

X . 

Envelope  No.  186,  gummed,  25:  White,  open  side,  3 34 

Pkg. 

.02 

(Substitute  for 

ss 

by  6y2  inches. 

7540005) 

7541020 

X . 

Envelope  No.  186,  ungummed,  25:  White,  open  side, 

Pkg. 

.02 

(Substitute  for 

ss 

3 34  by  634  inches. 

7540010) 

7542005 

X . 

Envelope  No.  36,  gummed,  25:  Kraft,  open  side,  5  by 

Pkg. 

.05 

1.0000 

.5000 

s 

1134  inches. 

7542010 

X . 

Envelope  No.  36,  ungummed,  25:  Kraft,  open  side, 

Pkg. 

.05 

.1250 

2.5000 

s 

5  by  1134  inches. 

7543005 

X . 

Envelope  No.  84,  gummed,  25:  Kraft,  open  side,  934 

Pkg. 

.12 

(Substitute  for 

ss 

by  12  inches. 

7544005) 

7543010 

X . 

Envelope  No.  84,  ungummed,  25:  Kraft,  open  side, 

Pkg. 

.12 

(Substitute  for 

ss 

9%  by  12  inches. 

7544010; 

7544005 

X . 

Envelope  No.  93,  gummed,  25:  Kraft,  open  side,  10  by 

Pkg. 

.21 

.9800 

.2000 

s 

15  inches. 

7544010 

X . 

Envelope  No.  93,  ungummed,  25:  Kraft,  open  side, 

Pkg. 

.21 

.0200 

1.5500 

s 

10  by  15  inches. 

7546000 

X  (1). . . 

Eraser,  rubber,  pencil: . 

Each 

.03 

.6000 

.3979 

s 

7547000 

X(l)... 

Eraser,  rubber,  typewriter :  With  brush . 

Each 

.05 

.9000 

.9167 

s 

7549500 

X . 

Fastener,  paper,  Acco  No.  12,  50:  1-inch  capacity 

25 

.6000 

2.2500 

s 

7550000 

Fastener  (stapler),  paper:  For  staples  see  7655003-25 

Each 

1  45 

s 

and  7656008-35. 

7555000 

File,  Shannon,  large: . 

45 

s 

7556000 

File,  Shannon,  small: . 

40 

s 

7557000 

File  board,  with  clip: . 

26 

s 

7558000 

X . 

Finger  print  ink,  8  oz: . 

20 

0440 

1375 

s 

7559000 

X . 

Finger  print  plate :  Glass . 

Each 

20 

0300 

0300 

s 

7560000 

(1) . 

Finger  print  roller :  With  handle . 

Each 

.50 

s 

7562000 

X . 

Folder,  file,  cap  size,  100: .... 

75 

4400 

9000 

s 

7562500 

X . 

Folder,  file,  letter  size,  100:  .... 

65 

6000 

7000 

s 

7562700 

X . 

Folder,  file,  clinical  record,  100: . 

2  30 

8167 

8984 

s 

7563000 

X . 

Glue,  liquid,  34  Pt: . 

10 

3000 

5669 

s 

7566000 

xc . 

Ink,  India,  %  oz:  Black . 

10 

0900 

0900 

s 

7568000 

X . 

Ink,  fabric  marking,  34  pt :  Black . 

08 

0350 

0467 

s 

7569000 

xc . 

Ink,  numbering  machine,  2  oz:  Black . 

15 

0219 

0125 

s 

7572000 

xc . 

Ink,  stamp  pad,  black,  2  oz: 

13 

1278 

0750 

s 

7572500 

xc . 

Ink,  stamp  pad,  red,  2  oz: 

13 

0480 

0600 

s 

7572700 

xc . 

Ink,  writing  fluid,  black,  1  qt: . 

Bottle 

.25 

.3700 

.3000 

s 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 

Stationery  and  Office  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7572800 

xc . 

Ink,  writing  fluid,  red,  1  pt: . 

$0  12 

2000 

2500 

g 

7573000 

X . 

Inkstand,  glass: . 

15 

3200 

3200 

s 

7575000 

X . 

Label,  small,  60:  Gummed,  1  5/16  by  1  11/16  inches.. 

Box 

.02 

1 . 5000 

1.0000 

s 

7576000 

X . 

Label,  large,  75:  Gummed,  2  13/16  by  1  9/16  inches.  . 

Box 

.02 

2.2000 

3.2500 

s 

7577000 

X . 

Label,  assorted,  dispensing  set,  152:  Gummed 

55 

0240 

0300 

s 

7578005 

X . 

Label,  poison,  large,  750:  Gummed . 

20 

1000 

0800 

s 

7578015 

X . 

Label,  poison,  small,  750:  Gummed . 

18 

2100 

3000 

s 

7579005 

X . 

Label,  vial,  large,  750:  Gummed . 

40 

1000 

1600 

s 

7579015 

X . 

Label,  vial,  small,  750:  Gummed . • . 

40 

.1469 

.2400 

s 

7581000 

(4)  N .  . . 

Mimeograph,  electric: . 

Each 

355  50 

s 

7581505 

Mimeograph,  hand,  small,  portable: . 

Each 

40  00 

s 

7581510 

Mimeograph,  hand,  large: . 

275  00 

s 

7582000 

X . 

Mimeograph  ink,  1  lb:  Black . 

30 

3000 

1900 

s 

7583005 

X.  .... . 

Mimeograph  pad  for  A  cylinder:  8  by  16>£  inches  .  .  .  . 

Each 

.08 

.0200 

.0400 

s 

7583010 

X . 

Mimeograph  pad  for  B  cylinder:  8  by  16%  inches  .  .  .  . 

Each 

.08 

.0150 

.0176 

s 

7584000 

x  (1).  . . 

Mimeograph  stencil:  8%  by  18  inches . 

Quire 

.89 

.5520 

.7000 

s 

7585000 

X . 

Mimeograph  correction  fluid,  1  oz:  . 

10 

0825 

1250 

s 

7587000 

xc . 

Mucilage,  4  oz: . 

07 

8000 

1  3000 

s 

7588000 

xc . 

Mucilage,  1  qt: . 

25 

.0791 

.0750 

s 

7589000 

N . 

Numbering  machine: . 

8  25 

s 

7590000 

X . 

Oil,  typewriter,  2  oz: . 

10 

3000 

4043 

s 

7591000 

X.  .... . 

Pad,  calendar : . 

jL2 

(Initial 

ssue  only) 

7593000 

Pad,  desk,  for  blotter: . 

30 

s 

7594000 

X . 

Pad,  prescription,  100  sheets: . 

03 

2  7000 

9  1265 

s 

7595000 

X . 

Pad,  memorandum,  3  by  5-inch,  100  sheets:  White, 

Each 

.02 

14.0000 

13.0000 

s 

unruled,  for  pencil. 

7596000 

X . 

Pad,  memorandum,  6  by  9-inch,  100  sheets:  White, 

Each 

.05 

9.4500 

10.3950 

s 

unruled,  for  pencil. 

7597000 

X . 

Pad,  memorandum,  8  by  10y2-inch,  100  sheets:  White, 

Each 

.06 

5  0000 

8.5000 

s 

ruled,  for  ink. 

7598000 

Pad,  stamp,  dry: . 

s 

7600000 

X . 

Paper,  adding  machine,  225  feet: . 

Roll 

3500 

2500 

s 

7601000 

X . 

Paper,  blotting,  desk:  19  by  24  inches. 

02 

5  3743 

5  0000 

s 

7602000 

X . 

Paper,  blotting,  hand:  3  by  9%  inches . 

01 

15  5490 

17  0139 

s 

7603000 

X . 

Paper,  carbon,  black,  8  by  13-inch,  100  sheets: . 

Box 

.32 

.4000 

.7700 

s 
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CLASS  7  HOSPITAL  EQUIPMENT  AND  SUPPLIES  MED  3 


Stationery  and  Office  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7604000 

X . 

Paper,  carbon,  black.  8  bv  lOV^-inch,  100  sheets: 

«n  97 

1  9000 

Q 

7605000 

X . 

Paper,  legal  cap,  8  by  25-inch:  Folded  to  8  by  123^ 

Quire 

.19 

.1300 

.0200 

S 

inches.  Ruled. 

7606000 

X . 

Paper,  mimeograph,  8  by  10y2-inch:  White . 

Ream 

.20 

3.0914 

2 . 1000 

s 

7607000 

X . 

Paper,  mimeograph,  8  by  13-inch:  White 

3Q 

1  77 

925Q 

g 

7608000 

X . 

Paper,  typewriter,  bond,  8  by  13-inch:  White 

4000 

s 

7609000 

X . 

Paper,  typewriter,  manifold,  8  by  13-inch:  White.  .  . . 

Ream 

.25 

.2500 

.4000 

s 

7610000 

X . 

Paper,  typewriter,  bond,  8  by  lOVfe-inch:  White 

30 

i  nooo 

2  7500 

s 

7611000 

X . 

Paper,  typewriter,  manifold,  8  by  10y2-inch:  White.  .  . 

Ream 

.20 

1  0000 

4.5000 

s 

7612000 

X . 

Paper,  wrapping,  dispensary,  blue:  24  by  36  inohps 

90 

1  Q9/L 

901  7 

s 

7613000 

X . 

Paper,  wrapping,  dispensary,  white:  24  by  36  inches. . . 

Quire 

.15 

.2500 

.0400 

s 

7614000 

X . 

Paper,  wrapping,  dispensary,  white,  roll:  12  inches  wide. 

Roll 

1.22 

.0400 

.0766 

s 

7615000 

X . 

Paper,  wrapping,  folded:  Kraft,  30  by  40  inches . 

Quire 

.20 

.1700 

.2200 

s 

7616000 

X . 

Paper,  wrapping,  roll:  Kraft,  24  inches  wide . 

Roll 

1.74 

.1081 

.1189 

s 

7617000 

X . 

Paper  weight:  Glass . 

in 

0292 

0100 

s 

7618000 

X(l).. 

Paste,  library,  4  oz : . 

Jar 

.11 

.3350 

.3500 

s 

7620000 

X . 

Pen,  steel,  ball  point,  144: . 

75 

0719 

0791 

s 

7621000 

X . 

Pen,  steel,  Spencerian,  144: . 

40 

0557 

0500 

s 

7622000 

X . 

Pen,  steel,  Falcon,  144: . 

40 

0440 

0440 

s 

7623000 

X . 

Pen,  steel,  stub,  144: . 

37 

.0300 

.0400 

s 

7623400 

XN . 

Pencil,  mechanical: . 

10 

s 

7623625 

X  (1)  N 

Pencil,  mechanical,  eraser,  Dixon  Rite-Rite: .... 

Each 

02 

s 

7623630 

X  (1)  N. 

Pencil,  mechanical,  eraser,  Eagle : 

Each 

02 

s 

7623635 

X  (1)  N. 

Pencil,  mechanical,  eraser,  Scripto  No.  4-47:  .  . 

Each 

02 

s 

7623637 

X  (1)  N. 

Pencil,  mechanical,  eraser,  Scripto  No.  70: . 

Each 

02 

s 

7623640 

X  (1)  N. 

Pencil,  mechanical,  eraser,  Velvet: . 

Each 

02 

s 

7623810 

XN.... 

Pencil,  mechanical,  lead  refill,  black,  12: . 

Pkg. 

05 

s 

7623815 

XN.... 

Pencil,  mechanical,  lead  refill,  blue,  12: .  .  .  . 

Pkg. 

05 

s 

7623820 

X  N. ... 

Pencil,  mechanical,  lead  refill,  indelible,  12: . . 

Pkg. 

05 

s 

7623825 

X  N. . . . 

Pencil,  mechanical,  lead  refill,  green,  12: .  .  . 

Pkg. 

05 

s 

7623830 

XN.... 

Pencil,  mechanical,  lead  refill,  red,  12: . 

Pkg. 

05 

s 

7624000 

X . 

Pencil,  lead : . 

1  5 

1  3000 

4  0000 

s 

7625000 

X . 

Pencil,  blue: . 

02 

1  0393 

1  6332 

s 

7626000 

X . 

Pencil,  drafting: . 

Each 

.02 

.1850 

.1000 

s 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 


Stationery  and  Office  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7627000 

X . 

Pencil,  indelible : . 

$0  02 

6524 

7175 

s 

7628000 

X . 

Pencil,  red: . . 

02 

1  3500 

1  5000 

s 

7629000 

X . 

Pencil,  wax,  blue :  Paper  wrapped . 

06 

9614 

1  5000 

s 

7630000 

X . 

Pencil,  wax,  red :  Paper  wrapped . 

Each 

06 

1  2928 

1  4231 

s 

7631000 

X . 

Penholder: . 

02 

1  2500 

2  7500 

s 

7632500 

X . 

Pressboard,  24  by  32  inches : . 

08 

.2000 

.0750 

s 

7633000 

Punch,  paper,  2-hole: . 

Each 

95 

s 

7633500 

Punch,  paper,  3-hole:  Adjustable . 

Each 

6  00 

s 

7635500 

X . 

Reinforcements  (eyelets),  gummed  cloth,  100: . 

02 

5000 

5500 

s 

7636007 

x  (1). . . 

Ribbon,  computing  and  recording  machine,  black, 

Each 

.40 

.0015 

.0070 

s 

*/2- inch,  Burroughs: 

7636008 

X  (1). . . 

Ribbon,  computing  and  recording  machine,  black, 

Each 

.40 

.0055 

.0080 

s 

7/16-inch,  Burroughs: 

7636009 

x  (1).  . . 

Ribbon,  computing  and  recording  machine,  black, 

Each 

.40 

.0002 

.0005 

s 

V^-inch,  Dalton: 

7636011 

x  (1).  . . 

Ribbon,  computing  and  recording  machine,  black, 

Each 

.40 

.0023 

.0030 

s 

Vi-inch,  Monroe: 

7636013 

X(1)... 

Ribbon,  computing  and  recording  machine,  black, 

Each 

.40 

.0050 

.0005 

s 

Vi-inch,  Victor: 

7636014 

x  (1).  . . 

Ribbon,  computing  and  recording  machine,  black, 

Each 

.40 

.0008 

.0002 

s 

9/16-inch,  Allen: 

7636015 

X  (1). . . 

Ribbon,  computing  and  recording  machine,  black, 

Each 

.40 

.0002 

.0002 

s 

V4-inch,  Dalton: 

7636025 

x  (1). . . 

Ribbon,  computing  and  recording  machine,  black, 

Each 

.40 

.0002 

.0002 

s 

1%-inch,  Burroughs: 

7636026 

X  (1). . . 

Ribbon,  computing  and  recording  machine,  black  and 

Each 

.40 

.0002 

.0002 

s 

red,  1%-inch,  Burroughs: 

7636030 

x  (1). . . 

Ribbon,  computing  and  recording  machine,  black,  iy4- 

Each 

.40 

.0002 

.0002 

s 

inch,  Burroughs: 

7636035 

x  (1). . . 

Ribbon,  computing  and  recording  machine,  black,  y2- 

Each 

.40 

.0016 

.0050 

s 

inch,  Sunstrand: 

7636040 

x  (1).  . . 

Ribbon,  computing  and  recording  machine,  black,  3Vs- 

Each 

.40 

.0003 

.0002 

s 

inch,  Burroughs: 

7636045 

x  (1). . . 

Ribbon,  computing  and  recording  machine,  black,  3y8- 

Each 

.40 

.0002 

.0001 

s 

inch,  Burroughs: 

7636075 

x  (1). . . 

Ribbon,  computing  and  recording  machine,  black,  y2- 

Each 

.40 

.0012 

.0040 

s 

inch,  Remington: 

7637005 

x  (1). . . 

Ribbon,  typewriter,  black,  Corona: . 

Each 

.20 

.0100 

.0060 

s 

7637015 

X  (1). . . 

Ribbon,  typewriter,  black,  Remington: . 

Each 

.20 

.2400 

.1460 

s 

7637016 

x  (1).  .  . 

Ribbon,  typewriter,  black,  Remington  portable : .  .  . 

Each 

.20 

.0050 

.0080 

s 

7637021 

x  (1). . . 

Ribbon,  typewriter,  black,  Royal  portable : . 

Each 

.20 

.0300 

.3800 

s 
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CLASS  7  HOSPITAL  EQUIPMENT  AND  SUPPLIES  MED  3 


Stationery  and  Office  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7637022 

X  (1) . . . 

Ribbon,  typewriter,  black,  Royal  No.  5 : . 

Each 

$0.20 

.0200 

.1200 

s 

7637024 

x  (1).  . . 

Ribbon,  typewriter,  black,  Royal  No.  10: . 

Each 

.20 

.9900 

.4500 

S 

7637025 

X  (1). . . 

Ribbon,  typewriter,  black,  L.  C.  Smith : . 

Each 

.20 

.4000 

.1700 

S 

7637030 

X  (1).  . . 

Ribbon,  typewriter,  black,  Underwood : . 

Each 

.20 

.3900 

.3400 

s 

7637035 

X  (1). . . 

Ribbon,  typewriter,  black,  Woodstock: . 

Each 

.20 

.0600 

.0800 

s 

7637040 

x  (1)  (3) 

Ribbon,  typewriter,  bulletin  type: . 

Each 

20 

0300 

s 

7638015 

X  (1).  . . 

Ribbon,  typewriter,  black  and  red,  Remington: . 

Each 

.20 

.0400 

.0750 

s 

7638016 

X  (1).  . . 

Ribbon,  typewriter,  black  and  red.  Remington  portable : 

Each 

.20 

.0100 

.0020 

s 

7638021 

x  (1).  . . 

Ribbon,  typewriter,  black  and  red,  Royal  portable: .  .  .  . 

Each 

.20 

.0100 

.0070 

s 

7638022 

x  (1).  . . 

Ribbon,  typewriter,  black  and  red,  Royal  No.  5 : . 

Each 

.20 

.0100 

.0150 

s 

7638023 

X  (1).  . . 

Ribbon,  typewriter,  black  and  red,  Royal  No.  10: . 

Each 

.20 

.1250 

.1600 

s 

7638025 

X  (1). . . 

Ribbon,  typewriter,  black  and  red,  L.  C.  Smith : . 

Each 

.20 

.0150 

.0170 

s 

7638030 

x  (1). . . 

Ribbon,  typewriter,  black  and  red,  Underwood : . 

Each 

.20 

.0600 

.1100 

s 

7638035 

x  (1). . . 

Ribbon,  typewriter,  black  and  red,  Woodstock: . 

Each 

.20 

.0100 

.0340 

s 

7639000 

Ruler,  12-inch: . 

Each 

.05 

s 

7640000 

Ruler,  18-inch : . 

12 

s 

7642000 

N . 

Sharpener,  pencil : . 

Each 

95 

s 

7643005 

XN . 

Sharpener,  pencil,  cutting  wheels,  Boston: . 

Set 

40 

s 

7643010 

XN . 

Sharpener,  pencil,  cutting  wheels,  Chicago : . 

Set 

.40 

s 

7643015 

XN . 

Sharpener,  pencil,  cutting  wheels,  Dexter : . 

40 

s 

7643025 

XN . 

Sharpener,  pencil,  cutting  wheels,  Giant: . 

40 

s 

7644000 

Shears,  office: 

80 

s 

7645000 

X . 

Sponge,  office : . 

03 

.1000 

.0900 

s 

7646000 

X  (1)... 

Stamp,  anatomical:  Trunk.  1  front  and  1  rear  in  set. . 

Set 

.65 

.0100 

.0050 

s 

7647000 

x  (1)  (3) 

Stamp,  correspondence :  To  show  place  and  date 

Each 

2.00 

.0075 

.0010 

s 

received  (state  wording).  With  rubber  type  for 

changing  date. 

7648000 

X  (1). . . 

Stamp,  dating:  4-band . 

Each 

.20 

.1260 

.0750 

s 

7650000 

X  (1)... 

Stamp  outfit:  For  marking  hospital  linen . 

Set 

1.75 

.0100 

.0125 

s 

7651000 

X  (1). . . 

Stamp,  penalty: . 

Each 

.20 

.0220 

.0090 

s 

7652000 

X  (1)  (3) 

Stamp,  rubber:  Wood  base  and  handle.  Specify 

Each 

1.10 

.0450 

.0080 

s 

wording,  size  of  type  and  dimensions  of  written  line. 

7653000 

Stand,  paper,  12-inch:  Holds  20-lb.  roll  12  inches  wide 

1  75 

s 

7654000 

Stand,  paper,  24-inch:  Holds  50-lb.  roll  24  inches  wide  . 

Each 

2  25 

s 

7655003 

X . 

Staples,  Arrow,  5000:  For  paper-fastening  machine.  .  .  . 

Carton 

1.00 

.0500 

.0050 

s 
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MED  3 


HOSTPIAL  EQUIPMENT  AND  SUPPLIES 

Stationery  and  Office  Equipment  and  Supplies 


CLASS  7 


NUMBER 

NOTES 

7655006 

X . 

7655007 

X . 

7655015 

X . 

7655025 

X . 

7656008 

X . 

7656020 

X . 

7656030 

X . 

7656035 

X . 

7657000 

7657100 

7657200 

7657300 

X . 

7657400 

7658000 

X . 

7659000 

X . 

7660000 

X . 

7661000 

X . 

7661500 

7662000 

X . 

7663000 

X . 

7664000 

X . 

7665000 

X . 

7668010 

7668012 

7668014 

7668018 

7668019 

7668023 

7668026 

7668035 

7670000 

X . 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

Staples,  Crown,  5000:  For  paper-fastening  machine. . . . 

Carton 

$1.00 

.0040 

.0050 

s 

Staples,  Hotchkiss,  5000:  For  paper-fastening  maohine 

Carton 

1.00 

.1800 

.1800 

s 

Staples,  pilot,  Bostitch,  5000:  For  paper-fastening 

Carton 

1.00 

.0550 

.0500 

s 

machine. 

Staples,  Ideal,  5000:  For  paper-fastening  machine . 

Carton 

1.00 

.0030 

.0050 

s 

Staples,  Hutchinson:  For  paper-fastening  machine.  .  .  . 

Spool 

1.00 

.0040 

.0050 

s 

Staples,  Spool-O-Wire:  For  paper-fastening  machine. 

Spool 

1.00 

.0080 

.0100 

s 

Staples,  Monarch:  For  paper-fastening  maohine . 

Spool 

1.00 

.0120 

.0200 

s 

Staples,  Bates:  For  paper-fastening  machine . 

Spool 

1.00 

.0080 

.0050 

s 

Stencil  set:  Alphabet,  numerals,  brush  and  ink . 

Set 

1.50 

s 

Stencil  set  alphabet:  l-inch . 

Set 

.75 

s 

Stencil  set  brush: . 

Each 

70 

s 

Stencil  set  ink,  4-oz:  Black . 

Cake 

.15 

.0090 

.0050 

s 

Stencil  set  numerals,  set  of  10:  1-inch . 

Set 

.25 

s 

Tack,  thumb,  100: . 

Box 

.05 

2.5500 

2.5000 

s 

Tag,  shipping,  linen,  50: . 

Bundle 

.20 

6.0000 

10.0000 

s 

Tag,  shipping,  paper,  50 : . 

Bundle 

.10 

10.0000 

8.0000 

s 

Tape,  gummed  paper,  500  feet:  %-inch  wide . 

Roll 

.15 

.1746 

.1700 

s 

Tape,  gummed  paper,  moistening  machine: . 

Each 

10.00 

s 

Tape,  office,  red,  72  yards:  5 /16-inch  wide . 

Spool 

.35 

.0200 

.0160 

s 

Twine,  cotton,  y2  lb: . 

Ball 

.40 

.6000 

.6000 

s 

Twine,  jute,  coarse,  1  lb : . 

Ball 

.20 

.5900 

1.0500 

s 

Twine,  jute,  fine,  x/2  lb : . 

Ball 

.25 

.5000 

.7000 

s 

Typewriter,  10-inch  carriage: . 

Each 

70  00 

s 

Typewriter,  12-inch  carriage: . 

Each 

75  00 

s 

Typewriter,  14-inch  carriage: . 

Each 

77  50 

s 

Typewriter,  18-inch  carriage: . 

Each 

85  00 

s 

Typewriter,  19-inch  carriage: . 

Each 

87.50 

s 

Typewriter,  20-inch  carriage: . 

Each 

95  00 

s 

Typewriter,  26-inch  carriage: . 

Each 

103  50 

s 

Typewriter,  bulletin  type : . 

Each 

70  00 

s 

Wax,  sealing,  *4  lb: . 

Stick 

.10 

.0350 

.0350 

s 
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CLASS  7 


HOSPITAL  EQUIPMENT  AND  SUPPLIES 

Miscellaneous  Equipment  and  Supplies 


MED  3 


NUMBER 

NOTES 

7701000 

(1) . 

7702000 

0) . 

7702500 

X(l)(3) 

7703300 

7703500 

7704000 

7705000 

(1) . 

7706000 

(1) . 

7707000 

(1) . 

7707500 

(1) . 

7708000 

7709000 

7711000 

7712000 

7713000 

7715000 

7717000 

7718000 

7718200 

7718300 

7718400 

7718500 

7718600 

7718700 

7719000 

7719200 

7719400 

7719600 

7720500 

7721000 

X . 

NOMENCLATURE  AND  DESCRIPTION 

Apron,  rubberized: . 

Atomizer,  i\and,  complete:  With  bulb  and  extra  bottle 

Atomizer,  hand,  rubber  bulb: . 

Awl,  brad,  assorted,  set  of  3 : . 

Awl,  scratch: . 

Axe: . 

Bag,  hot  water:  2-quart . . 

Bag,  hot  water,  and  syringe :  2-quart . 

Bag,  ice: . • . 

Bag,  ice,  throat: . 

Balance,  prescription:  Capacity  120  Gm.,  with  weights. 
Illustrated. 

Balance,  prescription,  weights:  10  mg.  to  100  Gm. . 

Basin,  hand :  Illustrated . 

Basin,  operating  room :  Illustrated . 

Basin,  pus: . 

Basin,  sponge:  Illustrated . 

Bedpan:  Illustrated . . 

Bell,  call: . 

Bit,  auger,  5/16-inch: . 

Bit,  auger,  y2-inch: . . 

Bit,  auger,  %-inch : . 

Bit,  auger,  1-inch: . 

Bit,  drill,  assorted,  set  of  3: . 

Bit,  expansive,  y2  to  iy2-inch:  Plain . 

Bit,  screwdriver,  %-inch:  For  use  with  7729000 . 

Bit,  screwdriver,  Vi-inch :  F or  use  with  7729000 . 

Bit,  screwdriver,  %-inch:  For  use  with  7729000 . 

Blowtorch:  Gasoline,  1-quart . . 

Box,  cash:  Illustrated . 

Box,  ointment,  1-oz.,  12: . 


UNIT 

UNIT 

PRICE 

Each 

$0.70 

Each 

.45 

Each 

.12 

Set 

.45 

Each 

.25 

Each 

1.35 

Each 

.30 

Each 

.40 

Each 

.35 

Each 

.30 

Each 

50.00 

Set 

4.00 

Each 

.20 

Each 

*2.70 

**.25 

Each 

*75 

**.15 

Each 

*1.80 

**.30 

Each 

*3.55 

**.75 

Each 

.12 

Each 

.15 

Each 

.25 

Each 

.30 

Each 

.40 

Set 

.45 

Each 

.80 

Each 

.14 

Each 

.13 

Each 

.15 

Each 

2.75 

Each 

.70 

Pkg. 

.  15 

REPLACEMENT  RATES 

Zl 

; 

T  of  Opns 

.1400 

.4000 

1.3000 

.9200 

Status 


*  Corrosion-resisting  steel.  **Enamclwarc. 
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MED  3  HOSPITAL  EQUIPMENT  AND  SUPPLIES  CLASS  7 


Miscellaneous  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

7722000 

X . 

Box,  ointment,  2-oz.,  12: . 

Pkg. 

$0  15 

1  0000 

1  2664 

s 

7723000 

X . 

Box,  ointment,  4-oz.,  12: . 

Pkg. 

.25 

4300 

8800 

s 

7724000 

X  .... 

Box,  ointment,  nest  of  3,  12:  One  each  J^-oz.  1-oz. 

Pkg. 

.30 

1.2000 

3.5000 

s 

and  2-oz.  sizes  in  nest.  Dozen  nests  in  pkg. 

7724500 

Box  opener : . 

.50 

s 

7725000 

X . 

Box,  pill,  nest  of  3,  12:  One  each  \  ]4,  114  and  1%-inch 

Pkg. 

.35 

.3200 

1 . 6007 

s 

diameter  sizes  in  nest.  Dozen  nests  in  pkg. 

7726000 

X . 

Box,  powder,  pharmaceutical,  nest  of  3,  12:  One  each 

Pkg. 

.20 

.4300 

1.0000 

s 

of  3  sizes  in  nest.  Dozen  nests  in  pkg. 

7728000 

X . 

Box,  tablet,  folding,  500 : . 

Carton 

.25 

3  0000 

5.0000 

s 

7729000 

Brace,  ratchet:  8-inch . 

Each 

2.65 

s 

7731000 

Bucket:  12-quart . 

Each 

*5.35 

s 

**.75 

7731500 

Bucket,  kick,  frame:  For  use  with  7731000 . 

Each 

2.75 

s 

7734010 

X . 

Button,  sewing-hole,  white,  large,  144:  . 

Box 

23 

0400 

1300 

s 

7734015 

X . 

Button,  sewing-hole,  white,  small,  144 : . 

Box 

23 

0600 

1600 

s 

7734200 

X  (3) .  . . 

Button,  sewing-hole,  144:  For  use  on  convalescent 

Box 

.50 

.0379 

.0080 

s 

suit  trousers.  Maroon  unless  otherwise  specified. 

7734500 

X  (3) . . . 

Button,  staple,  144:  Split  ring.  For  use  on  conva- 

Box 

1.05 

.0456 

.0340 

s 

lescent  suit  coats.  Maroon  unless  otherwise  specified. 

7735000 

Can,  5-gallon :  Corrugated,  with  cover . 

1.25 

s 

7736000 

Can,  approximately  33-gallon:  Corrugated,  with  cover. 

3.75 

s 

7737000 

X . 

Can,  oil,  2-oz: .  . 

Each 

.  10 

.0070 

.0023 

s 

7738000 

Can,  waste:  With  foot-lifting  device  for  lid . 

Each 

3.59 

s 

7740000 

X . 

Cane,  walking : . 

80 

0700 

.  1262 

s 

7741000 

X . 

Capsule,  gelatin,  pharmaceutical,  No.  00,  100: . 

Box 

.10 

1  2500 

1  4739 

s 

7742000 

X . 

Capsule,  gelatin,  pharmaceutical,  No.  0,  100:  .... 

Box 

10 

4  0000 

4  0000 

s 

7743000 

X . 

Capsule,  gelatin,  pharmaceutical,  No.  1,  100: 

10 

4  5000 

4  5000 

s 

7744000 

X . 

Capsule,  gelatin,  pharmaceutical,  No.  2,  100: 

12 

2  0000 

2  3066 

s 

7745000 

X . 

Capsule,  gelatin,  pharmaceutical,  No.  3,  100: .  .  . 

Box 

15 

1  2500 

1  5531 

s 

7746000 

X . 

Capsule,  gelatin,  pharmaceutical,  No.  4,  100: 

Box 

15 

.7000 

.8102 

s 

7748500 

X . 

Chalk  line  with  reel  and  awl,  complete:  50-ft.  line.  .  . . 

Each 

.35 

.0035 

.0045 

s 

7749000 

X . 

Chart,  anatomical: . 

Each 

65  00 

.0015 

.0010 

s 

7750000 

(2) . 

Chest,  tool,  large,  complete : . 

Each 

62  00 

s 

7750100 

Chest,  tool,  large,  empty : . 

Each 

15  00 

s 

7751000 

(2) . 

Chest,  tool,  small,  complete: .  . 

Each 

34  75 

s 

*Corrosion-resisting  steel.  **Enamelware. 
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7751100 

Chest,  tool,  small,  empty : . 

Each 

$9  00 

s 

7752000 

Chisel,  cold,  Vi-inch:  By  6  inches . 

Each 

.40 

s 

7752500 

Chisel,  wood,  socket  firmer,  %-inch: . 

Each 

.45 

s 

7752600 

Chisel,  wood,  socket  firmer,  Vi-inch: . 

Each 

.45 

s 

7752700 

Chisel,  wood,  socket  firmer,  1-inch: . 

Each 

.50 

s 

7754000 

Chisel,  wood,  socket  firmer,  1  Vi-inch: . 

Each 

.60 

s 

7755000 

X . 

Clothesline : . 

Foot 

01 

2  3000 

6.6607 

s 

7756000 

Commode :  Pail  type  with  cover . 

Each 

3.25 

s 

7756300 

' 

Condenser,  universal:  With  adjustable  clamp.  For 

Each 

1.30 

s 

use  with  7833300.  Illustrated. 

7759000 

X . 

Cork  No.  1,  100:  7 /16  to  21  /64-inch . 

Bag 

.10 

.0700 

.0150 

s 

7760000 

X . 

Cork  No.  2,  100:  y2  to  %-inch . 

Bag 

.12 

.1800 

.5000 

s 

7761000 

X . 

Cork  No.  3,  100:  9  /16  to  27 /64-inch . 

Bag 

.15  ‘ 

.1100 

.0400 

s 

7762000 

X . 

Cork  No.  4,  100:  %  to  15 /32-inch . 

Bag 

.17 

.1100 

.2500 

s 

7763000 

X . 

Cork  No.  5,  100:  11  /16  to  17  /32-inch . 

Bag 

.19 

.0680 

.0300 

s 

7764000 

X . 

Cork  No.  6,  100:  H  to  37 /64-inch . 

Bag 

.20 

.0400 

.0775 

s 

7765000 

X . 

Cork  No.  7,  100:  13/16  to  %-inch . 

Bag 

.25 

.0250 

.0120 

s 

7766000 

X . 

Cork  No.  8,  100:  74  to  43 /64-inch . 

Bag 

.35 

.0200 

.0100 

s 

7767000 

X . 

Cork  No.  10,  100:  1  to  49  /64-inch . 

Bag 

.50 

.0200 

.0140 

s 

7767500 

X . 

Cork  No.  12:  134  to  57  /64-inch . 

Dozen 

.09 

.0260 

.0130 

s 

7768000 

X . 

Cork  No.  13:  1  13/16  to  61/64-inch . 

Dozen 

.10 

.0400 

.0453 

s 

7768200 

X . 

Cork  No.  14:  134  to  1  1  /64-inch . 

Dozen 

.10 

.0300 

.0300 

s 

7769000 

X . 

Cork  No.  18:  \y>  to  1  7/32-inch . 

Dozen 

.14 

.0300 

.0240 

s 

7770000 

X . 

Cork  No.  20:  1%  to  11 /32-inch . 

Dozen 

.17 

.0530 

.0750 

s 

Note:  Above  corks  are  tapered,  regular  length  and 

dimensions  given  are  the  diameters  at  each  end. 

7771000 

X . 

Cork  for  vial,  50:  No.  2,  34-inch . 

Bag 

.08 

.0225 

.0150 

s 

7772000 

X . 

Cork  borer,  set  of  12:  One  each  of  sizes  1  through  12. . 

Set 

1.75 

.0012 

.0030 

s 

7774000 

X  ..... 

Cork  extractor : . 

Each 

.20 

.0070 

.0090 

s 

7775000 

Cork  presser : . 

Each 

2.50 

s 

7776000 

X . 

Corkscrew :  With  bottle  cap  remover . 

Each 

.20 

.0150 

.0200 

s 

7777000 

Countersink: . 

Each 

.25 

s 

7778000 

X . 

Cup,  paper,  collapsible,  250 : . 

Carton 

.20 

17 . 4665 

19.2131 

s 

7779000 

X . 

Cup,  spit,  paper,  100: . 

Pkg. 

.35 

2.0000 

15.0000 

s 

7783000 

x  (1). . . 

Cushion,  rubber,  open-center : . 

Each 

.65 

.0834 

.1300 

s 
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REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

7783610 

(0 . 

Cylinder,  carbon  dioxide,  100-gallon,  filled:  For 

Each 

$7.50 

s 

anesthesia.  Painted  gray. 

7783620 

(1) . 

Cylinder,  carbon  dioxide,  250-gallon,  filled:  For 

Each 

9.00 

s 

anesthesia.  Painted  gray. 

7783710 

Cylinder,  carbon  dioxide,  100-gallon,  empty:  For 

anesthesia.  Painted  gray.  For  gas  see  7805200. 

Each 

5.00 

s 

7783720 

Cylinder,  carbon  dioxide,  250-gallon,  empty:  For 

anesthesia.  Painted  gray.  For  gas  see  7805200. 

Each 

7.00 

. 

s 

7783800 

0) . 

Cylinder,  carbon  dioxide  mixture,  80-gallon,  filled: 

Each 

9.00 

s 

Carbon  dioxide  7%,  oxygen  93%.  Painted  gray  top 
and  upper  one-third;  lower  two-thirds  green. 

7783900 

Cylinder,  carbon  dioxide  mixture,  80-gallon,  empty: 

Painted  gray  top  and  upper  one-third;  lower  two- 
thirds  green.  For  gas  see  7805400. 

Each 

6.75 

' 

s 

7784000 

(1) . 

Cylinder,  nitrous  oxide,  250-gallon,  filled:  Painted 

Each 

9.35 

s 

light  blue. 

7784100 

Cylinder,  nitrous  oxide,  250-gallon,  empty:  Painted 
light  blue.  P’or  gas  see  7805700. 

Each 

7.00 

s 

7785010 

(l)...:. 

Cylinder,  nitrous  oxide,  1280-gallon,  filled:  Painted 

Each 

21.25 

s 

light  blue. 

7785020 

a) . 

Cylinder,  nitrous  oxide,  2000-gallon,  filled:  Painted 

Each 

22.50 

s 

light  blue. 

7785110 

Cylinder,  nitrous  oxide,  1280-gallon,  empty:  Painted 
light  blue.  For  gas  see  7805700. 

Each 

11.00 

s 

7785120 

Cylinder,  nitrous  oxide,  2000-gallon,  empty:  Painted 
light  blue.  For  gas  see  7805700. 

Each 

10.50 

s 

7785500 

(i) . 

Cylinder,  oxygen,  80-gallon,  filled :  For  anesthesia  and 

Each 

8.00 

s 

metabolism.  Painted  green. 

7785600 

Cylinder,  oxygen,  80-gallon,  empty:  Painted  green. 
For  gas  see  7805800. 

Each 

6.75 

s 

7786010 

(i) . 

Cylinder,  oxygen,  450-gallon,  filled:  For  anesthesia 

Each 

20.00 

s 

and  oxygen  tents.  Painted  green. 

7786020 

(i) . 

Cylinder,  oxygen,  750-gallon,  filled:  For  anesthesia 

Each 

21.50 

s 

and  oxygen  tents.  Painted  green. 

7786110 

Cylinder,  oxygen,  450-gallon,  empty:  Painted  green. 
For  gas  see  7805800. 

Each 

11.00 

s 

7786120 

Cylinder,  oxygen,  750-gallon,  empty:  Painted  green. 
For  gas  sec  7805800. 

Each 

12.50 

s 

7787000 

0) . 

Cylinder,  oxygen,  1500-gallon,  filled:  Painted  green. . . 

Each 

36.50 

s 

7787100 

Cylinder,  oxygen,  1500-gallon,  empty:  Painted  green. 
For  gas  see  7805800. 

Each 

17.15 

s 

7789000 

Cylinder  valve  adapter,  high  pressure:  For  connecting 
commercial  tanks  to  medical  valves. 

Each 

.50 

s 

7791000 

Disinfector,  trailer  type:  Illustrated . 

Fnnh  29nn  on 

s 

s 

7793000 

(2) . 

Dispensing  set,  complete:  Illustrated . 

Set 

35.00  . 
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7794000 

(2). .  .  . 

Dispensing  set,  veterinary,  complete :  Illustrated . 

Set 

$29.30 

s 

7794200 

X .  .  . . 

Dispensing  set,  veterinary,  container : . 

14  00 

As  req’d 

s 

s 

7794500 

Divider,  8-inch:  Illustrated . 

Each 

75 

7794600 

Doll,  hospital,  adult  size: . 

Each 

125  00 

s 

7794700 

Drawing  knife,  carpenter’s: . 

Each 

1.25 

s 

s 

7795000 

X(1).. 

Dropper,  medicine,  12: . 

Pkg. 

.10 

4.0000 

4.9500 

7797006 

N . 

Fan,  oscillating,  12-inch,  110  volt,  25  cycle: . 

Each 

12.50 

s 

7797008 

Fan,  oscillating,  12-inch,  110  volt,  60  cycle: . 

Each 

12.50 

s 

7797010 

N . 

Fan,  oscillating,  12-inch,  220  volt,  DC: . 

Each 

12.50 

s 

7797012 

N . 

Fan,  oscillating,  12-inch,  220  volt,  AC: . 

Each 

12  50 

s 

7798006 

Fan,  oscillating,  16-inch,  110  volt,  25  cycle: . 

Each 

15  00 

s 

7798008 

Fan,  oscillating,  16-inch,  110  volt,  60  cycle: . 

Each 

15  00 

s 

7798009 

N . 

Fan,  oscillating,  16-inch,  110  volt,  DC: . 

Each 

15  00 

S 

7798010 

N . 

Fan,  oscillating,  16-inch,  220  volt,  DC: . 

Each 

15  00 

s 

7798014 

Fan,  non-oscillating,  14-inch,  110  volt,  60  cycle: . 

Each 

6  50 

s 

7798015 

N . 

Fan,  non-oscillating,  14-inch,  110  volt,  25  cycle: . 

Each 

6  50 

s 

7798018 

N . 

Fan,  non-oscillating,  14-inch,  220  volt,  60  cycle: . 

Each 

6  50 

s 

7798020 

N . 

Fan,  non-oscillating,  14-inch,  110  volt,  DC: . 

Each 

6  50 

s 

7798022 

N . 

Fan,  non-oscillating,  14-inch,  220  volt,  DC: . 

Each 

6  50 

s 

7798025 

Fan,  non-oscillating,  16-inch,  110  volt,  60  cycle,  desk- 

Each 

16  50 

s 

wall  type: 

7798027 

Fan,  non-oscillating,  16-inch,  wall  bracket  type,  110 

Each 

15.00 

s 

volt,  60  cycle: 

7799000 

File,  5-inch,  triangular:  Without  handle . 

Each 

.10 

s 

7799200 

File,  flat  bastard,  10-inch:  With  handle . 

Each 

.20 

s 

7799300 

File,  mill  bastard,  6-inch : . 

Each 

15 

s 

7799400 

File,  round  bastard,  10-inch:  With  handle  (rat-tail).  .  . 

Each 

.  17 

s 

7799500 

File,  saw,  taper,  314-inch:  With  handle . 

Each 

.06 

s 

7799600 

File,  saw,  taper,  4-inch:  With  handle . 

Each 

.07 

s 

7805000 

Funnel : . 

Each 

.35 

s 

7805200 

X  (1).  . . 

Gas,  carbon  dioxide:  For  cylinders  see  4122100  and 

Gallon 

.01 

As  req’d 

As  req’d 

s 

7783710-720. 

7805400 

X  (1). . . 

Gas,  carbon  dioxide,  7%  in  oxygen:  For  cylinder  see 

Gallon 

.04 

As  req’d 

As  req’d 

s 

7783900. 

7805600 

x  (1). . . 

Gas,  chlorine:  For  cylinder  see  4166100 . 

Pound 

.34 

As  req’d 

As  req’d 

s 

* 
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REPLACEMENT  RATES 
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7805700 

x  (1). . . 

Gas,  nitrous  oxide:  For  cylinders  see  7784100  and 

Gallon 

$0.02 

As  req’d  • 

As  req’d 

s 

7785110-120. 

7805800 

x  (1). . . 

Gas,  oxygen:  For  cylinders  see  7785600,  7786110-120, 

Gallon 

.01 

As  req’d 

As  req’d 

s 

and  7787100. 

7806000 

Gage,  marking : . 

Fach 

20 

s 

7806200 

X . 

Gimlet,  set  of  3:  With  handle . 

20 

0025 

0025 

s 

7807000 

X . 

Glass,  medicine:  Graduated,  1-oz . 

03 

10.0000 

20.0000 

s 

7808000 

Glass  cutter : . 

20 

s 

7809000 

X . 

Graduate,  glass,  10-cc : . 

35 

0800 

2846 

s 

7811000 

X . 

Graduate,  glass,  125-cc: . 

45 

0700 

3000 

s 

7812000 

X . 

Graduate,  glass,  250-cc : . 

65 

1400 

5000 

s 

7813000 

X . 

Graduate,  glass,  500-cc : . 

90 

1400 

2000 

s 

7815000 

X . 

Graduate,  glass,  1000-cc : . 

1  55 

.1400 

.2000 

s 

7816000 

Grinder,  tool:  Portable  bench  type.  Hand  operated, 

Each 

2.50 

s 

6-inch  grinding  wheel. 

7817000 

Hammer,  claw : . 

80 

s 

7818000 

Hatchet,  claw: . 

90 

s 

7819000 

Hone,  oil,  Arkansas  stone:  8  by  2-inch.  In  box . 

Each 

35 

s 

7819200 

Hone,  oil,  carborundum:  8  by  2-inch.  In  box.  .  .  . 

1  15 

s 

7820005 

Hot  plate,  1-burner,  110  volt,  60  cycle: . 

4  60 

s 

7820010 

Hot  plate,  1 -burner,  220  volt,  60  cycle: . 

4  60 

s 

7820505 

Hot  plate,  2-burner,  110  volt,  60  cycle: . 

6  00 

s 

7820508 

Hot  plate,  2-burner,  220  volt,  60  cycle: . 

6  00 

s 

7821000 

Hot  plate,  artificial-natural  gas:  2-burner,  open  top  . 

2  30 

s 

7822000 

Irrigator:  2-quart . 

*2  15 

s 

**.35 

7823000 

Irrigator  stand : . 

Each 

*20  00 

s 

**7.50 

7823500 

Jacket,  restraint,  camisole,  large: . 

2  75 

s 

7823600 

Jacket,  restraint,  camisole,  small: . 

2  45 

s 

7824000 

X . 

Jar,  ointment,  4-oz:  With  screw  top  .  . 

06 

6300 

8824 

s 

7825000 

X . 

Jar,  ointment,  8-oz:  With  screw  top . 

07 

5700 

1  2234 

s 

7826000 

X . 

Jar,  ointment,  16-oz:  With  screw  top 

09 

3862 

4248 

s 

7827000 

Jar,  dressing:  With  lid . 

50 

s 

7828000 

X . 

Jar,  suture:  Glass . 

Each 

.40 

.3360 

.2625 

s 

*Corrosion-resisting  steel.  **Enamelware. 
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T  of  Opns 
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7831000 

Ladder,  step : .  . 

Each 

$2.10 

s 

7831505 

x 

Lamp  bulb,  green,  110  volt,  25  watt: . 

Each 

.30 

.0800 

.0320 

s 

7831510 

x 

Lamp  bulb,  green,  220  volt,  25  watt : . 

Each 

.30 

LS 

7832000 

X 

Lamp,  alcohol :  Glass . 

Each 

.25 

.2200 

.6000 

s 

7833000 

x 

Lamp,  alcohol,  wick : . 

Each 

.01 

.2225 

.5000 

s 

7833200 

(4) 

Lamp,  operating,  ceiling,  small:  For  minor  surgery. . . 

Lamp,  operating  and  examining,  portable :  If  condenser 
is  desired  use  7756300. 

Each 

60.00 

s 

7833300 

(4)  ... 

Each 

2.98 

s 

7833503 

Lamp,  operating,  ceiling,  110  volt,  60  cycle: . 

Each 

300.00 

s 

7833507 

Lamp,  operating,  ceiling,  220  volt,  60  cycle: . 

Each 

300.00 

s 

7833603 

X  (3) . . 

Lamp,  operating,  ceiling,  lamp  bulb,  115  volt,  50  watt, 
A-19: 

Each 

.06 

.0015 

.0110 

s 

7833604 

X  (3) .  . 

Lamp,  operating,  ceiling,  lamp  bulb,  115  volt,  60  watt, 
A-21: 

Each 

.15 

.0005 

.0110 

s 

7833607 

X  (3) .  . 

Lamp,  operating,  ceiling,  lamp  bulb,  115  volt,  100  watt, 
base  down,  A-21 : 

Each 

.25 

.0005 

.0005 

s 

7833608 

X  (3) . . 

Lamp,  operating,  ceiling,  lamp  bulb,  115  volt,  100  watt, 
base  down,  P-25:  Fits  Wilmot  Castle  ceiling  lamp 
No.  12.  also  Wilmot  Castle  portable  lamps  No.  40  and 
No.  840. 

Each 

.50 

.0100 

.0025 

s 

7833609 

X  (3) . . 

Lamp,  operating,  ceiling,  lamp  bulb,  115  volt,  100  watt, 
base  up,  P-25: 

Each 

.75 

.0070 

.0010 

s 

7833610 

X  (3) . . 

Lamp,  operating,  ceiling,  lamp  bulb,  115  volt,  three- 
contact  base,  300  watt,  PS-30: 

Each 

.95 

.0010 

.0005 

s 

7833611 

X  (3) . . 

Lamp,  operating,  ceiling,  lamp  bulb,  300  watt,  115  volt, 
PS-35: 

Each 

.40 

.0005 

.0005 

s 

7833621 

X  (3) .  . 

Lamp,  operating,  ceiling,  lamp  bulb,  115  volt,  150  watt, 
spotlight,  base  up,  P-25: 

Each 

1.20 

.0040 

.0100 

s 

7833625 

X  (3) . . 

Lamp,  operating,  ceiling,  lamp  bulb,  115  volt,  250  watt, 
spotlight,  base  up,  P-25: 

Each 

2.25 

.0090 

.0080 

s 

7833705 

Lamp,  operating,  emergency,  portable,  110  volt,  60  cycle: 

Lamp,  operating,  emergency,  portable,  220  volt,  60  cycle: 

Lamp,  operating,  portable:. 

Each 

135  00 

s 

7833708 

. 

Each 

135.00 

s 

7833800 

(4) 

Each 

55.00 

s 

7833906 

X  (3) .  . 

Lamp,  operating,  lamp  bulb,  12  volt,  80  watt,  spotlight, 
P-25: 

Each 

1 .05 

.0280 

.0262 

s 

7833910 

X  (3) . . 

Lamp,  operating,  lamp  bulb,  6  volt,  108  watt,  base  down, . 
P-25: 

Each 

1.20 

.0030 

.0300 

s 

7833915 

X  (3) .  . 

Lamp,  operating,  lamp  bulb,  12  volt,  100  watt,  screw 
base,  A-19: 

Each 

1.00 

.0165 

.0200 

s 

7833916 

X  (3) .  . 

Lamp,  operating,  lamp  bulb,  12  volt,  100  watt,  bayonet 
base,  A-19: 

Each 

1.00 

.0015 

.0030 

s 

. 

. 
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7833920 

X  (3) . . . 

Lamp,  operating,  lamp  bulb,  12  volt,  120  watt,  spotlight, 

Each 

$1.45  : 

.0020 

.0040 

s 

P-25: 

7834000 

Level,  spirit:  Machinist’s . 

Each 

1.10 

s 

7844000 

Litter : . 

Each 

12.50 

LS 

7845000 

X . 

Litter  brace:  . 

Each 

2.00 

LS 

7846000 

X . 

Litter  canvas: . 

Each 

2.00 

LS 

7846500 

X . 

Litter  pole: . 

Each 

.80 

LS 

7847000 

X . 

Litter  ring: . 

Each 

.30 

LS 

7848000 

X  . 

Litter  sling:  .  .  .  .  . 

Each 

.50 

LS 

7849000 

X . 

Litter  strap: . v.  .  . . 

Each 

.04 

LS 

7850000 

X . 

Litter  stud:  .  . 

Each 

.01 

LS 

7851000 

X . 

Litter  tack,  2  oz: . 

Pkg. 

.03 

LS 

7851500 

(4)  . 

Machine,  sewing,  electric: . 

Each 

125  00 

s 

7851700 

Machine,  sewing,  foot-treadle  tvpe: . 

Each 

70  00 

s 

7852000 

Mallet,  carpenter’s : . 

Each 

.30 

s 

7855500 

X . 

Matches,  safety,  12  boxes: . 

pkK. 

.06 

2.5000 

7.0701 

s 

Mirror,  hand:  (Use  5416000) . 

7857000 

Model,  anatomical:  Sexless  . 

. 

Each 

165  00 

s 

7858000 

X . 

Mortar  and  pestle,  10-cm:  Porcelain . 

Each 

.85 

.0070 

.0050 

s 

7859000 

X . 

Mortar  and  pestle,  20-cm :  Porcelain . 

Each 

2.25 

.0060 

.0080 

s 

7860000 

X . 

Mortar  and  pestle,  30-cm :  Porcelain . 

Each 

5  50 

.0015 

.0120 

s 

7861000 

Nail  puller: . 

Each 

1 .00 

s 

7861500 

Nail-set:  4-inch . 

Each 

.10 

. 

s 

7862000 

X . 

Needle,  common,  25:  Assorted . 

Pkg. 

.07 

.1230 

.1352 

s 

7865000 

Padlock,  large:  2-inch . 

Each 

1 .25 

s 

7866000 

Padlock,  small:  114-inch . 

Each 

.45 

s 

7868000 

X . 

Paper,  toilet: . 

Roll 

.05 

40.0000 

75.0000 

s 

7869000 

X . 

Paper,  toilet,  fixture: . 

Each 

.10 

.0400 

.0600 

s 

7871000 

X . 

Percolator,  glass,  4-qt:  For  irrigator  tips  and  tubing 

Each 

.90 

.0170 

.0300 

s 

see  3704000-5000. 

7875000 

X . 

Pill  tile,  10-inch : . 

Each 

.60 

.0150 

.0200 

s 

7875500 

Pincers,  carpenter’s:  8-inch . 

Each 

.40 

. 

s 

7876000 

X . 

Pin,  common: . 

Paper 

.03 

.  6000 

1 . 5000 

s 

7877000 

X . 

Pin,  safety,  large: . 

Card 

.02 

1 . 2500 

6.0000 

s 

7878000 

X . 

Pin,  safety,  medium: . 

Card 

.02 

2  0000 

10  0000 

s 

. 

. 
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7879000 

X . 

Pin,  safety,  small: . 

80  02 

.5000 

3.0000 

a 

7880000 

Pitcher,  enamelware,  approximately  5-qt: . 

Each 

80 

s 

7880200 

Plane,  fore:  18-inch . 

Each 

4  70 

s 

s 

7880400 

Plane,  jack:  14-inch . 

Each 

3  35 

7880500 

Plane,  rabbet:  8-inch . 

1  55 

s 

s 

7881000 

Plane,  smoothing:  9-inch . 

Each 

3  00 

7882000 

Pliers,  combination: . 

20 

s 

7883000 

Pliers,  side-cutting: . 

Each 

40 

s 

7883700 

Pot,  chamber :  Enamelware . 

Each 

35 

s 

7883900 

Rasp,  wood,  half-round:  With  handle . 

Each 

60 

s 

7884000 

Restraint  apparatus:  Canvas . 

Each 

10  00 

s 

7885000 

Rule,  carpenter’s:  Folding,  2-ft . 

Each 

60 

s 

7886000 

Saw,  crosscut,  20-inch  blade:  10-point  . 

Each 

2  10 

s 

7887000 

Saw,  crosscut,  22-inch  blade:  8-point.  .  .  . 

Each 

1  50 

s 

s 

7887500 

Saw,  keyhole:  12-inch  blade . 

Each 

45 

7888000 

Saw,  rip :  22-inch  blade . 

2  00 

s 

7888500 

Saw-set: . 

Each 

75 

s 

7888600 

Scale,  autopsy : . 

17  50 

s 

7888700 

Scale,  baby : . 

Each 

10  00 

s 

7889000 

Scale,  physician’s:  Illustrated . 

Each 

21  00 

s 

7890000 

N . 

Scale,  platform: . 

Each 

21  45 

s 

7890500 

Scale,  portable:  Bathroom  type.  Illustrated . 

Each 

3  50 

s 

7891000 

Scale,  prescription:  4J4  kg.  capacity,  with  weights. 

Each 

31  15 

s 

Illustrated. 

7892000 

Scale,  prescription,  weights:  1/10  Cm.  to  1  kg.  . 

Set 

5  25 

s 

s 

7892200 

X . 

Screw,  wood,  assorted : . 

72 

.0380 

.0450 

7892500 

Screw,  bench:  Iron . 

Each 

s 

7893000 

Screwdriver,  3-inch  blade: . 

Each 

20 

s 

7894000 

Screwdriver,  6-inch  blade : . 

Each 

30 

s 

7896500 

Screwdriver,  ratchet,  6-inch  blade: . 

Each 

1  10 

s 

7896700 

Screw,  hand,  10-inch:  5  H-ineh  capacity . 

Each 

.90 

s 

7897000 

Shears,  common : . 

Each 

1  10 

s 

s 

7899000 

Shears,  tin  snips : . 

Each 

2  15 

7900000 

x  (1). . . 

Sheeting,  rubber:  54-inch  width . 

Yard 

.85 

.  5000 

1.4000 

s 
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7900500 

Sickle:  (Grass  hook) . 

Each 

$0.25 

145  00 

7900800 

Skeleton,  human,  adult:  Articulated,  with  cabinet . 

Slippers,  cotton,  small : . 

Each 

7901005 

X . 

Pair 

Pair 

.75 

.75 

.75 

15 

1.4400 

2.5500 

2.0100 

1.0942 

1 . 1000 

1.0000 

7901010 

X . 

Slippers,  cotton,  medium : . 

7901015 

X . 

Slippers,  cotton,  large : . 

7902000 

Spatula,  3-inch  blade : . 

Each 

7903000 

Spatula,  6-inch  blade : . 

Each 

55 

7904000 

Spatula,  8-inch  blade : . 

.80 

1  70 

7905000 

Spokeshave:  10-inch,  with  2^-inch  blade.  Illustrated. 

Sterilizer  and  washer,  bedpan  and  urinal,  wall  mounted: 

Each 

7908805 

Each 

250.00 

Accommodates  1  bedpan  or  1  urinal.  For  use  only 
with  direct  steam. 

7908810 

Sterilizer  and  washer,  bed  pan  and  urinal,  floor  mounted: 

Each 

250.00 

Accommodates  1  bedpan  or  1  urinal.  For  use  only 
with  direct  steam. 

7909000 

Sterilizer,  bedpan:  Accommodates  5  bedpans.  For  use 
only  with  direct  steam.  Illustrated. 

Each 

100.00 

7910005 

(3) . 

Sterilizer,  hospital,  complete,  steam : . 

Each 

1469  00 

7910010 

(3)  (4).. 

Sterilizer,  hospital,  complete,  electric : .  .  .  . 

Each 

2100  00 

7910013 

(3) . 

Sterilizer,  hospital,  complete,  artificial-natural  gas: .  .  . 

Each 

800.00 

Note:  Each  sterilizer  listed  above  covers  a  complete 
battery  of  sterilizers  as  ordinarily  required  for  hospital 
installation,  and  consists  of  1  dressing  sterilizer 
(7910103-140),  1  water  sterilizer  (7910206-140),  1 
utensil  sterilizer  (7910305-335)  and  1  instrument 
sterilizer  (7910413-330).  Requisitions  will  state  size 
of  each  component  desired,  and  size  furnished  will  be 
nearest  approximate  size  requested.  Where  space  for 
installation  is  limited,  floor  dimensions  must  be 
stated.  Also,  if  desired  for  steam  operation,  state 
whether  direct  or  indirect,  and  whether  separate 
boiler  is  required. 

. 

7910030 

(3) . 

Sterilizer,  hospital  (shipboard),  complete,  direct  steam : 

Each 

390.00 

Note:  Above  sterilizer  covers  a  battery  of  sterilizers 
as  ordinarily  required  for  shipboard  installation,  and 
usually  consists  of  1  dressing  sterilizer,  1  water 
sterilizer  and  1  instrument  sterilizer. 

7910103 

(3) . 

Sterilizer,  dressing,  pressure  type,  16  by  24-inch,  steam: 

Each 

595.00 

7910105 

(3) . 

Sterilizer,  dressing,  pressure  type,  16  by  38-inch,  steam : 

Each 

604.50 

7910106 

(3) . 

Sterilizer,  dressing,  pressure  tvpe,  20  by  28-inch,  steam : 

Each 

655.00 

7910107 

(3) . 

Sterilizer,  dressing,  pressure  type,  20  by  36-inch,  steam : 

Each 

485.50 

7910108 

(3) . 

Sterilizer,  dressing,  pressure  type,  20  by  48-inch,  steam : 

Each 

700.00 

7910125 

Sterilizer,  dressing,  pressure  type,  12  by  20-inch,  110 
volt,  60  cycle: 

Each 

550.00  . 

Status 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 


s 


s 

s 

s 

s 

s 

s 
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7910127 

Sterilizer,  dressing,  pressure  type,  12  by  20-inch,  220 
volt,  60  cycle: 

Each 

1550.00 

s 

7910128 

Sterilizer,  dressing,  pressure  type,  16  by  24-inch, 
220  volt,  60  cycle : 

Each 

722.00 

s 

7910129 

Sterilizer,  dressing,  pressure  type,  20  by  28-inch,  220 
volt,  60  cycle: 

Each 

750.00 

s 

7910130 

Sterilizer,  dressing,  pressure  type,  20  by  36-inch,  220 
volt,  50  cycle: 

Each 

750.00 

s 

7910132 

Sterilizer,  dressing,  pressure  type,  20  by  36-inch,  220 
volt,  60  cycle : 

Each 

750.00 

s 

7910136 

Sterilizer,  dressing,  pressure  type,  20  by  36-inch,  arti¬ 
ficial-natural  gas: 

Each 

812.00 

s 

7910206 

Sterilizer,  water,  pressure  type,  8-gallon,  direct  steam : . 

Sterilizer,  water,  pressure  type,  15-gallon,  220  volt, 
50  cycle: 

Each 

450.00 

s 

7910210 

Each 

726.50 

s 

7910213 

Sterilizer,  water,  pressure  type,  15-gallon,  artificial- 
natural  gas : 

Each 

600.00 

s 

7910220 

(3) . 

Sterilizer,  water,  pressure  type,  15-gallon,  steam : . 

Each 

545.00 

s 

7910230 

Sterilizer,  water,  pressure  type,  25-gallon,  220  volt,  50 
cycle: 

Each 

825.00 

s 

7910232 

Sterilizer,  water,  pressure  type,  25-gallon,  220  volt,  60 
cycle : 

Each 

825.00 

s 

7910236 

Sterilizer,  water,  pressure  type,  25-gallon,  artificial- 
natural  gas: 

Each 

700.00 

s 

7910240 

(3) . 

Sterilizer,  water,  pressure  type,  25-gallon,  steam: 

Illustrated. 

Each 

690.00 

s 

7910250 

Sterilizer,  water,  pressure  type,  10-gallon,  direct  steam: 

For  shipboard  use. 

Each 

609.50 

s 

7910305 

(3) . 

Sterilizer,  utensil,  non-pressure  type,  20  by  20  by 
24-inch,  steam: 

Each 

154.00 

s 

7910307 

Sterilizer,  utensil,  non-pressure  type,  20  by  20  by 
24-inch,  110  volt,  60  cycle: 

Each 

277.50 

s 

7910310 

Sterilizer,  utensil,  non-pressure  type,  20  by  20  by 
24-inch,  220  volt,  50  cycle : 

Each 

223.00 

s 

7910313 

Sterilizer,  utensil,  non-pressure  type,  20  by  20  by 
24-inch,  artificial-natural  gas: 

Each 

225.00 

s 

7910332 

Sterilizer,  utensil,  non-pressure  type,  20  by  20  by 
24-inch,  220  volt,  60  cycle: 

Each 

375.00 

s 

7910335 

Sterilizer,  utensil,  non-pressure  type,  16  by  16  by 
20-inch,  direct  steam:  For  shipboard  use. 

Each 

120.00 

s 

s 

7910413 

Sterilizer,  instrument,  non-pressure  type,  9  by  10  by 
20-inch,  artificial-natural  gas:  With  stand. 

Each 

100.00 

7910417 

(3) . 

Sterilizer,  instrument,  non-pressure  type,  9  by  10  by 
20-inch,  steam:  With  stand. 

Each 

110.00 

s 
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7910420 

Sterilizer,  instrument,  non-pressure  tvpe,  9  by  10  by 

Each 

|S130  00 

s 

20-inch,  220  volt,  50  cycle :  With  stand. 

7910423 

Sterilizer,  instrument,  non-pressure  type,  10  by  12  by 

Each 

120.00 

s 

22-inch,  artificial-natural  gas:  With  stand. 

7910427 

(3) .... 

Sterilizer,  instrument,  non-pressure  type,  10  by  12  by 

Each 

106.00 

s 

22-inch,  steam:  With  stand. 

7910430 

Sterilizer,  instrument,  non-pressure  type,  10  by  12  by 

Each 

285.00 

s 

22-inch,  220  volt,  50  cycle:  With  stand.  ' 

7910500 

(3)  (4).  . 

Sterilizer,  instrument,  pressure  type: . 

Each 

430.00 

s 

7911000 

X . 

Sterilizer  control,  100: . 

95 

.1200 

.4000 

s 

7913000 

Sterilizer  drum,  10-inch: . 

Each 

4  95 

s 

7914000 

Sterilizer  drum,  14-inch: . 

Each 

15  00 

s 

7917005 

Sterilizer,  instrument,  small,  110  volt,  AC-DC:  13  by  5 

Each 

17.75 

s 

by  3%  inches.  Illustrated. 

7917020 

Sterilizer,  instrument,  small,  220  volt,  AC-DC:  13  by  5 

Each 

17.75 

s 

by  3?i  inches. 

7918005 

Sterilizer,  instrument,  medium,  110  volt,  AC-DC:  20 

Each 

140  00 

s 

by  10  by  9  inches.  On  stand. 

7918020 

Sterilizer,  instrument,  medium,  220  volt,  AC-DC:  20 

Each 

140  00 

s 

by  10  by  9  inches.  On  stand. 

7919500 

X  (3)  (4) 

Sterilizer,  electric,  heating  element: . 

Each 

44 . 75 

.0040 

.0100 

s 

Note:  Above  item  covers  all  tvpes  of  heating  elements 

for  sterilizers. 

7919800 

Stove,  alcohol: . 

2  50 

s 

7919900 

X . 

Stove,  alcohol,  tank: . 

Each 

50 

0010 

0004 

7923000 

X . 

Strap  and  buckle,  3  feet:  By  1^-inch,  webbing 

40 

2856 

3142 

s 

7924000 

X . 

Strap  and  buckle.  6  feet:  Bv  1  l^-ineh,  webbing 

95 

.0750 

.1500 

s 

7925000 

Suppository  mold : . 

4  80 

s 

7926500 

T-bevel:  8-inch . 

Each 

.35 

s 

7926700 

X . 

Tacks  and  brads,  assorted,  27  dozen: . 

Box 

08 

0360 

0500 

s 

7927000 

X . 

Tacks,  carpet,  medium,  2  oz: . .  .  . 

Pke 

02 

0780 

1500 

s 

7928000 

X . 

Tacks,  carpet,  small,  2  oz: . 

Pkg. 

02 

0525 

0990 

s 

7929000 

X . 

Tape  measure,  fabric,  60-inch: . 

05 

.2750 

.2500 

s 

7930000 

Tape  measure,  metallic,  50-foot: . 

Each 

2  95 

s 

7932000 

X . 

Thermometer,  clinical: .... 

45 

17  0000 

36  0000 

s 

7933000 

X . 

Thermometer,  ward : . 

20 

1350 

1485 

s 

7934010 

X . 

Thread,  cotton,  black,  500  yards: .... 

15 

1600 

1200 

s 

7934025 

X . 

Thread,  cotton,  khaki,  500  yards : . 

Spool 

.15 

.0800 

.0550 

s 

- 
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7934030 

X . 

7934040 

X . 

7935400 

X . 

7936000 

X . 

7940000 

7940500 

7941000 

7942000 

7943000 

7944000 

7945000 

X . 

7945500 

(4).... 

7945700 

X . 

7946000 

X . 

7947000 

X . 

7948000 

X . 

7949000 

X . 

7950000 

X . 

7951000 

X . 

7953000 

7954000 

7955000 

NOMENCLATURE  AND  DESCRIPTION 

Thread,  cotton,  maroon,  500  yards : . 

Thread,  cotton,  white,  500  yards : . 

Tissues,  cellulose,  75 : . 

Towel,  paper,  150: . 

Tray,  instrument,  approximately  15-inch:  By  9  by  2 

inches. 

Truck,  platform:  4-wheel . 

Truck,  warehouse:  Hand,  2-wheel . 

Try  square:  9-inch . 

Tub,  foot : . 

Urinal,  enamelware: . 

Urinal,  glass: . 

Vaporizer,  electric:  Illustrated . 

Vial  (prescription  bottle),  y2-oz:  With  screw  cap  .... 

Vial  (prescription  bottle),  1-oz:  With  screw  cap . 

Vial  (prescription  bottle),  2-oz:  With  screw  cap . 

Vial  (prescription  bottle),  4-oz:  With  screw  cap . 

Vial  (prescription  bottle),  8-oz:  With  screw  cap . 

Vial  (prescription  bottle),  16-oz:  With  screw  cap . 

Vial  (prescription  bottle),  32-oz:  With  screw  cap . 

Water  cooler,  inverted  bottle  type:  5-gallon,  on  metal 
stand. 

Wrench,  monkey:  10-inch . 

Wrench,  pipe:  14-inch . 


UNIT 

Spool 

Spool 

Box 

Pkg. 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Dozen 

Dozen 

Dozen 

Dozen 

Dozen 

Dozen 

Each 

Each 

Each 

Each 


UNIT 

PRICE 


$0.15 

.15 

.05 

.08 

.40 

35.00 

11.00 

.42 

.70 

.55 

.20 

2.65 

.10 

.10 

.14 

.16 

.20 

.28 

.04 

10.25 

1.20 

.70 


REPLACEMENT  RATES 


Zl 


T  of  Opns 


.0800 

1.1800 

12.0000 

30.0000 


.2750 
2 . 5500 
12.0000 
20.0000 


.6200 

.4500 

2.6129 

2.8740 

6.0000 

4.0000 

6.5000 

7.0000 

3.0000 

5.0000 

1 . 5000 

2.0000 

.  2600 

1 . 1000 

2.5000 

3.0000 

Status 


s 

s 

s 

s 

s 


s 

s 

s 


s 


s 

s 

s 


s 


s 

s 

s 

s 

s 

s 

s 

s 

s 
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CLASS  7 


FURNITURE 


MED  3 


7003500 

IlNCHES  I  1  l2| 


f 

I 

l— - - - : - - - — - - 

7005200 


INCHES 


7003000 


7001000 


(fir 


7005000 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  1 


MED  3 


FURNITURE 


CLASS  7 


7023000 


7024000 


7026000 


PLATE  2 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  7 


FURNITURE 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  3 


MED  3 


FURNITURE 


CLASS  7 


7089000. 

Lcnk  1  1  '*1 

J 


7088000 


7062000 


7060500 


7088500 

llNCHES  I  1  I21 


PLATE  4 
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CLASS  7 


FURNITURE 


MED  3 


> 

ir- 


7094000 


INCHES 


7098000 


\ 

7099000 


7095000 


7099*200 


7093000 


INCHES' 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  5 


MED  3 


FURNITURE;  PHYSIOTHERAPY  EQUIPMENT 


CLASS  7 


PLATE  6 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  -  1  MARCH  1944 


CLASS  7  PHYSIOTHERAPY  EQUIPMENT  MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  7 


PLATE  8 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  -  1  MARCH  1944 


CLASS  7 


PHYSIOTHERAPY  EQUIPMENT;  MESS  EQUIPMENT 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  9 


MED  3  MISCELLANEOUS  EQUIPMENT  AND  SUPPLIES  CLASS  7 


PLATE  10 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  7 


MISCELLANEOUS  EQUIPMENT  AND  SUPPLIES 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


1  MARCH  1944 


PLATE  11 


MED  3 


MISCELLANEOUS  EQUIPMENT  AND  SUPPLIES 


CLASS  7 


7917005 


[INCHES 


7910240 


7909000 


[inches 


7891000 


7890500 


7905000 


[INCHES 


PLATE  12 
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CLASS  8 


VETERINARY  EQUIPMENT  AND  SUPPLIES 


MED  3 


NUMBER 

8002200 

8002600 

8002700 

8003200 

8007000 

8008500 

8008700 

8009300 

8009500 

8009800 

8010000 

8011000 

8012000 

8013000 

8014000 

8019000 

8019100 

8020000 

8021000 

8021100 

8023000 

8023500 

8024000 

8024100 

8025000 

8025500 

8026000 

8027000 

8028000 

8029000 


NOTES 


NOMENCLATURE 


AND  DESCRIPTION 


X 


X . 

(4).... 

X  (4) . . 
X . 

X . 

(4).... 


X 

X 


(2). 

X.  . 
(2). 
(2). 


(2) . 

X . 

(2) . 

X . 

X  (1). . . 

X . 

x  (1).  . . 

X . 


Bandage,  Derby,  4-inch  by  3  yards: . 

Bistoury,  probe-pointed,  curved:  2-inch  blade.  Illus¬ 
trated. 

Bistoury,  sharp-pointed,  curved:  2-inch  blade.  Illus¬ 
trated. 

Box  and  crate  opener :  Pocket-size . 

Burr,  ventricular,  Snell’s:  Illustrated . 

Candler,  egg,  electric:  With  bulb  and  extension  cord. 
Illustrated. 

Candler,  egg,  electric,  lamp  bulb: . 

Capsule,  gelatin,  pharmaceutical,  No.  11,  10:  y^-oz. 
capacity. 

Capsule,  gelatin,  pharmaceutical,  No.  10,  10:  1-oz. 
capacity. 

Case,  cautery,  electric :  Complete  with  6  tips  and  cord 
in  case.  Illustrated. 

Case,  cautery,  ether,  complete :  Illustrated . 

Case,  cautery,  ether,  cautery  handle : . 

Case,  cautery,  ether,  alcohol  lamp: . 

Case,  cautery,  ether,  cautery  tip: . 

Case,  cautery,  ether,  wrench: . 

Case,  hypodermic  tablets,  veterinary,  complete:  Illus¬ 
trated. 

Case,  hypodermic  tablets,  veterinary,  empty: . 

Case,  mallein  test,  complete:  Illustrated . 

Case,  meat  and  dairy  inspection,  complete :  Illustrated . 

Case,  meat  and  dairy  inspection,  empty:  Canvas. . . . 

Case,  pocket,  veterinary,  complete: . 

Case,  pocket,  veterinary,  empty:  Canvas . 

Case,  post-mortem,  veterinary,  complete :  Illustrated .  . 

Case,  post-mortem,  veterinary,  empty:  Canvas . 

Catheter,  colt:  Rubber,  without  stylet.  Hollow  tip, 
60  inches  long. 

Catheter,  colt,  stylet:  Reed.  Approx.  66  inches  long.  .  . 

Catheter,  horse:  Rubber,  without  stylet.  Hollow  tip, 
60  inches  long. 

Catheter,  horse,  stylet:  Reed.  Approx.  66  inches  long. 
Catheter,  mare:  Metal,  approx.  15  inches  long . 

Chest,  clipping,  complete:  Illustrated . 


REPLACEMENT  RATES 
— 


UNIT 

UNI  1 

PRICE 

Zl 

T  of  Opns 

Status 

Each 

$0.45 

As  req’d 

As  req’d 

s 

Each 

1  35 

s 

Each 

1.35 

s 

Each 

.30 

s 

Each 

2.20 

As  req’d 

As  req’d 

s 

Each 

7.65 

s 

Each 

.25 

As  req’d 

As  req’d 

s 

Box 

.13 

As  req’d 

As  req’d 

s 

Box 

.16 

As  req’d 

As  req’d 

s 

Each 

36.00 

s 

Each 

14.00 

s 

Each 

12.00 

s 

Each 

.90 

As  req’d 

As  req’d 

s 

Each 

1.50 

As  req’d 

As  req’d 

s 

Each 

.30 

s 

Each 

4.00 

. 

s 

Each 

1.00 

As  req’d 

As  req’d 

s 

Each 

48.00 

s 

Each 

30.85 

s 

Each 

2.75 

s 

Each 

18.80 

s 

Each 

.40 

As  req’d 

As  req’d 

s 

Each 

21.35 

s 

Each 

3.45 

As  req’d 

As  req’d 

s 

Each 

.50 

As  req’d 

As  req’d 

s 

Each 

.15 

As  req’d 

As  req’d 

s 

Each 

.35 

As  req’d 

As  req’d 

s 

Each 

.06 

As  req’d 

As  req’d 

s 

1  00 

s 

Each 

45.00 

s 
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MED  3 


VETERINARY  EQUIPMENT  AND  SUPPLIES 


CLASS  8 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

8029500 

Chest,  clipping,  empty: . 

Each 

$9  85 

s 

8030000 

Clipper,  complete:  Hand-operated,  portable . 

Each 

10  00 

s 

8031000 

X  (3) . . . 

Clipper,  bottom  plate: . 

Each 

1.20 

As  req’d 

As  req’d 

s 

8032000 

X  (3) . . 

Clipper,  chain  link :  Flexible  shaft . 

Each 

.40 

As  req’d 

As  req’d 

s 

8033000 

X . 

Clipper,  chain  grease,  1  lb: . 

Tin 

25 

a 

8034000 

X  (3) . . 

Clipper,  head,  complete: . 

Each 

3  00 

As  req’d 

As  req’d 

S 

8035000 

X  (3) .  . 

Clipper,  top  plate: . 

Each 

.95 

As  req’d 

As  req’d 

S 

8036000 

X  (3) .  . 

Clipper,  tension  bolt: . 

Each 

.05 

As  req’d 

As  req’d 

S 

8037000 

X  (3) .  . 

Clipper,  tension  nut: . 

Each 

.05 

As  req’d 

As  req’d 

S 

8038000 

X  (3) . . 

Clipper,  tension  spring: . 

Each 

.10 

As  req’d 

As  req’d 

S 

8040000 

Shears,  fetlock: . 

Each 

1  90 

s 

8044700 

(4).  •  .  . 

Clipper,  electric,  small  animal,  Oster,  complete:  With 

Each 

19.75 

s 

No.  10  blade  and  cord. 

8044800 

X . 

Clipper,  electric,  small  animal,  Oster,  blade  No.  10: 

Each 

2.50 

As  req’d 

As  req’d 

s 

For  general  clipping. 

8044900 

X . 

Clipper,  electric,  small  animal,  Oster,  blade  No.  15: . 

Each 

2.50 

As  req’d 

As  req’d 

s 

8045000 

X . 

Clipper,  electric,  small  animal,  Oster,  blade  No.  40: 

Each 

2.85 

As  req’d 

As  req’d 

s 

Surgical  shaver. 

8052800 

X . 

Container,  ink:  For  inspection  stamp  ink . 

25 

As  req’d 

As  req’d 

s 

8053000 

Cradle,  neck,  veterinary: . 

Each 

3  75 

s 

8054000 

Curette,  hoof,  nail  hole,  34°:  Hughes,  7-inch.  Illustrated . 

Each 

1.50 

s 

8055000 

Curette,  hoof,  nail  hole,  45°:  Hughes,  7-inch.  Illustrated . 

Each 

1  50 

s 

8056000 

Curette,  fistula,  veterinary :  10-inch.  Illustrated . 

Each 

7.35 

s 

8057000 

Curette,  sharp,  double-ended :  5-inch.  Illustrated . 

Each 

1.75 

s 

8057200 

Disinfector,  50-gallon:  Container  and  spray  pump. 

Each 

45.85 

s 

Illustrated. 

8058500 

Ecraseur,  spaying:  Williams.  Illustrated . 

Each 

22  00 

s 

8059000 

Emasculator:  White.  Illustrated . 

Each 

13  25 

s 

8060000 

X . 

File  and  rasp:  Straight,  12-inch.  Illustrated 

45 

As  req’d 

As  req’d 

s 

8061000 

File,  hoof-knife:  4-inch.  Illustrated . 

Each 

10 

s 

8062000 

Float,  dental,  angular:  Jointed.  Illustrated . 

Each 

2  00 

s 

8063000 

X . 

Float,  dental,  file  blade:  Universal,  to  fit  standard 

Each 

.25 

As  req’d 

As  req’d 

s 

floats.  Illustrated. 

8064000 

Float,  dental,  handle:  Illustrated . 

Each 

1  00 

s 

8065000 

X . 

Float,  dental,  rasp  blade:  Universal,  to  fit  standard 

Each 

.25 

As  req’d 

As  req’d 

s 

floats.  Illustrated. 

8066000 

Float,  dental,  straight:  Jointed.  Illustrated . 

Each 

.85 

s 
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CLASS  8 


VETERINARY  EQUIPMENT  AND  SUPPLIES 


MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

8066200 

Forceps,  hemostatic,  5Vi-inch,  straight,  Pean:  Ulus- 

Each 

trated. 

8066500 

8067000 

Forceps,  wolf-tooth,  9-inch:  Illustrated.  . 

8068000 

Forceps,  wolf-tooth,  13-inch:  Illustrated  . 

8068544 

Frock,  butcher’s,  size  44: .  .  . 

8068548 

Frock,  butcher’s,  size  48: . 

8068552 

Frock,  butcher’s,  size  52: . 

8069000 

Furnace  and  caldron:  Portable,  45-gal.  capacity. 

Each 

Illustrated. 

8069500 

(D  ... 

Gloves,  gauntlet,  veterinary,  size  14:  Rubber,  cloth- 

Pair 

lined. 

8070000 

Gouge,  hoof:  Illustrated . 

8071000 

Groover,  hoof,  oval:  Hughes.  Illustrated 

8072000 

Groover,  hoof,  pointed:  Hughes.  Illustrated 

8073000 

Gun,  balling:  Morgan.  Illustrated.  .  .  . 

8074000 

Halter,  operating,  veterinary :  Extra  heavy,  6-ring  .  . 

Each 

8075000 

Pair 

and  extractors.  Illustrated. 

8076000 

Harness,  casting,  complete:  With  Conkey  improved 

Set 

hobbles  and  securing  harness. 

8078000 

Hobbles,  complete:  Conkey . 

8078500 

X . 

Holder,  razor  blade:  (For  blades  requisition  3721000). 

Each 

8079000 

Hood,  operating,  veterinary:  Humane . 

8080000 

Hook,  gland:  Illustrated . 

8081000 

Hook,  neurectomy:  Merillat.  Illustrated 

8082000 

Hook,  neurectomy,  right:  With  eye.  Illustrated 

8083200 

X . 

Ink,  meat-stamping,  4  oz:  Purple . 

8083500 

X  (1). . . 

Intravenous  outfit,  veterinary,  complete:  Simplex,  with 

Each 

3  feet  of  rubber  tubing  and  14-gage,  l^-inch  needle. 

Illustrated. 

8084000 

Knife,  hoof-searching,  double-edge,  7-inch:  Illustrated. 

Each 

8085000 

Knife,  hoof-searching,  double-edge,  5i/£j-lnrh:  Tl]ii«- 

Each 

trated. 

8086000 

Knife  set,  hoof:  3  blades  and  handle  in  canvas  roll. 

Set 

Illustrated. 

8088000 

Knife,  hoof,  sage,  left:  Illustrated  .  .  . 

8089000 

Knife,  hoof,  sage,  right:  Illustrated  .  .  . 

8090000 

Mallet,  lead,  veterinary:  Illustrated 

Each 

UNIT 

PRICE 


$3.25 

9.45 

7.50 
8.00 

4.20 

4.20 

4.20 

97.50 

1.75 

1.10 

1.45 
1.45 
2.00 

5.50 
2.00 

48.00 

15.00 

.90 

3.00 

2.25 

2.15 

2.15 

.08 

.90 

.85 

.85 

2.25 

1.50 

1.50 
3.85 


REPLACEMENT  RATES 


Zl 

T  of  Opns 

' 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

Status 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 
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MED  3  VETERINARY  EQUIPMENT  AND  SUPPLIES  CLASS  8 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

8091000 

Molar  cutter,  closed:  Illustrated . 

Each 

$12.50 

12  50 

s 

s 

8092000 

Molar  cutter,  half-open:  Illustrated . 

Each 

8093000 

Molar  cutter,  wide-open,  multiple-lever:  Illustrated.  . 

Each 

20  00 

s 

s 

g 

8094000 

Molar  cutter,  open:  Illustrated . 

Each 

12.50 

12  50 

8095000 

Molar  extractor,  lower:  Improved.  Illustrated . 

Each 

8096000 

Molar  extractor,  upper:  Improved.  Illustrated . 

Each 

12  50 

s 

s 

s 

s 

8097000 

Molar  root  extractor:  Long  narrow  jaw.  Illustrated. 

Each 

11.50 

8098000 

Muzzle,  horse :  Galvanized  wire,  wool  bound . 

Each 

2  50 

8098800 

x . 

Needle,  hypodermic,  veterinary,  16-gage,  4-inch 
canula : 

Each 

.10 

As  req’d 

As  req’d 

8098900 

X . 

Needle  set,  intravenous,  injection,  veterinary:  Con- 
sists  of  13-gage  2-inch  needle  with  18-gage  6-inch 
catheter  and  stylet. 

Set 

.80 

As  req’d 

As  req’d 

s 

8099000 

Needle,  Seton,  jointed,  10-inch:  Sharp  pointed,  with 
eye. 

Each 

1.00 

s 

8099300 

X . 

Oakum,  1-lb.  roll: . 

Carton 

.25 

As  req’d 

As  req’d 

s 

8099500 

Opener,  can,  special: . 

Each 

.25 

1.50 

1  25 

s 

g 

8100000 

Parer,  hoof:  12-inch . 

8101000 

Pick,  dental,  veterinary:  Merillat . 

Each 

s 

8101500 

X . 

Pin,  horse  blanket:  Medium . 

Each 

Each 

.03 

.30 

As.  req’d 

As  req’d 

As  req’d 

As  req’d 

8101700 

X . 

Probe,  plain,  flexible,  veterinary:  10-inch,  with  eye.  .  . 

s 

8101800 

Probe,  jointed,  veterinarv :  10-inch.  .  .  . 

Each 

40 

s 

s 

8102000 

Pump,  combination,  continuous  flow,  injection  and 

Each 

3.00 

suction,  veterinary :  Illustrated. 

8104000 

X . 

Punch,  dental,  curved,  veterinary:  Illustrated 

Each 

Each 

.95 

.75 

.35 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

g 

8104500 

X . 

Punch,  dental,  straight,  veterinary:  Illustrated . 

8105000 

X . 

Retainer,  dressing,  foot,  veterinary,  set  of  4:  One  size 
1,  two  size  2,  and  one  size  3.  Illustrated. 

Set 

s 

8106000 

Retractor,  laryngeal,  self-retaining,  veterinary: 

Williams.  Illustrated. 

Each 

27  50 

s 

8107500 

Scale,  egg- weighing,  complete:  With  check  weight. 
Illustrated. 

Each 

1.25 

s 

8107700 

X . 

Scale,  egg- weighing,  check  weight:  . 

Each 

Each 

Each 

.25 

8  40 

40.00 

85 

As  req'd 

As  req’d 

s 

s 

s 

8108000 

Sideline,  horse: . 

8109000 

Sling,  horse:  Complete . 

8109500 

Speculum,  eye,  veterinary:  7-inch.  Illustrated.  .  . 

Each 

s 

s 

8110000 

Speculum,  mouth,  veterinary:  Without  lever.  Illus- 

Each 

7  25 

trated. 

8110300 

Speculum,  nasal,  veterinary:  (Speculum,  rectal,  bi¬ 
valve,  Sim’s).  Illustrated. 

Each 

1.40 

s 
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CLASS  8  VETERINARY  EQUIPMENT  AND  SUPPLIES  MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

f 

8110500 

Speculum,  vaginal,  veterinary :  Knowles.  Illustrated... 

Splitter,  hoof:  Merillat.  Illustrated . 

Each 

$14.35 

s 

8111000 

Each 

.90 

s 

8111500 

Stamp,  meat-inspection,  metal:  With  dating  set . 

Each 

3.85 

s 

8111700 

X(l).. 

Stamp,  meat-inspection,  rubber,  large:  With  dating  set. 

Each 

1.30 

As  req’d 

As  req’d 

s 

8111900 

X(l)... 

Stamp,  meat-inspection,  rubber,  small: . 

Each 

.12 

As  req’d 

As  req’d 

s 

8112000 

Stock,  metal,  veterinary:  Illustrated . 

Each 

85.00 

s 

8112100 

Stone,  carborundum:  6  by  l}^  by  3^-inch . 

Each 

.35 

s 

8112200 

X . 

Suture,  catgut,  chromic,  size  4,  1  suture:  Boilable, 
approx.  54  inches  long. 

Tube 

.15 

As  req’d 

As  req’d 

s 

8112400 

X . 

Suture,  catgut,  plain,  size  4, 1  suture:  Boilable,  approx. 
54  inches  long. 

Tube 

.15 

As  req’d 

As  req’d 

s 

8113200 

X . 

Suture  tape,  cotton,  34-inch,  5-yard  roll:  Sterilized. . .  . 

Syringe,  dose,  metal,  veterinary,  1-oz:  With  2  tips  and 
shield.  Illustrated. 

Carton 

.07 

As  req’d 

As  req’d 

s 

8114000 

Each 

1.25 

s 

8115000 

Syringe,  dose,  metal,  veterinary,  2-oz:  With  2  tips  and 
shield.  Illustrated. 

Each 

1.25 

s 

8115500 

X . 

Syringe  filler,  automatic:  Shildes  type,  with  Luer  slip 
adapter.  Illustrated. 

Each 

4.20 

As  req’d 

As  req’d 

s 

Svringe.  hvpodermir,  1 -cc.r  tuberculin :  (TTse  3843000V 

Syringe,  hypodermic,  1-cc.,  tuberculin,  needle:  25- 

gage,  %-inch  canula.  (Use  3847000). 

8116000 

Each 

4.10 

s 

Syringe,  hypodermic,  10-cc.,  Quitman  type:  With  Luer 
slip  and  3  needles,  in  case. 

8117000 

X . 

Syringe,  hypodermic,  needle,  heavy,  standard  Luer, 
19-gage,  1-inch  canula: 

Each 

.07 

As  req’d 

As  req’d 

s 

8118000 

X . 

Syringe,  hypodermic,  needle,  heavy,  standard  Luer, 
16-gage,  1-inch  canula: 

Each 

.07 

As  req’d 

As  req’d 

s 

s 

8120000 

Syringe,  hypodermic,  10-cc.,  hog  cholera  type:  Long 
style,  with  Luer  slip  and  needles. 

Each 

.75 

8121000 

Syringe,  hypodermic,  30-cc.,  hog  cholera  type:  Long 
style,  with  Luer  slip  and  needles. 

Each 

1.05 

s 

8122000 

X . 

Syringe,  Luer,  y2- cc.,  Mallein  tvpe:  Graduated  to 

1 /100  cc. 

Each 

.85 

As  req’d 

As  req’d 

s 

8123000 

Table,  operating,  equine:  Kyle.  Illustrated . 

Each 

450 . 00 

s 

8123500 

Tackle  block  (safety  hoist),  medium  size:  Steel, 
2,000-lb.  capacity.  Illustrated. 

Each 

3.25 

s 

8124000 

Tester,  hoof,  large:  Illustrated . 

Each 

2.85 

s 

8125000 

Tester,  hoof,  small:  Illustrated . 

Each 

2.85 

s 

8125400 

Tester,  sediment:  With  72  cotton  disks.  Illustrated. . 

Tester,  sediment,  filter  disks,  1000:  1-inch  diameter. 

Thermometer,  breeder’s:  In  case . 

Each 

5.20 

s 

8125600 

X . 

Pkg. 

.85 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

8126000 

X . 

Each 

1.75 

s 
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MED  3  VETERINARY  EQUIPMENT  AND  SUPPLIES  CLASS  8 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

8127000 

8128000 

8129000 

8129500 

8131000 

8133000 

8133500 

8134000 

8134800 

8135000 

8136000 

8136200 

8138000 

8140000 

X . 

X . 

X . 

X . 

X . 

X . 

X  (1)... 

x  (1). . . 

X . 

Thermometer,  clinical,  veterinary :  In  case . 

Thermometer,  dairy: . 

Trier,  cheese,  lard  and  butter,  6-inch:  Illustrated . 

Trier,  grain:  Bag  or  car  type  (specify  type).  Bag 
type  12  inches  long,  car  type  approx.  5  feet  long. 
Bag  type  illustrated. 

Trier,  lard  and  butter,  14-inch:  Illustrated . 

Trier,  meat.  8-inch:  Illustrated . 

Trocar,  bleeding,  veterinary,  6:  14-gage,  3-inch.  Illus- 
trated. 

Trocar,  horse,  large,  reversible:  Ball.  With  5-inch 
canula.  Illustrated. 

Tube,  stomach,  colt:  Rubber . 

Tube,  stomach,  horse:  Rubber . 

Tube,  stomach,  horse,  stylet: . 

Tube,  trachea,  veterinary: . 

Each 

Each 

Each 

Each 

Each 

Each 

Pkg. 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

$0.80 

1.75 

3.30 

3.00 

5.40 

.85 

1.60 

.75 

1.50 

2.50 

.25 

3.00 

1.20 

.04 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

Tube,  trachea,  self-retaining,  veterinary: . 

X . 

Vial,  6%-cc:  Rubber-stoppered: . 

\ 

As  req’d 

As  req’d 
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CLASS  9  FIELD  EQUIPMENT  AND  SUPPLIES  MED  3 

Drugs  and  Chemicals 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Z1 

T  of  Opns 

9101000 

X . 

Acid,  boric,  ointment,  1  oz:  USP . 

Tube 

$0  03 

41  0358 

s 

9101500 

X . 

Acid,  salicylic,  ointment,  1  oz:  5% . 

Tube 

.04 

75  0000 

s 

9102000 

X  B.  .  . 

Alcohol,  ethyl,  denatured,  1  pt:  In  9772000 . 

Tin 

.  15 

7500 

s 

9102500 

X  (1).  . 

Ammonia,  aromatic,  10  ampules:  3^-cc . 

Pkg. 

.15 

10  0000 

s 

9102700 

X . 

Amyl  salicylate,  8  oz: . 

Tin 

50 

1500 

s 

9102800 

X  (1).  . 

BAL  ointment,  two  %-oz.  tubes: . 

Set 

1  00 

s 

9102910 

X . 

Benzedrine  inhaler:  250-mg.  Aluminum  slip-cap . 

Each 

10 

As  req’d 

s 

9102925 

X . 

Benzedrine  sulfate,  6  tablets:  5-mg . 

Tube 

.07 

50.0000 

s 

Former 

1K08552 

9103000 

X . 

Bismuth  subcarbonate,  500  tablets:  XF;  5-gr . 

Bottle 

60 

7  0000 

s 

9103800 

X . 

Burn  injury  set,  boric  acid  ointment:  Consists  of  two 

Set 

.07 

1 . 2500 

13.0000 

s 

%-ounce  tubes  of  boric  acid  ointment,  USP,  in 

carton. 

9104800 

X . 

Calamine  concentrate,  two  approximately  1-oz.  tubes:  . 

Pkg. 

.12 

1000 

s 

9105000 

X . 

Calamine  lotion,  approximately  2  oz:  NF;  with  1% 

Bottle 

.10 

1  8750 

s 

phenol  and  1%  menthol. 

9105300 

X . 

Calcium  hypochlorite,  3%  lb : . 

Can 

1  00 

1  2000 

s 

9105800 

X . 

Chloroform,  approximately  2  oz:  USP . 

Bottle 

.  10 

6  0000 

s 

9107000 

X  (6) .  . 

Cocaine  hydrochloride,  10  hypo  tablets:  NF;  2-gr . 

Tube 

.55 

LS 

9107300 

X . 

Copper  sulfate  powder,  approximately  37  Gm:  USP.  .  . 

Bottle 

.07 

0500 

s 

9107500 

xc . 

Copper  sulfate  solution,  approximately  2-oz.  bottle :  5%; 

Set 

.35 

As  req’d 

s 

with  33^-inch  forceps  (9362600),  in  carton. 

9108000 

X . 

Cresol,  saponated  solution,  1  qt:  In  9773000 . 

Tin 

.25 

5  0000 

s 

9109100 

x  (1). . . 

Eye  and  nose  drops,  V2  oz:  With  separate  dropper. 

Pkg. 

.  15 

2  5000 

s 

For  irritant  smoke  casualties. 

9109500 

X . 

Eye-dressing  set:  Consists  of  three  eye  pads;  three 

Set 

.25 

2.8500 

15.0000 

s 

adhesive  plaster  packets;  two  )/8-ounce  tubes  of  boric 

acid  ointment;  and  one  Jdrounce  tube  of  metaphen 

ophthalmic  ointment  with  butyn. 

9109525 

X  (1). . . 

Eye  solution,  BAL,  y2  oz :  With  separate  dropper . 

Pkg. 

.10 

As  req’d 

s 

Former 

1K24810 

9109600 

X . 

Foot  powder,  2  oz : . 

Can 

05 

7000 

12  5000 

s 

9109800 

X . 

Frazer’s  solution  for  athlete’s  foot,  1  oz :  Half-strength . 

Bottle 

.05 

.5000 

8.0000 

s 

9110000 

X . 

Homatropine  hydrobromide,  25  ophthalmic  disks: 

Tube 

.25 

.  2500 

s 

USP;  1/250-gr. 

9110800 

X . 

Insecticide  powder,  louse.  2  oz: . 

Can 

.05 

s 

9111000 

X . 

Iodine  and  potassium  iodide  powder,  10  tubes:  15  gr. 

Box 

.20 

52 . 0000 

s 

iodine;  22.5  gr.  potassium  iodide. 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 

Drugs  and  Chemicals 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

9111800 

X . 

Iodine,  2  cc:  2%;  in  capillary  feed  tip  vial.  .  .  . 

*0  05 

14  0000 

105.0000 

30.0000 

.  1250 

65  0000 

75.0000 

24.0000 

a 

9112000 

X . 

Iodine  swab,  1  i/2-cc.  6 : .  .  .  . 

Box 

Pkg. 

Tube 

Tube 

.15 

.15 

15 

4.5000 

3 . 6500 

9112200 

X . 

Iodine  swab,  10-minim,  10: . 

o 

9112500 

X .... . 

Lead  acetate  compound,  10  tablets: . 

9114500 

X . 

Mercuric  ointment,  ammoniated,  1  oz:  USP 

s 

,s 

9115000 

X . 

Mercurous  chloride  ointment,  1  oz:  Calomel  30%. 

Tube 

9115500 

X  (6) . . 

• 

Morphine  tartrate,  5  tubes:  J^-gr.  solution;  with  sterile 

Box 

.70 

s 

needle. 

9115700 

X  (6).. 

Morphine  tartrate,  1  tube:  3^-gr.  solution;  with  sterile 

Each 

.10 

30.0000 

s 

needle. 

9116000 

X . 

Oil,  castor,  l/2  gal:  USP.  In  9771700 . 

Tin 

.70 

1.50 

.  3226 

.0500 

s 

y 

9116300 

X . 

Ophthalmic  disks,  fluorescein  and  atropine  sulfate,  6 

Box 

tubes :  4  tubes  each  containing  25  disks  of  fluorescein, 

1  /250-gr. ;  2  tubes  each  containing  25  disks  of  atropine 
sulfate,  1/200-gr.  With  applicator  rod. 

9116500 

X . 

Petrolatum,  two  %-oz.  tubes:  USP;  sterile . 

Pkg. 

Tube 

10 

.3500 

6.0000 

s 

9118700 

x  (1). .  . 

Protective  ointment,  CWS,  3  oz:  For  protection  of  skin 

.25 

s 

against  vesicant  agents. 

9119000 

X . 

Protein  silver,  mild,  100  tablets:  USP;  4.6-gr 

Bottle 

.25 

.25 

05 

4.1250 

6.5000 

9120000 

X . 

Protein  silver,  strong,  100  tablets:  USP;  4.6-gr 

g 

9120105 

X . 

Repellent,  insect,  1  oz: . 

Bottle 

a 

Former 

1K31200 

9120110 

X . 

Repellent,  insect,  2  oz : . 

Bottle 

.10 

S 

Former 

1K31205 

9120150 

X(l)... 

Shell  natron,  20  oz:  Carbon  dioxide  absorbent  for  use 

Can 

.65 

.8000 

S 

Former 

1K74850 

with  9364000. 

9120200 

X . 

Sodium  chloride,  100  tablets:  10-gr.  . 

.10 

1.25 

8.0000 

.6000 

s 

s 

9120300 

X . 

Sodium  sulamyd,  25  1-Gm.  packets:  With  empty  1-oz. 
dropper  bottle. 

Pkg. 

Former 

1K76525 

9120400 

X . 

Sulfadiazine,  8  tablets:  USP;  7.7-gr.  In  waterproof 
package. 

Pkg. 

.10 

220.0000 

s 

9121100 

X . 

Sulfanilamide,  crystalline,  5,  5-Gm.  envelopes:  USP. 
Sterile  double-wrapped  envelopes  with  shaker  top. 

Box 

.15 

75.0000 

s 

9121300 

X(l)... 

Sulfathiazole  ointment,  two  3/5-oz.  tubes:  5% 

Pkg. 

.  15 

.3500 

6.0000 

s 

9121500 

X . 

Sulfur  ointment,  1  oz:  USP 

.05 

.15 

s 

s 

9121805 

X . 

Tablet,  water  purification,  individual,  100:  1  /16-gr.  .  . . 

Bottle 

Former 

1K27505 
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CLASS  9  FIELD  EQUIPMENT  AND  SUPPLIES  MED  3 

Drugs  and  Chemicals 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Statu: 

2 1 

T  of  Opns 

9121810 

Former 

1K27507 

9122000 

9122500 

9123000 

X . 

Tablet,  water  purification,  individual,  200:  1  /16-gr.  .  . . 

Tar,  pine,  commercial,  1  pt: . 

Bottle 

Tin 

Each 

Tube 

$0.30 

.10 

.05 

.05 

s 

s 

s 

s 

X . 

.2000 

As  req’d 

5.0000 

x . 

X . 

Wound  tablet  packet  (for  training  purposes  only): 

Eight  5-gr.  tablets  of  calcium  carbonate,  precipi¬ 
tated,  USP,  in  waterproof  container.  Not  for  thera¬ 
peutic  use. 

Zinc  oxide  ointment,  1  oz:  USP . 

As  req’d 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 

Surgical  Dressings 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

9200000 

X(l).. 

Bandage,  gauze,  adhesive,  white,  1-inch  by  3-inch,  16: 

Pkg. 

$0.05 

3.0000 

24.0000 

s 

In  individual  waxed  envelopes. 

9200100 

X  (1) .  . 

Bandage,  gauze,  adhesive,  field  brown,  1-inch  by 

Pkg. 

.05 

* 

s 

3-inch,  16:  In  individual  waxed  envelopes. 

9200200 

X . 

Bandage,  gauze,  compress,  white,  4-inch  by  4-inch :  .  .  . 

Each 

.08 

3.2000 

24.0000 

s 

9200300 

X . 

Bandage,  gauze,  compress,  field  brown,  4-inch  by  4-inch  : 

Each 

.09 

* 

s 

9200400 

X . 

Bandage,  gauze,  compress,  white,  2-inch  by  2-inch,  4:  . 

Pkg. 

.14 

2.0130 

12.0000 

s 

9200500 

X . 

Bandage,  gauze,  compress,  field  brown,  2-inch  by 

Pkg. 

.15 

* 

s 

2-inch,  4: 

9201000 

X . 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards, 

Box 

3  50 

1.5000 

12.0000 

s 

9201100 

X . 

72: 

Bandage,  gauze,  compressed,  field  brown,  3-inch  by 

Box 

3.85 

*  . 

s 

6  yards,  72 : 

9201500 

X . 

Bandage,  gauze,  white,  4-inch  by  6  yards:  With  two 

Each 

.10 

1.0000 

22.5000 

s 

large  safety  pins. 

9203000 

x  (1).  . 

Bandage,  plaster  of  paris,  6-inch  by  5  yards,  12: . 

Carton 

1.80 

12  0000 

s 

9203900 

X 

Bandage,  triangular,  od,  12: . 

Pkg. 

1  80 

* 

s 

9204000 

X . 

Bandage,  triangular,  compressed,  white:  With  two 

Each 

.15 

10 . 0000 

50 . 0000 

s 

safety  pins. 

9204100 

X . 

Bandage,  triangular,  compressed,  od :  With  two  safety 

Each 

.15 

* 

s 

pins. 

9205000 

X . 

Dressing,  first-aid,  large,  white :  Carlisle  model . 

Each 

.25 

8.0000 

125.2532 

s 

9205100 

X . 

Dressing,  first-aid,  large,  field  brown :  Carlisle  model .  . 

Each 

.25 

* 

s 

9206000 

X . 

Dressing,  first-aid,  small,  white:  Carlisle  model . 

Each 

.  15 

16.0000 

130.0000 

s 

9206100 

X . 

Dressing,  first-aid,  small,  field  brown:  Carlisle  model. 

Each 

.12 

4c 

s 

9207500 

X . 

Gauze,  petrolatum,  white,  3-inch  by  40-inch,  3  dressings : 

Pkg. 

.35 

15.0000 

s 

9208000 

X . 

Oakum,  2  oz:  Compressed . 

Pkg. 

.05 

.7000 

s 

9208200 

X . 

Packet,  first-aid,  field  brown  dressing :  Carlisle  model . 

Each 

.20 

60.0000 

220.0000 

s 

9208500 

X . 

Pack,  abdominal,  12-inch  by  12-inch,  100: . 

Pkg. 

5  90 

fSnbsti 

tnte  for 

ss 

9211500  and 

9211700) 

9208700 

X . 

Pad,  surgical,  8-inch  by  10-inch,  432: . 

Pkg. 

5.45 

(Substitute  for 

ss 

9211900) 

9208900 

X . 

Pad,  surgical,  12-inch  by  16-inch,  144: . 

Pkg. 

4.20 

(Substitute  for 

ss 

'  9212100) 

9209000 

x  (1) 

Plaster,  adhesive,  field  brown,  1-inch  by  5  yards: . 

Spool 

.  12 

130  OOOO 

s 

9210500 

X 

Sponge,  surgical,  2-inch  by  2-inch,  100: . 

Pkg. 

.  15 

(Substitute  for 

ss 

9212300) 

. L.’. . 

*Rate  of  comparable  white  dressings  applies  to  theatres 
where  brown  dressings  are  authorized  in  lieu  of 
white. 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9  FIELD  EQUIPMENT  AND  SUPPLIES  MED  3 


Surgical  Dressings 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

9210700 

9210900 

9211500 

9211700 

9211800 

9211900 

9212100 

9212300 

9212500 

9212700 

X . 

X . 

X . 

X . 

X . 

X . 

X . 

X . 

X . 

X . 

Sponge,  surgical,  4-inch  by  4-inch,  100:  .  . 

Sponge,  surgical,  4-inch  by  8-inch,  100:. .  . 

Pack,  abdominal,  8-inch  by  36-inch,  30 :  . 

Pack,  abdominal,  11 -inch  by  12-inch,  80: 

Pad,  cotton,  approximately  1-inch  by  2-inch,  50: 

Pad,  surgical,  8-inch  by  10-inch,  50 : 

Pad,  surgical,  12-inch  by  16-inch,  20: . 

Sponge,  surgical,  2-inch  by  2-inch,  200 : .  .  .  . 

Sponge,  surgical,  4-inch  by  4-inch,  500:  .  .  . 

Sponge,  surgical,  4-inch  by  8-inch,  180:  .  . 

Pkg. 

Pkg. 

Bag 

Bag 

Pkg. 

Bag 

Bag 

Bag 

Bag 

Bag 

$0.35 

.75 

3.80 

5.00 

.05 

1.45 

.90 

.45 

2.20 

1.85 

(Substi 

9212 

(Substi 

9212' 

tute  for 

500) 

tute  for 

roo) 

1 . 8750 

1.5188 

3.4000 

6.0000 

4.5000 

45.0000 

20.0000 

12.0000 

ss 

ss 

s 

s 

s 

s 

s 

s 

s 

s 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 

Surgical  Instrument  Sets 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

2 1 

T  of  Opns 

Status 

9308500 

(2) . 

Case,  operating,  small,  improved,  complete :  Illustrated . 

Each 

$47 . 50 

s 

9308600 

Case,  operating,  small,  improved,  empty:  Canvas.  .  . 

Each 

2.75 

s 

9309000 

(2) . 

Case,  post-mortem,  complete:  Illustrated . 

Each 

53  85 

s 

9309100 

Case,  post-mortem,  empty :  Canvas . 

Each 

2  10 

s 

9309200 

Case,  post-mortem,  metal  container  for  instruments: . 

Each 

1.95 

s 

9309800 

(2) . 

Case,  trial  lenses,  pocket  set:  Illustrated . 

Each 

33.65 

s 

9310000 

(2) . 

Case,  ward,  complete:  Dressing.  Illustrated . 

Each 

54  50 

s 

9310100 

Case,  ward,  empty:  Canvas . 

Each 

3.65 

s 

9321000 

(2) . 

Basic  instrument  set,  complete  (1942  model) :  Illustrated . 

Set 

395 . 50 

s 

9321200 

Basic  instrument  set  (1942  model),  case,  empty: 

Each 

17.50 

s 

Canvas. 

9325000 

(2) . 

Supplemental  instrument  set,  chest  injuries,  complete 

Set 

208 . 50 

s 

(1942  model):  Illustrated. 

9325200 

Supplemental  instrument  set,  chest  injuries  (1942 

Each 

24.60 

s 

model),  case,  empty:  Canvas. 

9327000 

(2) . 

Supplemental  instrument  set,  ear,  nose  and  throat 

Set 

238 . 50 

s 

injuries,  complete  (1942  model):  Illustrated. 

9327200 

Supplemental  instrument  set,  ear,  nose  and  throat 

Each 

15.00 

s 

injuries  (1942  model),  case,  empty:  Canvas,  with 

wood  insert. 

9329000 

(2) . 

Supplemental  instrument  set,  eye  injuries,  complete 

Set 

116.50 

s 

(1942  model):  Illustrated. 

9329200 

Supplemental  instrument  set,  eye  injuries  (1942 

Each 

16.85 

s 

model),  case,  empty :  Wood. 

9331000 

(2) . 

Supplemental  instrument  set,  fractures  and  amputa- 

Set 

257 . 75 

s 

tions,  orthopedic,  complete  (1942  model) :  Illustrated. 

9331200 

Supplemental  instrument  set,  fractures  and  amputa- 

Each 

5  50 

s 

tions,  orthopedic  (1942  model),  case,  empty: 

Canvas. 

* 

9332000 

(2) . 

Supplemental  instrument  set,  genito-urinary  injuries, 

Set 

33  50 

s 

complete:  Illustrated. 

9332500 

Supplemental  instrument  set,  genito-urinary  inju- 

Each 

1  30 

s 

ries,  case,  empty:  Canvas. 

9333000 

(2) . 

Supplemental  instrument  set,  maxillo-facial  injuries, 

Set 

243  50 

s 

complete  (1942  model):  Illustrated. 

9333200 

Supplemental  instrument  set,  maxillo-facial  injuries 

Each 

12  35 

s 

(1942  model),  case,  empty :  Canvas. 

9333500 

(2) . 

Supplemental  instrument  set,  neuro-surgical.  brain  and 

Set 

328.50  . 

s 

nerve  injuries,  complete  (1942  model) :  illustrated. 

9333700 

Supplemental  instrument  set,  neuro-surgical,  brain 

Each 

12  25 

s 

and  nerve  injuries  (1942  model),  case,  empty: 

Canvas. 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9 


FIELD  EQUIPMENT  AND  SUPPLIES 

Surgical  Instruments,  Appliances  and  Supplies 


MED  3 


9364300 


NUMBER 

NOTES 

9350000 

9351000 

9351200 

(2) . 

9352500 

X . 

9354000 

9355000 

9362300 

(2) . 

9362400 

X . 

9362600 

X . 

9363200 

9363410 

X . 

9363411 

X . 

9363412 

X . 

9363600 

9363800 

9363900 

9364000 

(1) . 

9364200 

(1). 


NOMENCLATURE  AND  DESCRIPTION 


Anesthesia  apparatus,  portable:  Nitrous  oxide,  oxygen 
and  ether  by  the  carbon  dioxide  absorption  .or  frac¬ 
tional  rebreathing  method.  Illustrated. 

Anesthesia  set  complete:  Illustrated: . 

Anesthesia  set  container: . 


Board,  hardwood:  8-inch  by  2-inch.  For  use  in 
9333000. 


Case,  fitting,  eyeglass,  gas  mask,  M-l,  complete: 
Case,  hypodermic,  complete : . 


Drill,  bone,  set  of  3:  With  detachable  metal  handle. 
Straight  drills  4 Y2  inches  long,  J^-inch  diameter  at 
handle,  with  tips  3  /32,  ps,  and  3  /16-inch.  Illustrated. 

Eyeglass,  gas  mask,  M-l :  Not  supplied  by  Medical 
Supply  Depots;  see  special  instructions  issued  by  SGO 

Forceps,  dressing,  3y2-inch  (tweezers):  For  field  kits, 
etc.  Illustrated. 

Headlight,  battery  type:  Adjustable.  With  detachable 
reflecting  mirror,  headband,  battery  container  and 
lamp.  Without  batteries. 

Headlight,  battery  type,  lamp  bulb,  2.5  volt:  G-3^ 
bulb,  Mazda  No.  14. 

Headlight,  battery  type,  lamp  bulb,  3.8  volt:  G-3^ 
bulb,  Mazda  No.  13.  Same  as  3695025. 

Headlight,  battery  type,  lamp  bulb,  6  volt:  G-43^  bulb. 

Kit,  eye  surgery:  Consists  of  adapter  and  electrodes. 
For  use  with  3670300.  Illustrated. 


Optical  repair  unit,  mobile,  large: 
Optical  repair  unit,  portable: .  .  .  . 


Oxygen  therapy  apparatus,  closed  circuit:  Boothby- 
Lovelace.  Illustrated. 

Oxygen  therapy  outfit  with  hose  line  assembly,  20  dual 
outlets,  complete:  In  case.  For  multiple  adminis¬ 
tration  of  oxygen  to  gas  casualties. 

Oxygen  therapy  outfit,  mask,  nasal:  (Use  3712700)  . 

Oxygen  therapy  outfit,  mask,  oronasal:  (Use  3712800) 

Oxygen  therapy  outfit,  with  manifold,  complete:  With 
nasal  and  oronasal  masks,  2  each  of  3712700  and 
3712800.  For  dual  administration  of  oxygen. 
Illustrated. 


UNIT 


Each  fel54.85 


Set 

Each 

Each 

Each 

Each 

Set 

Pair 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 


Each 


UNIT 

PRICE 


77.15 

8.15 

.10 

20.00 

.75 

2.10 

1.25 

.10 

9.00 

.05 

.05 

.10 

35.00 

5837.50 

1500.00 

124.95 

584.00 


33.00 


REPLACEMENT  RATES 


Zl 


As  req’d 
.2500 


.0120 

.0170 

.0070 


T  of  Opns 


.0060 


As  req’d 
4.0000 


.0120 

.0180 

.0070 


Status 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

LS 

s 

s 

s 

s 

s 

s 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 

Surgical  Instruments,  Appliances  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

9364500 

9365200 

9369000 

9369200 

9370500 

9370700 

9370800 

9370900 

9371100 

9371200 

9375000 

9377000 

9377500 

9378000 

9379500 

9379700 

Probe,  5-inch,  straight :  With  eye.  Illustrated . 

Each 

Each 

Each 

Each 

Each 

Set 

Each 

Each 

Each 

Each 

Roll 

Pkg. 

Each 

Each 

Set 

Set 

$0.25 

1.95 

.25 

.70 

.15 

110.00 

1.75 

8.65 

3.00 

5.15 

.10 

.10 

.25 

.15 

2.45 

.60 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

Retractor,  eye:  Arruga.  Illustrated . 

X . 

Scissors,  first-aid,  4-inch,  straight,  double-blunt:  For 

field  kits,  etc.  Illustrated. 

Scissors,  5y2-inch,  straight,  1  point  sharp:  For  field 
kits,  etc.  Illustrated. 

Shield,  headband  mirror,  metal:  For  3691000 

.2000 

3.2000 

X . 

.0030 

.0140 

(2).... 

Shock  team  set,  complete:  Illustrated . 

Shock  team  set  case,  canvas,  for  instruments: . 

Shock  team  set  container: . 

X . 

Splint,  army,  arm,  half-ring,  folding:  Illustrated 

.0080 

.0150 

.0575 

.9500 

As  req’d 

5.0000 

.0150 

.7500 

.0700 

.0400 

.7476 

13.3562 

As  req’d 

3.7500 

.0500 

1.7500 

X . 

X . 

Splint,  army,  leg  and  thigh,  half-ring,  folding:  Illus¬ 
trated. 

Splint,  wire  gauze,  5 Vi-inch,  1  yard: .  .  . 

X . 

Suture,  silk,  braided,  non-capillary,  3  sizes:  Sizes  00, 
1,  3,  black  (two  18-inch  lengths  of  3797100,  3797500 
and  3798800). 

Test  chart,  astigmatic :  Thomas . 

X . 

X . 

Tourniquet,  field :  Illustrated . 

X . 

Tourniquet  anchor,  Kirk:  2  pieces.  Illustrated 

X . 

Tourniquet-scissors-forceps  set:  Consists  of  1  tourni¬ 
quet  (9378000);  1  pair  of  scissors  (9369000);  and  1 
forceps  (9362600);  in  carton.  Illustrated. 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9  FIELD  EQUIPMENT  AND  SUPPLIES  MED  3 

Laboratory  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

9400800 

Alcohol  lamp-water  bath  combination:  For  use  in 

Each 

$8.00 

s 

9930700. 

9402000 

Basin,  staining:  Rectangular . 

Each 

.40 

s 

s 

s 

9403000 

Beaker,  enamelware,  250-cc:  With  spout . 

Each 

.35 

9404000 

X . 

Bottle,  narrow  mouth,  350-cc:  citrate  magnesia  type, 
with  special  stopper;  for  water  sample. 

Each 

.10 

.0100 

.0300 

9405000 

Bucket,  galvanized  iron,  square,  set  of  2:  Nesting; 
approximately  9-qt.  and  14-qt. 

Set 

.95 

s 

9406000 

Burner,  alcohol,  bunsen  type:  With  reservoir  and 

Each 

5.20 

s 

metallic  tubing.  Illustrated. 

9407000 

Burner,  gasoline,  blast:  With  swivel  burner.  Illustrated. 

Each 

6  90 

s 

s 

9409500 

(2) . 

Chest,  laboratory,  field,  complete:  Illustrated . 

Each 

242.25 

9429500 

X . 

Chlorine  test  set:  For  testing  drinking  water  in  the 
field.  Illustrated. 

Set 

16.40 

.0200 

.0900 

s 

9429600 

X . 

Chlorine  test  set,  orthotolidine,  200  tablets:  Each  tablet 
to  contain  not  less  than  0.6  mg.  of  orthotolidine 
dihydrochloride.  With  stirring  rod. 

Vial 

.20 

.0417 

.6579 

s 

9429650 

Color  comparator  set,  complete:  With  1  illuminator 

Each 

110.00 

s 

comparator;  1  war  gas  determination  disk;  1  wide 
range  pH  determination  disk;  2  13-mm.  tubes;  2 
26-mm.  tubes;  2  1-oz.  bottles  with  graduated  screw- 
cap  dropping  pipette;  2  extra  batteries  and  1  extra 
lamp  bulb;  in  carrying  case. 

9429651 

Color  comparator  set,  disk,  chlorine  residual:  Range 
0.1  to  10  ppm  Chlorine,  in  steps  of  0.1,  0.15,  0.25, 
0.5,  1.0,  1.5,  2.5,  5.0  and  10.0. 

Each 

19.20 

s 

9429652 

Color  comparator  set,  disk,  war  gas  determination: 

With  color  standards  for  5,  10  15  and  20  ppm 
HN-3,  and  for  10,  15,  20  and  25  ppm  AS2O3. 

Each 

20  00 

s 

9429654 

Color  comparator  set,  disk,  wide  range  pH  deter¬ 
mination:  Range  3.0  to  7.0  in  steps  of  0.5  for  wide 
range  indicator  solution. 

Each 

20.00 

s 

9429656 

X . 

Color  comparator  set  tube,  13-mm:  Square 

1.00 

1.00 

As  req’d 

As  req’d 

As  req’d 

As  req’d 

s 

s 

9429658 

X . 

Color  comparator  set  tube,  26-mm:  Standard.  Also 
replacement  for  9429700. 

Each 

9429660 

X . 

Color  comparator  set  lamp  bulb:  Also  replacement 
for  9429700. 

Each 

.50 

As  req’d 

As  req’d 

s 

9429700 

Colorimeter,  chlorine  and  toxic  gases:  Illustrated . 

Each 

87  35 

s 

9432000 

Incubator,  1920  field  model:  With  built-in  water  jacket, 
kerosene  heating  lamp  and  stand.  Illustrated. 

Each 

112.50 

LS 

9432100 

(3) . 

Incubator,  1920  field  model,  lamp,  complete:  Metal  .  . 

Incubator,  1920  field  model,  lamp  chimney:  Metal. . 

Incubator,  1920  field  model,  wick: . 

Each 

5.00 

LS 

9432200 

(3) . 

Each 

.50 

LS 

9432300 

X  (3) .  . . 

Each 

.01 

LS 

9433000 

Magnifier,  folding:  Triple  aplanat,  magnification  10X; 
in  folding  pocket  case.  Illustrated. 

Each 

5.00 

s 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 

Laboratory  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEM 

21 

ENT  RATES 

T  of  Opns 

Status 

9441000 

9442000 

9442300 

9442400 

X(2).. 

(3).... 

(3) . 

Urinalysis  set,  small,  complete:  Illustrated . 

Water  bath,  serological,  1920  field  model:  With 
kerosene  lamp,  thermostat  regulator  and  8  test  tube 
racks.  For  replacement  lamp  and  chimney  see 
9432100  and  9432200.  Illustrated. 

Water  bath,  serological,  1920  field  model,  paraffin 
embedding  bath: 

Water  bath,  serological,  1920  field  model,  test  tube 
rack:  Holds  20  Wassermann  test  tubes. 

Each 

Each 

Each 

Each 

$8.25 

61.35 

23.50 

1.35 

.0060 

.0200 

s 

s 

s 

s 
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CLASS  9 


FIELD  EQUIPMENT  AND  SUPPLIES 

Dental  Equipment  and  Supplies 


MED  3 


NUMBER 


NOTES 


NOMENCLATURE  AND  DESCRIPTION 


UNIT 


9502100 

9502200 

(2) . 

9502300 

(2) . 

9502500 

(2) . 

9502600 

(2) . 

9502700 

(2) . 

9505400 

9505500 

9505600 

9505700 

9505800 

9505900 

9506500 

(2) . 

9506600 

X . 

9506700 

X . 

9507000 

9509000 

X . 

9509300 

9509500 

X . 

Chair,  dental,  field,  folding:  For  9502200  and  9502500. 
Illustrated. 

Chest,  dental  pack  A,  complete:  For  9721800.  Illus¬ 
trated. 

Chest,  dental  pack  B,  complete:  For  9721800.  Illus¬ 
trated. 

Chest,  MD,  No.  60,  complete:  Dental  operating.  This 
item  comprises  Dental  Dispensary  Equipment.  Illus¬ 
trated. 

Chest,  MD,  No.  61,  complete:  Dental  laboratory.  Illus¬ 
trated. 

Chest,  MD,  No.  62,  complete:  Dental  laboratory.  Illus¬ 
trated. 

Dental  clinic  No.  6: . 

Dental  clinic  No.  1 : . 

Dental  clinic  No.  2: . 

Dental  clinic  No.  3: . 

Dental  clinic  No.  4: . 

Dental  clinic  No.  5: . 

Kit,  dental,  maxillo-facial,  complete:  Illustrated . 

Kit,  dental,  maxillo-facial,  empty  case:  Canvas. .  . . 

Lamp,  alcohol,  large,  modified:  Illustrated . 

Lathe,  hand,  modified:  Complete  with  7  chucks  and 
burr  chuck.  Illustrated. 

Slab,  mixing,  square,  2-inch:  Glass . 

Syringe,  hypodermic,  cartridge  type,  complete:  With 
ten  1-inch  needles  and  ten  1%-inch  needles;  in  box. 
Consists  of  1  of  5593000,  10  of  5593800,  and  10  of 
5594000.  Illustrated. 


Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Set 


Teeth,  combination  set,  complete:  Consists  of  facings, 
backings,  crowns,  crown  posts,  casting  posts  and 
shade  guide;  in  case.  For  facing  and  backing  re¬ 
placements  see  5286000  and  5287000  for  tooth 
replacements  see  5612050  and  5612055.  Illustrated. 


Set 


REPLACEMENT  RATES 


UNIT 

PRICE 


Zl 


T  of  Opns 


Status 


$41.00 

146.75 

101.25 

272.50 

290.50 

300.00 

1,192.00 

33,684.00 

20,535.00 

11,356.00 

5,717.00 

2,425.00 

106.50 
2.70 
8.75 

17.10 

.10 

3.45 

213.25 


.0001 

.0004 


.0110 


.0009 

.0060 


.0330 


.0004 


.0080 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 

X-Ray  Equipment 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

21 

T  of  Opns 

Status 

9602500 

X-ray  field  unit  film  chest:  Illustrated . 

Each 

$98 . 00 

369.00 

s 

s 

9605500 

X-ray  field  unit,  dryer  and  loading  bin  combination: 

Each 

Complete  with  air  circulator;  for  field  processing  unit. 
Illustrated. 

9605600 

X-ray  field  unit,  dryer  and  loading  bin  combination, 
hot  air  exhaust  duct: 

Set 

8.00 

s 

9606000 

X-ray  field  unit  generator:  Gasoline  powered,  to 
produce  approximately  2,500  watts.  Complete  in 
chest.  Illustrated. 

Each 

535.15 

s 

9607000 

X-ray  field  unit  portable  grid:  Replacement  grid  for 
9614500;  also  suitable  for  use  in  bedside  or  similar 
types  of  radiography.  Illustrated. 

Each 

265.00 

s 

9608508 

X-ray  field  unit,  machine,  x-ray,  complete,  110  volt, 

60  cycles:  Consists  of  1  each  of  9608600,  9608700 
and  9608808.  (For  conversion  to  mobile  unit  use 
9609005  or  9609010;  for  table  unit  use  9614500.) 

1  pair  of  gloves,  1  apron  and  1  pair  of  goggles  in¬ 
cluded  with  each  assembly. 

Each 

1008.75 

s 

9608510 

X-ray  field  unit,  machine,  x-ray,  complete,  110-220 
volt,  60  cycle:  Consists  of  1  each  of  9608600, 
9608700  and  9608810.  (For  conversion  to  mobile 
unit  use  9609005  or  9609010;  for  table  unit  use 
9614500.)  1  pair  of  gloves,  1  apron  and  1  pair  of 
goggles  included  with  each  assembly.  Illustrated. 

Each 

1008.75 

s 

9608600 

X-ray  field  unit  transformer  unit  chest,  MD  X-2: 

Illustrated. 

Each 

214.60 

s 

9608700 

X-ray  field  unit  tube  unit,  chest  MD  X-3:  For  tube 

Each 

487.10 

s 

replacement  see  9620900.  Illustrated. 

9608808 

X-ray  field  unit,  control’unit,  chest,  MD,  X-4,  110  volt, 
60  cycle : 

Each 

332.25 

s 

9608810 

X-ray  field  unit  control  unit,  chest  MD  X-4,  110-220 
volt,  60  cycle:  Illustrated. 

Each 

332.25 

s 

9609005 

Chest  MD  X-l,  old  type:  Chassis  for  converting 
9608508  or  9608510  to  a  mobile  unit;  rear  wheels 
8-inch  diameter,  front  wheels  4-inch  diameter. 

Each 

364.00 

s 

9609010 

Chest  MD  X-l,  new  type:  Chassis  for  converting 
9608508  or  9608510  to  a  mobile  unit;  rear  wheels 
14-inch  diameter,  front  wheels  10-inch  diameter. 
Illustrated. 

Each 

609.00 

s 

9611500 

X-ray  field  unit  processing  unit,  for  darkroom:  For 

film  processing. 

Each 

738.00 

s 

9611700 

X-ray  field  unit  processing  unit,  auxiliary  wash  tank: 

Illustrated. 

Each 

250.00 

s 

9614500 

X-ray  field  unit  table  unit:  For  field  fluoroscopy, 
foreign  body  localization  and  roentgenography. 
Complete  in  chest.  Illustrated. 

Each 

015.95 

s 

. 

12 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9  FIELD  EQUIPMENT  AND  SUPPLIES  MED  3 

X-Ray  Equipment 


NUMBER  NOTES 

NOMENCLATURE  AND  DESCRIPTION 

|  _____ 

REPLACEMENT  RATES 

Status 

UNIT 

PRICE 

Zl 

T  of  Opns 

9617500 

9619100 

9620500 

9620800 

9620900 

9621500 

9624500 

9624600 

X  (1). . . 

X-ray  field  unit,  darkroom  tent:  For  fluoroscopy  or 
film  processing. 

X-ray  field  unit,  bi-plane  marker  and  re-orientating 
device: 

X-ray  field  unit  shockproof  cable:  Illustrated . 

X-ray  field  unit  tube  adapter:  For  utilizing  x-ray  tube 
of  9608508  and  9608510  with  6158000.  Illustrated. 

X-ray  field  unit  tube,  x-ray:  With  mounting  hanger. 
Illustrated. 

X-ray  field  unit,  fluoroscopic,  foreign  body  localization, 
complete:  With  table  unit.  Shockproof  15-ma. 
machine  for  use  with  both  110  volt  and  220  volt 
current.  1  pair  of  gloves,  1  apron  and  1  pair  of 
goggles  included  with  each  assembly.  Illustrated. 

X-ray  field  unit  kit,  spare  parts  and  repair,  x-ray 
machine:  For  use  with  9608508  and  9608510. 

X-ray  field  unit  kit,  spare  parts  and  repair,  table  unit: 

For  use  with  9614500. 

Each 

Each 

Each 

Each 

Each 

Set 

Each 

Each 

1310.95 

400.00 

60.00 

3.15 

403 . 65 

1775.00 

140.00 

154.10 

.0010 

.0120 

s 

s 

s 

s 

s 

s 

s 

s 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


13 


MED  3 


FIELD  EQUIPMENT  AND  SUPPLIES 

Individual  Equipment 


CLASS  9 


NUMBER 

NOTES 

9704000 

X . 

9705000 

(2) . 

9705100 

X . 

9705200 

9706500 

9707000 

9707500 

9708000 

9708500 

9709000 

X . 

9709500 

9710000 

(2) . 

9710500 

(2).,... 

9710600 

X  (2) .  .  . 

9710900 

X  (2) . . . 

9711000 

(2) . 

9711500 

(2) . 

9711600 

(2) . 

9712000 

(2) . 

9712500 

(2) . 

9713000 

(2) . 

9713500 

(2) . 

NOMENCLATURE  AND  DESCRIPTION 

Case,  dental  instrument,  empty :  Cotton . 

Case,  instrument,  medical  officer’s,  complete:  Illus¬ 
trated. 

Case,  instrument,  medical  officer’s,  empty:  Canvas. . 

Case,  instrument,  medical  officer’s,  metal  container 
for  2  knives: 

Kit  component,  cantle  ring  strap:  Illustrated . 

Kit  component,  insert,  type  I :  With  lace.  Illustrated .  . 

Kit  component,  insert,  type  II:  With  lace.  Illustrated. 

Kit  component,  litter  strap:  Illustrated . 

Kit  component,  pouch:  With  lace.  Illustrated . 

Kit  component,  pouch  lace:  For  9707000,  9707500  and 
9708500. 

Kit  component,  suspender:  Illustrated . 

Kit,  dental  officer’s,  complete :  Illustrated . 

Kit,  dental  private’s,  complete:  Illustrated . 

Kit,  first-aid,  parachute  (frying  pan  insert),  type  B-4: 

Illustrated. 


UNIT 

UNIT 

PRICE 

Each 

$.35 

Each 

7.35 

Each 

.25 

Each 

.25 

Each 

.10 

Each 

.15 

Each 

.12 

Each 

.10 

Each 

.75 

Each 

.01 

Each 

.55 

Each 

39.00 

Each 

14.00 

Each 

.75 

REPLACEMENT  RATES 


Zl 


Status 


T  of  Opns 


.0030 


.0300 


.0850 


1174 


.0300 


.0200 


8.2000 


1.1731 


Kit,  jungle,  medical,  individual,  M-2,  complete:  For 

container  use  9706100.  Illustrated. 

Kit,  medical  noncommissioned  officer’s,  complete: 

Illustrated. 

Kit,  medical  officer’s,  complete:  Illustrated . 

Kit,  medical,  parachutist’s,  complete:  Illustrated . 

Kit,  medical  private’s,  complete:  Illustrated . 

Kit,  veterinary  noncommissioned  officer’s,  complete: 

Illustrated. 

Kit,  veterinary  officer’s,  complete:  Illustrated . 

Kit,  veterinary  private’s,  complete:  Illustrated . 


Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 


.75 


6.0000 


S 


8.50 


S 


17.00 

17.75 

7.30 

11.50 


S 

s 

s 

s 


31.00 

9.15 


S 


s 


14 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9 


FIELD  EQUIPMENT  AND  SUPPLIES 

Unit  Equipment 


MED  3: 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

ZI 

T  of  Opns 

Status 

9719500 

Air  base  group  aid  station  equipment : . 

Each 

$8  521 

g 

9719600 

Air  corps  infirmary  equipment,  CZ  or  ZI,  3-bed : . 

Each 

426. 

s 

9719700 

Altitude  training  chamber,  medical  equipment : . 

Each 

*538. 

s 

9720100 

Ambulance  ship  medical  equipment: . 

Each 

19  870 

g 

9720300 

Auxiliary  surgical  group  equipment : . 

Each 

31  921. 

s 

9720500 

(2).  .  .  . 

< 

Battalion  medical  equipment : . 

Each 

583 

g 

9720600 

(2).... 

Battalion  medical  equipment,  pack  type : . 

Each 

976. 

g 

9720700 

Central  dental  laboratory : . 

Each 

19  046 

g 

9721000 

Convalescent  camp,  1000-bed: . 

Each 

39  632 

g 

9721500 

Convalescent  hospital,  3000-bed : .  .  . 

Each 

88  790 

g 

Dental  dispensary  equipment:  Consists  of  one  9502500 . 

Chest,  MD,  No.  60. 

9721800 

(2) . 

Dental  pack  equipment : . 

Each 

248. 

g 

9722100 

Emergency  rescue  airplane  equipment:  PBY  type.  .  .  . 

Each 

308. 

g 

9722300 

Evacuation  hospital,  semi-mobile,  400-bed : . 

Each 

49  314. 

g 

9722500 

Evacuation  hospital,  750-bed : . 

Each 

85  482. 

g 

9722600 

Eye,  ear,  nose  and  throat  clinic: . 

4  521. 

g 

9722700 

Field  hospital,  400-bed: . 

Each 

41  794 

g 

9722800 

Flight  surgeon’s  unit  No.  1,  ZI: . 

2  564 

g 

9722900 

Flight  surgeon’s  examining  unit  and  air  corps  infirmary 

Each 

2,570. 

s 

combined,  ZI: 

9723000 

General  dispensary  equipment,  CZ: . 

Each 

3  422. 

g 

9723005 

General  dispensary  equipment,  type  I,  CZ: . 

1  121. 

g 

9723100 

General  dispensary  equipment,  ZI: . 

Each 

24  002. 

g 

9723400 

General  hospital,  cantonment  type,  ZI,  1000-bed:.  .  .  . 

Each 

292  662. 

g 

9723500 

General  hospital,  CZ,  1000-bed: . 

Each 

177  516. 

g 

9723600 

General  hospital,  CZ,  1500-bed: . 

Each 

232  597. 

g 

9723700 

General  Hospital,  CZ,  500-bed: .  . 

Each 

g 

9723905 

Hospital  ship,  medical  equipment,  200-bed:.  .  . 

Each 

48  581 

s 

9723910 

Hospital  ship,  medical  equipment,  500-bed: . 

91  876 

s 

9723915 

Hospital  ship,  medical  equipment,  1000-bed:.  .  . 

156  517 

s 

9723920 

Hospital  ship,  100-bed  expansion  unit: . 

10  507 

s 

9724600 

Hospital  expansion  unit,  cantonment  type,  ZI,  25-bed:. 

Each 

4  902. 

s 

9724700 

Hospital  expansion  unit,  CZ,  25-bed: . 

3  196. 

s 

9724800 

Hospital  expansion  unit,  cantonment  type,  ZI,  50-bed:. 

11  551. 

s 

*4-chamber  unit. 
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MED  3 


FIELD  EQUIPMENT  AND  SUPPLIES 

Unit  Equipment 


CLASS  9 


NUMBER  NOTES 


REPLACEMENT  RATES 


NOMENCLATURE  AND  DESCRIPTION 


UNIT 


UNIT 

PRICE 


Status 


Zl 


T  of  Opns 


9724900 

Hospital  expansion  unit,  CZ,  50-bed : . 

Each 

$5  889. 

s 

9725000 

Hospital  expansion  unit,  cantonment  type,  ZI,  100-bed: 

Each 

22,329. 

s 

9725100 

Hospital  expansion  unit,  CZ,  100-bed: . 

Each 

10  757. 

s 

9725200 

Hospital  expansion  unit,  cantonment  type,  ZI,  250-bed: 

Each 

52,504. 

s 

9725300 

Hospital  expansion  unit,  CZ,  250-bed : . 

Each 

26  828. 

s 

9725400 

Hospital  expansion  unit,  cantonment  type,  ZI,  500-bed: 

Each 

95,942. 

s 

9725500 

Hospital  expansion  unit,  CZ,  500-bed: . 

Each 

52  288. 

s 

Hospital  train,  ZI:  For  cars  see  9738500,  9738700  and. 

9738900. 

Hospital  train,  CZ:  P'or  cars  see  9738200,  9738300,. 

9738400,  9738600  and  9738800. 

9725603 

Industrial  dispensary  No.  I : . 

Each 

8  102 

s 

9725605 

Industrial  dispensary  No.  2: . 

Each 

15  059. 

s 

9725610 

Industrial  dispensary  aid  station: . 

Each 

315. 

s 

9725700 

Infirmary  equipment,  CZ,  10-bed: . 

Each 

2  491. 

s 

9725800 

Infirmary  equipment,  ZI,  10-bed: . 

Each 

2  476. 

s 

9725900 

Infirmary  equipment,  regimental,  ZI,  3-bed: . 

Each 

802. 

s 

9726100 

Infirmary  equipment,  regimental,  ZI,  3-bed,  supplement 

Each 

878. 

s 

9726400 

A: 

Medical  battalion  gas  treatment :  1  of  9726405  and  3  of 

Each 

60,376. 

s 

9726410. 

9726405 

Medical  battalion  gas  treatment,  headquarters  and 

Each 

5,197. 

s 

headquarters  detachment : 

9726410 

Medical  battalion  gas  treatment,  clearing  company :  . 

Each 

18  393. 

s 

9727000 

(2) . 

Medical  pack  equipment: .' . 

Each 

215. 

s 

9727100 

Medical  department  replacement  training  center: . 

Each 

6,590. 

s 

9727300 

Medical  examining  board  for  selective  service,  equip- 

Each 

982. 

s 

ment  for:  Without  photoroentgenographic  equip- 

ment. 

9727400 

Medical  examining  board  for  selective  service,  photo- 

Each 

7,791. 

s 

roentgenographic  equipment  for: 

9727500 

Medical  laboratory,  army  or  communications  zone: .... 

Each 

11,342. 

1  s 

9727600 

Medical  laboratory,  general : . . . . 

25,375. 

s 

9727700 

Medical  laboratory,  service  command,  ZI : . 

Each 

14,985. 

s 

9728000 

(2) . 

Medical  training  set,  aviation,  A: . 

Each 

1,757. 

s 

9728100 

(2) . 

Medical  training  set,  aviation,  B: . 

Each 

5,576. 

s 

9728300 

Medical  maintenance,  amphibian  force: . 

Each 

1  020. 

s 

9730000 

(2) . 

Regimental  headquarters  medical  equipment: . 

Each 

464. 

s 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9  FIELD  EQUIPMENT  AND  SUPPLIES  MED  3 

Unit  Equipment 


NUMBER  NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

ZI  T  of  Opns 

Status 

9730100 

9730500 

9730900 

9731000 

9731100 

9731200 

(2) . 

(2) . 

Regimental  headquarters  medical  equipment, pack  type:. 

Squadron  aid  station  equipment : . 

Each 

Each 

Each 

Each 

Each 

Each 

$504. 

905. 

s 

s 

s 

s 

s 

s 

Station  hospital,  cantonment  type,  ZI,  25-bed : . 

Station  hospital,  CZ,  25-bed : . 

12,508. 

9  841. 

Station  hospital,  cantonment  type,  ZI,  50-bed : . 

Station  hospital,  CZ,  50-bed : . 

33,568. 

13,784. 

Station  hospital,  cantonment  type,  ZI,  75-bed:  1  of 

9731100  and  1  of  9724600. 

Station  hospital,  CZ,  75-bed:  1  of  9731200  and  1  of 
9724700. 

Station  hospital,  cantonment  type,  ZI,  100-bed : . 

Station  hospital,  CZ,  100-bed: . 

9731300 

9731500 

Each 

Each 

51,469. 

32  904. 

s 

s 

Station  hospital,  cantonment  type,  ZI,  150-bed:  1  of 

9731300  and  1  of  9724800. 

Station  hospital,  CZ,  150-bed:  1  of  9731500  and  1  of 
9724900. 

Station  hospital,  cantonment  type,  ZI,  200-bed:  1  of 

9731300  and  1  of  9725000. 

Station  hospital,  CZ,  200-bed:  1  of  9731500  and  1  of 
9725100. 

Station  hospital,  cantonment  type,  ZI,  250-bed:  . 

Station  hospital,  CZ,  250-bed: . 

9731700 

9732000 

Each 

Each 

101,546. 

55  150. 

s 

s 

Station  hospital,  cantonment  type,  ZI,  300-bed:  1  of 

9731700  and  1  of  9724800. 

Station  hospital,  CZ,  300-bed:  1  of  9732000  and  1  of 
9724900. 

Station  hospital,  cantonment  type,  ZI,  350-bed:  1  of 

9731700  and  1  of  9725000. 

Station  hospital,  CZ,  350-bed:  1  of  9732000  and  1  of 
9725100. 

Station  hospital,  cantonment  type,  ZI,  400-bed:  1  of 

9731700,  1  of  9725000  and  1  of  9724800. 

Station  hospital,  CZ,  400-bed:  1  of  9732000,  1  of 
9725100  and  1  of  9724900. 

Station  hospital,  cantonment  type,  ZI,  450-bed:  1  of 

9731700  and  2  of  9725000. 

Station  hospital,  CZ,  450-bed:  1  of  9732000  and  2  of 
9725100 

Station  hospital,  cantonment  type,  ZI,  500-bed : . 

Station  hospital,  CZ,  500-bed: . 

9732100 

9732300 

Each 

Each 

166,864. 

133,801. 

s 

s 
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MED  3 


FIELD  EQUIPMENT  AND  SUPPLIES 

Unit  Equipment 


CLASS  9 


NUMBER  NOTES 


REPLACEMENT  RATES 


NOMENCLATURE  AND  DESCRIPTION 


UNIT 


UNIT 

PRICE 


Status 


Zl 


T  of  Opns 


Station  hospital,  cantonment  type,  ZI,  600-bed:  1  of 

9732100  and  1  of  9725000. 

Station  hospital,  CZ,  600-bed:  1  of  9732300  and  1  of 
9725100. 

Station  hospital,  cantonment  type,  ZI,  700-bed:  1  of 

9732100  and  2  of  9725000. 

Station  hospital,  CZ,  700-bed:  1  of  9732300  and  2  of 
9725100. 


9732400 

9732500 


Station  hospital,  cantonment  type,  ZI,  750-bed : 
Station  hospital,  CZ,  750-bed : . 


Station  hospital,  cantonment  type,  ZI,  800-bed:  1  of 

9732400  and  1  of  9724800. 

Station  hospital,  CZ,  800-bed:  1  of  9732500  and  1  of 
9724900. 


Each 

Each 


5225,681, 

164,232, 


Station  hospital,  cantonment  type,  ZI,  900-bed:  1  of 

9732400,  1  of  9725000  and  1  of  9724800. 

Station  hospital,  CZ,  900-bed:  1  of  9732500,  1  of 
9725100  and  1  of  9724900. 


9733000 

9733005 

9733006 

9733008 

9733009 

9733010 

9733012 

9733014 

9733100 

9733200 

9733500 

9733700 

9734000 

9734500 

9735000 


Surgical  hospital : . 

Team,  gas: . 

Team,  general  surgical: . 

Team,  maxillo-facial : . 

Team,  neurosurgical : . 

Team,  orthopedic: . 

Team,  shock : . . 

Team,  thoracic  surgery: . 

Training  equipment  No.  1,  for  general  dispensary, 
hospital  center,  medical  concentration  center, 
station  hospitals  under  250-bed : 

Training  equipment  No.  2,  for  general  hospital,  station 
hospitals  250-bed  and  over,  and  convalescent  hospital : 

Veterinary  convalescent  hospital,  CZ,  500-patient: _ 

Veterinary  detachment,  food  inspection,  medical  equip¬ 
ment  : 

Veterinary  dispensary  equipment,  CZ: . 

Veterinary  evacuation  hospital,  150-patient: . 

Veterinary  general  hospital,  CZ,  500-patient: . 


Each 

Each 

9,223. 

Each 

713. 

Each 

1,234. 

Each 

1,200. 

Each 

942. 

Each 

232. 

Each 

910. 

Each 

1,795. 

Each 

2,160. 

Each 

7,745. 

Each 

109. 

Each 

1,054. 

Each 

2,078. 

Each 

9,013. 

S 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 
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CLASS  9 


FIELD  EQUIPMENT  AND  SUPPLIES 

Unit  Equipment 


MED  3 


NUMBER  NOTES 


9735200 

9735500 

9736000 

9736100 

9736200 

9736300 

9736400 

9736500 

9736800 

9736900 

9737000 


(2) 


9737100 

9737200 

9737300 

9738200 

9738300 

9738400 

9738500 

9738600 

9738700 

9738800 

9738900 

9739000 

9739500 


NOMENCLATURE  AND  DESCRIPTION 

Veterinary  infirmary  equipment,  ZI: . 

Veterinary  pack  equipment: .  . . 

Veterinary  station  hospital,  ZI,  150-patient: . 

Veterinary  station  hospital,  CZ,  150-patient: . 

Veterinary  station  hospital,  ZI,  100-patient: . 

Veterinary  station  hospital,  ZI,  50-patient: . 

Veterinary  station  hospital,  ZI,  25-patient: . 

Veterinary  station  hospital,  ZI,  10-patient: . 

Venereal  diseases,  dispensary  equipment  and  supplies, 


Venereal  diseases  hospital  expansion  unit,  cantonment 
type,  ZI,  500-bed:  Supplementary  facilities. 

Venereal  diseases  hospital  expansion  unit,  cantonment 
type,  ZI,  250-bed :  Supplementary  facilities. 

Venereal  diseases  hospital  expansion  unit,  cantonment 
type,  ZI,  100-bed:  Supplementary  facilities. 

Venereal  diseases  hospital  expansion  unit,  cantonment 
type,  ZI,  50-bed:  Supplementary  facilities. 

Venereal  diseases  hospital  expansion  unit,  cantonment 
type,  ZI,  25-bed:  Supplementary  facilities. 

Kitchen-dining-pharmacy  car,  CZ,  medical  equipment: 

For  hospital  train. 

Officer’s  personnel  car,  CZ,  medical  equipment:  For 

hospital  train. 

Orderly  car,  CZ,  medical  equipment:  For  hospital  train 

Unit  car,  ZI,  medical  equipment:  For  hospital  train.. . 

Utility  car,  CZ,  medical  equipment:  For  hospital  train 

Ward  car,  ZI,  medical  equipment:  For  hospital  train.. 

Ward  car,  CZ,  medical  equipment:  For  hospital  train. 

Ward  car,  modified,  ZI,  medical  equipment:  With 
dressing  room.  For  hospital  train. 

Kitchen  car,  ZI,  medical  equipment:  For  hospital  train 

Unit  medical  equipment  pack:  Composed  of  1  of 
9794100,  1  of  9794200,  2  of  9794400,  1  of  9794600 
and  1  of  9794800. 


UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

ZI 

T  of  Opns 

Each 

$619. 

s 

Each 

74. 

s 

Each 

7,263. 

s 

Each 

5,011. 

s 

Each 

6,213. 

s 

Each 

4,949. 

s 

Each 

2,202. 

s 

Each 

1,770. 

s 

Each 

1,625. 

s 

Each 

46,807. 

s 

Each 

26,146. 

s 

Each 

10,169. 

s 

Each 

5,138. 

s 

Each 

2,375. 

s 

Each 

566. 

s 

Each 

407. 

s 

Each 

567. 

s 

Each 

1,926. 

s 

Each 

10. 

s 

Each 

1,368. 

s 

Each 

1,065. 

s 

Each 

2,023. 

s 

Each 

933. 

s 

Each 

284. 

s 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 

Unit  Assemblages  and  Component  Parts 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

~T 

1 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

UNIT 

Zl 

T  of  Opns 

9745000 

(2)  .... 

Bedpans,  box  of: . 

Each 

$12  75 

s 

9745500 

(2) . 

Blanket  set,  large,  complete : . 

Each 

181  50 

s 

9746000 

Blanket  set,  large,  case,  empty :  Canvas . 

Each 

1.60 

s 

9746500 

(2) . 

Blanket  set,  small,  complete: . 

Each 

60  50 

s 

9747000 

Blanket  set,  small,  case,  empty:  Canvas . 

Each 

.80 

s 

9747500 

Block,  wood,  for  syringes  and  needles:  With  metal 

Each 

2.85 

s 

protector  and  cover.  Drilled  to  hold  12  of  3847000 

and  4  of  8122000.  For  use  in  8020000. 

9750500 

Cabinet,  dental  laboratory:  With  four  drawers.  In 

Each 

5.00 

s 

9791000  tray  set,  type  6. 

9751000 

Cabinet,  stationery :  With  one  drawer  and  three  docu- 

Each 

9.50 

s 

ment  files.  In  9789500  Tray  Set,  Type  3. 

9751500 

Case,  utility,  canvas,  empty:  18H  by  26  inches . 

Each 

.50 

s 

9751700 

(2) . 

Chest,  ambulance,  airplane,  complete:  Illustrated . 

Each 

46.75 

s 

9751800 

Chest,  ambulance,  airplane,  empty : . 

Each 

25  00 

s 

9752000 

(2) . 

Chest,  cooking  utensils,  complete : . 

Each 

31  50 

s 

9752500 

Chest,  cooking  utensils,  empty: . 

Each 

11  65 

s 

9752600 

(2)  .  .  .  . 

Chest,  drugs,  complete: . 

Each 

88  25 

s 

9753000 

X . 

Chest,  field,  drawer:  For  9754000 . 

Each 

3  40 

.0060 

s 

9753500 

Chest,  field,  plain : . 

10  65 

s 

9754000 

Chest,  field,  modified :  Consists  of  1  chest,  field,  plain 

Each 

12.10 

s 

(9753500),  less  1  handle,  equipped  with  bracket  table 

board  and  containing  2  chest,  field,  drawer 

(9753000),  and  2  litter  support  brackets  (9779000). 

9754500 

(2) .... 

Chest,  flight  service,  complete :  Illustrated . 

Each 

145.50 

s 

9755000 

Chest,  flight  service,  empty :  With  built-in  operating 

Each 

15  85 

s 

trays. 

9756500 

(2) .  .  .  . 

Chest  MD  No.  1,  complete:  Illustrated . 

52  50 

s 

9757000 

(2) .... 

Chest  MD  No.  2,  complete : . 

165.15 

s 

9757500 

(2) .... 

Chest  MD  No.  4,  complete:  Illustrated . 

Each 

72.75 

s 

9761500 

(2) .... 

Chest,  medical  pack  A,  complete:  For  9727000. 

Each 

108 . 25 

s 

Illustrated. 

9762000 

(2) ...  . 

Chest,  medical  pack  B,  complete:  For  9727000. 

Each 

53.25 

s 

Illustrated. 

9762300 

(2) .  .  .  . 

Chest,  medical  supplies,  supplemental,  complete : . 

Each 

65.50 

s 

9762500 

(2) .... 

Chest,  mess,  complete : . 

Each 

60.25 

s 

9763000 

Chest,  mess,  empty: . 

Each 

17  20 

s 

9763100 

(2) .... 

Chest,  miscellaneous  supplies,  complete : . 

Each 

25.25 

s 

9763200 

Chest,  pack,  dental  A,  empty:  For  95022000  . 

Each 

31.85 

s 
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CLASS  9  FIELD  EQUIPMENT  AND  SUPPLIES  MED  3 

Unit  Assemblages  and  Component  Parts 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

9763300 

Chest,  pack,  dental  B,  empty:  For  9502300 . 

Each 

$33  45 

g 

9763500 

Chest,  pack,  empty:  For  9761500,  9762000,  9812200 

Each 

17  45 

s 

and  9812500. 

9763900 

(2) . 

Chest,  plasma,  complete:  Illustrated . 

Each 

128  75 

g 

9764000 

(2) . 

Chest,  sterilizer,  complete : . 

Each 

40  00 

a 

9764200 

(2) . 

Chest,  surgical  supplies  A,  complete : . 

Each 

84  00 

s 

9764300 

(2) . 

Chest,  surgical  supplies  B,  complete : . 

Each 

34  25 

s 

9764500 

(2) . 

Chest,  tableware,  complete:  Illustrated . 

Each 

110.71 

s 

9765000 

Chest,  tableware,  empty : . 

11  45 

g 

9766000 

X . 

Container  No.  2:  2%by2%-inch.  Round,  with  screw 

Each 

.70 

.0020 

.0100 

s 

cap.  Hard  rubber  or  plastic. 

9766100 

X . 

Container,  for  kit,  jungle,  medical,  individual,  M-2 : . 

65 

2.2200 

g 

9766200 

X . 

Container,  for  kit,  first-aid,  arctic: . 

Each 

6  00 

s 

9766300 

Container,  for  kit,  first-aid,  gas  casualty : . 

Each 

1  25 

g 

9766400 

X . 

Container,  for  kit,  first-aid,  jungle: . 

Each 

6  00 

s 

9766500 

Container,  metal,  large:  Galvanized,  15%  by  6  by 

Each 

1  30 

s 

5%-inch;  with  bail.  For  9762000. 

9767000 

Container,  metal,  small:  Galvanized,  8%  by  3%  by 

Each 

1.05 

s 

5%-inch;  with  bail.  For  9762000.  Illustrated. 

9767500 

X . 

Container,  metal,  No.  1 :  Illustrated . 

01 

1750 

1  7500 

g 

9768000 

X . 

Container,  metal,  No.  2:  For  9355000.  Illustrated _ 

Each 

.02 

.2000 

1.0000 

s 

9768500 

X . 

Container,  metal,  No.  4 :  For  60-cc.  vials.  Illustrated.. 

Each 

.15 

.0100 

.8000 

s 

9769000 

X . 

Container,  metal,  No.  5:  For  catheters.  Illustrated. . . 

Each 

.10 

.0200 

1.3240 

s 

9770000 

X . 

Container,  metal,  No.  7,  12-oz:  With  screw  top.  For 

Each 

.12 

.0600 

1.0000 

s 

tablets.  Illustrated. 

9771000 

X . 

Container,  metal.  No.  9,  3-oz:  With  screw  top.  For 

Each 

.08 

.0550 

1.0000 

s 

tablets.  Illustrated. 

9771500 

X . 

Container,  metal.  No.  10,  1-gal:  With  screw  top.  For 

Each 

.12 

.0065 

.1200 

s 

gasoline.  Illustrated. 

9771700 

X . 

Container,  metal,  No.  11,  Vfe-gal:  With  screw  top. 

Each 

.10 

.0200 

.1600 

s 

For  kerosene.  Illustrated. 

9772000 

X . 

Container,  metal,  No.  12,  1-pt:  With  screw  top. 

Each 

.08 

.0140 

.3000 

s 

Illustrated. 

9772500 

X . 

Container,  metal,  No.  13:  Friction  top  tin.  For  nails. . 

Each 

.08 

.0100 

.2000 

s 

9773000 

X . 

Container,  metal,  No.  14,  1-qt:  With  screw  top. 

Each 

.10 

.0234 

.3000 

s 

Illustrated. 

9773300 

X . 

Container,  paper,  iy2  by  2Vfc-inch:  With  screw  cap. 

Each 

.05 

.0050 

.0600 

s 

Illustrated. 

9773400 

X . 

Container,  paper,  IV2  by  4-inch:  With  screw  cap. 

Each 

.05 

.0100 

.0965 

s 

Illustrated. 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 


Unit  Assemblages  and  Component  Parts 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

9773500 

Cover,  canvas,  pack  chest:  For  9763500 . 

Each 

$0  95 

s 

9773700 

Cover,  canvas,  dental  pack  chests:  For  9763200  and* 

Each 

2  75 

s 

9763300;  also  used  for  9815800. 

9774000 

(2) . 

Crash  splint  unit:  Illustrated . 

Each 

48  10 

s 

9775000 

(2) . 

Dispensing  set,  field,  complete :  Illustrated . 

Each 

2.90 

s 

9775500 

X . 

Dispensing  set,  field,  container: . 

1  90 

.0003 

.0001 

s 

9775600 

(2) . 

Set,  gas  casualty,  M-2:  Illustrated . 

Set 

48  50 

s 

9775800 

(2) . 

Gas  casualty  case,  aprons  and  gloves:  Consists  of 

Each 

127.75 

s 

9747000  Blanket  Set,  small,  case,  containing  20 

impermeable  aprons  and  20  pairs  of  impermeable 

gloves. 

9776000 

X . 

Insert,  plywood:  For  9761500,  9812200  and  9812500. 

Each 

3.45 

.0001 

.0050 

s 

9776100 

X . 

Insert,  plywood,  No.  2:  For  9815800 . 

Each 

1  80 

0003 

s 

9776200 

X  (2) .  . . 

Kit,  first-aid,  arctic,  complete:  Aeronautic.  For 

Each 

15.40 

As  req’d 

As  req’d 

s 

container  use  9766200.  Illustrated. 

9776210 

X  (2) .  .  . 

Kit,  first-aid,  battle  dressing,  complete: . 

Each 

3  20 

s 

9776212 

X . 

Kit,  first-aid,  battle  dressing,  container: . 

Each 

05 

s 

9776300 

X  (2) . . . 

Kit,  first-aid,  jungle,  complete:  Aeronautic.  For 

Each 

21.15 

As  req’d 

As  req’d 

s 

container  use  9766400.  Illustrated. 

9776400 

(2) . 

Kit,  first-aid,  gas  casualty,  complete:  For  container 

Each 

4.65 

s 

use  9766300. 

9776500 

X  (2) . . . 

Kit,  first-aid,  aeronautic,  complete:  Illustrated . 

Each 

3.45 

As  req’d 

As  req’d 

s 

9776600 

X . 

Kit,  first-aid,  aeronautic,  container: .  .  . 

1  00 

As  req’d 

s 

9776700 

X  (2) .  .  . 

Kit,  treatment,  gas  casualty,  complete:  Illustrated.  .  .  . 

Each 

25.00 

.0450 

s 

9776800 

X . 

Kit,  treatment,  gas  casualty,  container : . 

Each 

7  00 

s 

9776900 

X  (2) . . . 

Kit,  first-aid,  for  pneumatic  life  raft : . 

Each 

2.50 

.0100 

.2500 

s 

9777100 

(2) . 

Kit,  first-aid,  motor  vehicle,  24-unit,  complete:  Illus- 

Each 

4.65 

s 

trated. 

9777200 

Kit,  first-aid,  motor  vehicle,  24-unit,  container: . 

Each 

1.25 

s 

9777300 

(2).'.... 

Kit,  first-aid,  motor  vehicle,  12-unit,  complete:  Illus- 

Each 

2.15 

s 

trated. 

9777400 

Kit,  first-aid,  motor  vehicle,  12-unit,  container: . 

Each 

1.10 

s 

9777500 

(2) . 

Lantern  set:  Illustrated . 

Each 

10  15 

s 

9778000 

Lantern  set,  crate,  empty : . 

Each 

5.50 

s 

Lantern  set,  kerosene  can,  empty:  J^-gal.  (Use. 

9771700). 

9778500 

X  (2) . . . 

Packet,  first-aid,  parachute,  complete:  Illustrated . 

Each 

.60 

As  req’d 

As  req’d 

s 

9778600 

X . 

Packet,  first-aid,  parachute,  container : . 

Each 

.  10 

s 
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CLASS  9  FIELD  EQUIPMENT  AND  SUPPLIES  MED  3 

Unit  Assemblages  and  Component  Parts 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

9778700 

Packboard :  Complete  with  canvas  cover.  For  use  with 

Each 

$2.85 

s 

9775600,  9794100,  9794200,  9794400,  9794600  and 

9794800. 

9778800 

Packboard  cover,  canvas: . 

Each 

2  75 

s 

9778900 

Packboard  adapter:  For  use  with  9778700  in  assem- 

Each 

1  05 

s 

bling  9794800. 

9779000 

X . 

Litter  support  bracket:  For  9754000 . 

45 

.0050 

n7nn 

o 

9779100 

(2).... 

Pajama  set,  coat,  summer:  60  medium  (7163010)  and 

Each 

100.00 

s 

40  large  (7163005)  packed  in  9747000. 

9779200 

(2).... 

Pajama  set,  trousers,  summer:  60  medium  (7165010) 

Each 

100.00 

s 

and  40  large  (7165005)  packed  in  9747000. 

9779300 

(2).... 

Pajama  set,  coat,  winter:  45  medium  (7164010)  and 

Each 

45.75 

s 

15  large  (7164005)  packed  in  9747000. 

9779400 

(2).... 

Pajama  set,  trousers,  winter:  45  medium  (7166010) 

Each 

45.75 

s 

and  15  large  (7166005)  packed  in  9747000. 

9779500 

(2).... 

Physical  examination  set,  flight  surgeon’s:  Illustrated. 

Each 

347.00 

s 

9780000 

Physical  examination  set,  flight  surgeon’s,  empty 

Each 

15  90 

s 

chest : 

9780500 

(2).... 

Physical  examination  set,  recruiting: . 

Each 

83  25 

s 

9781000 

Physical  examination  set,  recruiting,  empty  chest : . 

Each 

16  65 

s 

9781200 

(2).... 

Pillow  case  set:  100  of  7169000  packed  in  9747000.  .  .  . 

Each 

28.75 

s 

9781400 

(2).... 

Sheet  set:  60  of  7172000  packed  in  9747000 . 

Each 

72.75 

s 

9781500 

(2).... 

Splint  set:  Illustrated . 

Each 

41  15 

■j  s 

9782000 

Splint  set  case,  empty : . 

Each 

3  55 

s 

9782200 

(2).... 

Splint  set,  army:  Folding  splints.  Illustrated . 

Each 

12.00 

s 

9782300 

Splint  set,  army,  empty  case: . 

Each 

70 

s 

9782500 

(2) . 

Surgical  dressings  set: . 

Set 

51  25 

s 

9783000 

Table,  laboratory :  With  supporting  legs.  In  9791000 

Each 

2  85 

s 

tray  set,  type  6. 

9783500 

Table  and  stool  set:  Consists  of  1  folding  office  table 

Each 

13  50 

s 

and  4  folding  stools.  In  9789500  tray  set  type  3  .  . . . 

9784000 

Table  top:  For  tray  sets.  In  9789000  tray  set  type  1; 

Each 

1  45 

s 

9790500  tray  set,  type  5;  9791500  tray  set  type  7. 

9784500 

Table,  typewriter:  In  9789500  tray  set  tvpe  3 . 

Each 

3  70 

s 

9784700 

(2) . 

Towel  set,  bath:  50  of  7177000  packed  in  9747000.  .  .  . 

Each 

23.25 

s 

9784800 

(2) . 

Towel  set,  hand:  150  of  7178000  packed  in  9747000  .  . 

Each 

23.25 

s 

9785000 

Tray  No.  1 :  In  9789000  tray  set  type  1 . 

Each 

2.15 

s 

9785500 

Tray  No.  2:  In  9789000  tray  set  type  1 . 

Each 

2  20 

s 

9786000 

Tray  No.  3:  In  9789000  tray  set  type  1 . 

Each 

2  55 

s 
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MED  3 


FIELD  EQUIPMENT  AND  SUPPLIES 

Unit  Assemblages  and  Component  Parts 


CLASS  9 


NUMBER  NOTES 


NOMENCLATURE  AND  DESCRIPTION 


9786500 


Tray  No.  6 :  In  9409500  chest,  laboratory,  field ;  9807000 
chest,  MD,  No.  80;  and  9808000  chest  MD  No.  81. 


9787500 


Tray  No.  8:  In  9790500  tray  set  type  5 


9788000 


Tray  No.  9 :  In  9790500  tray  set  type  5 


9788500 


Tray  No.  10:  In  9791500  tray  set  type  7 


9789000 


Tray  set  type  1 :  Consists  of  1  each  of  9784000  table 
top  9785000  tray  No.  1;  9785500  tray  No.  2;  and 
9786000  tray  No.  3.  In  9757000  chest  MD  No.  2. 


UNIT 


Each 


UNIT 

PRICE 


REPLACEMENT  RATES 


Zl 


T  of  Opns 


$1.95 


Status 


s 


Each 

Each 

Each 

Each 


3.95 
4.20 
5.00 

7.95 


S 

S 

s 

s 


9789500 

9790500 

9791000 


Tray  set  type  3:  Consists  of  1  each  of  9751000  cabinet,  Each 
stationery;  9783500  table  and  stool  set;  and  9784500 
table,  typewriter.  In  9757500  chest  MD  No.  4. 

Tray  set  type  5:  Consists  of  1  each  of  9784000  table  Each 
top;  9787500  tray  No.  8;  9788000  tray  No.  9;  and 
9792000  tray,  tool.  In  9502500  chest  MD  No.  60. 


Tray  set  type  6 :  Consists  of  1  each  of  9750500  cabinet, 
dental  laboratory,  and  9783000  table,  laboratory. 
In  9502600  chest  MD  No.  61. 


Each 


17.80 

10.50 


15.00 


s 

s 

s 


9791500 

9792000 

9792200 

9792300 


9792500 

9793000 

&794100 

9794200 

9794400 

9794600 

9794800 


(2) 


(2) 

(2) 

(2) 

(2) 

(2) 


Tray  set  type  7:  Consists  of  1  each  of  9784000  table 
top  and  9788500  tray  No.  10.  In  9502700  chest 
MD  No.  62. 

Tray,  tool:  With  holder  and  trunk  bracket.  In  9790500 
tray  set  type  5.  Illustrated. 

Unit  medical  equipment  pack,  empty  case :  Canvas  .  . 

Unit  medical  equipment  pack,  empty  insert :  Canvas  . 

Unit  medical  equipment  pack,  packboard :  Use  9778700. 

Venereal  prophylactic  unit:  Illustrated . 

Venereal  prophylactic  unit,  empty  chest: . 

Pack  No.  1,  unit  medical  equipment: . 

Pack  No.  2,  unit  medical  equipment: . 

Pack  No.  3,  unit  medical  equipment: . 

Pack  No.  4,  unit  medical  equipment: . 

Pack  No.  5,  unit  medical  equipment: . 


Each 

Each 

Each 

Each 


Each 

Each 

Each 

Each 

Each 

Each 

Each 


2.90 

1.75 

.85 

.30 


14.75 
7.50 

84.75 
53.25 
48.50 
44.00 

5.45 


S 

S 

s 

s 


s 

s 

s 

s 

s 

s 

s 
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CLASS  9  FIELD  EQUIPMENT  AND  SUPPLIES  MED  3 


Veterinary  Equipment 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

9802000 

(2) . 

Case,  dental,  veterinary,  complete:  Illustrated . 

Each 

mo  ,oo 

s 

9802100 

Case,  dental,  veterinary,  empty:  Canvas . 

Each 

1  75 

g 

9803000 

(2) . 

Case,  foot,  veterinary,  complete:  Illustrated . 

Each 

33  50 

s 

9803100 

Case,  foot,  veterinary,  empty:  Canvas . 

Each 

2  20 

s 

9804000 

(2) . 

Case,  forceps,  hemostatic,  veterinary,  complete:  Illus- 

Each 

25.00 

s 

trated. 

9804100 

Case,  forceps,  hemostatic,  veterinary,  empty :  Canvas 

Each 

.60 

s 

9805000 

(2) . 

Case,  general  operating,  veterinary,  complete:  Illus- 

Each 

113.30 

s 

trated. 

9805100 

Case,  general  operating,  veterinary,  empty :  Canvas . . 

Each 

5  35 

s 

9805200 

Case,  general  operating,  veterinary,  metal  container 

Each 

2.25 

s 

for  4  knives:  Also  used  for  8023000. 

9805500 

(2) . 

Case,  instrument,  veterinary  noncommissioned  officer’s, 

Each 

7.50 

s 

complete:  Illustrated. 

9805600 

X . 

Case,  instrument,  veterinary  noncommissioned 

Each 

.75 

.0001 

.0020 

s 

• 

officer’s,  empty:  Canvas. 

9805700 

(2) . 

Case,  instrument,  veterinary  private’s,  complete:  Illus- 

Each 

3.00 

s 

trated. 

9805800 

X . 

Case,  instrument,  veterinary  private’s,  empty :  Canvas 

Each 

.50 

.0002 

.0005 

s 

9806000 

(2) . 

Case,  stomach  and  rectal,  veterinary,  complete:  Illus- 

Each 

6.75 

s 

trated. 

9806100 

Case,  stomach  and  rectal,  veterinary,  empty :  Canvas . 

Each 

1  00 

s 

9807000 

(2)..... 

Chest  MD  No.  80,  complete:  Veterinary . 

Each 

141 .00 

s 

9808000 

(2) . 

Chest  MD  No.  81,  complete:  Veterinary . 

Each 

50.00 

s 

9812000 

Chest,  veterinary,  empty:  For  9814000,  9815000  and 

Each 

14  55 

s 

9816000. 

9812200 

(2) . 

Chest,  veterinary  pack  A,  complete:  For  9735500.  Illus- 

Each 

37  00 

s 

trated. 

9812500 

(2) . 

Chest,  veterinary  pack  B,  complete:  For  9735500.  Illus- 

Each 

34.75 

s 

trated. 

9814000 

(2) . 

Chest,  restraint,  veterinary,  complete:  Illustrated . 

Each 

94.45 

s 

9815000 

(2) . 

Chest,  restraint,  veterinary,  supplemental,  complete: 

Each 

66.25 

s 

Illustrated. 

9815400 

(2) . 

Gas  casualty  set,  veterinary,  complete:  Consists  of  1 

Each 

143.75 

s 

each  9815500  gas  casualty  set,  veterinary,  case, 

aprons,  complete;  9815600  gas  casualty  set,  veterin- 

ary,  chest  A,  complete;  and  9815700  gas  casualty 

set,  veterinary,  chest  B,  complete. 

9815500 

(2) . 

Gas  casualty  set,  veterinary,  case,  aprons,  complete: 

Each 

44.00 

s 

Consists  of  9751500  case,  utility,  canvas,  containing 

8  impermeable  aprons  and  4  canvas  buckets. 

. | 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 

Veterinary  Equipment 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

9815600 

9815700 

9815800 

(2) . 

Gas  casualty  set,  veterinary,  chest  A,  complete: . 

Each 

Each 

Each 

$46.25 

s 

s 

s 

(2) . 

Gas  casualty  set,  veterinary,  chest  B,  complete: . 

53  50 

Gas  casualty  set,  veterinary,  empty  chest:  For 
9815600  and  9815700. 

Gas  casualty  set,  veterinary,  canvas  cover  for  chests 

A  and  B:  (Use  9773700). 

Surgical  dressings  set,  veterinary : . 

19.40 

9816000 

(2) . 

Set 

38.25  . 

s 

* 

► . > . . . I . I . I . I . I< 
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CLASS  9  FIELD  EQUIPMENT  AND  SUPPLIES  MED  3 


Miscellaneous  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Z. 

T  of  Opns 

9901005 

(1)  B.  . 

.  Acetylene  unit,  cylinder,  filled,  type  A:  72  cubic  feet 

Each 

$17.00 

s 

capacity. 

9901010 

(1)  B.  . 

Acetylene  unit,  cylinder,  filled,  type  B:  40  cubic  feet 

Each 

17.00 

s 

capacity. 

9901505 

.  Acetylene  unit,  cylinder,  empty,  type  A:  72  cubic  feet 

Each 

9  00 

s 

capacity. 

9901510 

Acetylene  unit,  cylinder,  empty,  type  B:  40  cubic  feet 

Each 

9  00 

s 

capacity. 

9901700 

Adapter,  toboggan  litter:  For  fastening  standard  litter 
to  standard  toboggan  to  provide  for  transportation 

Each 

1.00 

s 

of  wounded.  Two  required  per  toboggan  when  litter 

is  used. 

9903000 

X(l).. 

Apron,  impermeable: . 

Each 

4.90 

.1000 

3.0000 

s 

9903500 

Autoclave,  field,  portable:  Pressure  cooker  type;  coin- 

Each 

45  00 

s 

plete  with  leaded  gasoline  burner  and  stand. 

9904000 

Axe,  hand,  fire: . 

2  50 

S3 

99043C9 

Bag,  duffle:  For  9720600  and  9730100 . 

Each 

1  60 

s 

9904500 

X . 

Bag,  patient’s  effects:  With  drawstring  . 

30 

.1000 

.1000 

a 

9905500 

X  (1)  N 

Bands,  rubber,  assorted,  34  lb:  50%  Xo.  18,  40%  No. 

Carton 

.05 

s 

32,  10%  No.  64. 

9907000 

Basin,  canvas,  folding: . 

15 

s 

9907300 

Basket,  dish-sterilizing:  Immersion  type.  For  use  with 

Each 

6.15 

s 

7736000.  Illustrated. 

9907500 

Bed,  folding:  Hospital  cot,  76  by  36  by  3234  inches.  . 

Each 

4  60 

s 

9908000 

Bed  frame,  Gatch:  .  .  . 

11  25 

g 

9909000 

Blanket,  o.d.:  90  by  66  inches . 

Each 

7  50 

s 

9909500 

(1) . 

Blanket,  rubber:  80  by  68  inches . 

Each 

6.50 

s 

9910000 

Boiler,  steam,  portable,  for  sterilizers:  Complete  with 

Each 

1495.00 

s 

fittings  and  spare  parts.  Illustrated. 

9910500 

X . 

Book,  note:  Approximately  2]/2  by  4  inches;  96  pages .  .  . 

Each 

.10 

.0170 

1 . 1250 

s 

9911000 

X . 

Book,  note,  manifolding,  binder :  Approximately  4  by  6 
inches. 

Each 

.10 

.4000 

2.0000 

s 

9911500 

X . 

Book,  note,  manifolding,  filler:  Approximately  4  by  6 
inches. 

Each 

.10 

.3000 

9.0000 

s 

9911700 

X . 

Bottle,  plastic,  approximately  4  fluid  oz:  With  screw  cap 

.15 

.0500 

s 

For  use  in  9776700. 

9912000 

Bowl,  sugar,  enamelware:  With  lid.  .  .  . 

Each 

35 

s 

9913000 

X . 

Box,  soap: . 

12 

nnQn 

n  inn 

a 

9913500 

Brassard,  Geneva  convention: . 

10 

s 

9913700 

Brassard,  veterinary  corps:  Green  cross . 

Each 

10 

s 

9914000 

Bucket,  canvas,  collapsible: . 

Each 

1.05 

s 
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FIELD  EQUIPMENT  AND  SUPPLIES 

Miscellaneous  Equipment  and  Supplies 


CLASS  9 


MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opns 

9914500 

Bucket,  hospital,  set  of  3:  Nesting;  1  each  8,  10  and 

Set 

$3 . 25 

s 

12-qt. 

9915000 

Cabinet,  instrument,  field:  2-door,  all  metal.  Illus- 

Each 

54.00 

s 

trated. 

9915500 

Cabinet,  instrument  and  dressing,  field:  1-door,  all 

Each 

32  00 

s 

metal.  Illustrated. 

9915700 

Can,  water,  5-gal: . 

Each 

1.55 

s 

9916005 

Cap,  operating,  large: . 

Each 

.15 

s 

9916010 

Cap,  operating,  medium: . 

Each 

.15 

s 

9916015 

Cap,  operating,  small: . 

Each 

.15 

s 

9916500 

Carriage,  dressing,  knocked-down:  Illustrated . 

Each 

10.75 

s 

9917000 

Carriage,  wheeled,  knocked-down:  For  use  with  litter. 

Each 

30.00 

s 

Illustrated. 

9917500 

Carrier,  field,  collapsible:  For  use  with  litter.  Illus- 

Each 

30  00 

s 

trated. 

9918000 

Carrier,  food :  Thermos  type,  vertical,  for  hospital  train. 

Each 

17.60 

s 

Illustrated. 

9918500 

Chair,  common,  folding: . 

Each 

2.00 

s 

9919000 

X . 

Clip,  paper,  2Vi-inch : . 

Each 

.03 

.0090 

.1600 

s 

9919300 

Comforter: . 

Each 

2.45 

s 

9919500 

X . 

Corks,  assorted,  300 : .  .  . 

Bag 

2.05 

0160 

.0650 

s 

9920000 

X . 

Corkscrew,  folding: . 

Each 

.15 

.0362 

.1810 

s 

9920500 

Cot,  folding,  canvas: . 

Each 

2.70 

s 

9921500 

Cup,  enamelware:  Tumbler  shape,  nesting 

Each 

.12 

s 

9922000 

Cup,  feeding,  enamelware:  Illustrated . 

Each 

.30 

s 

9922300 

X . 

Cup,  paper,  noncollapsible,  12-oz:  Nesting . 

Each 

.01 

.5000 

2.5000 

s 

9923000 

Dish,  meat,  large,  enamelware: . 

Each 

.20 

s 

9923500 

Dish,  meat,  small,  enamelware: . 

Each 

.20 

. 

s 

9924500 

Dish,  vegetable,  enamelware : . 

Each 

.20 

s 

9924700 

X . 

Emesis  sack,  5-lb:  Waxed  paper . 

Each 

.02 

.1563 

.3500 

s 

9925000 

X . 

Flask,  with  cup: . 

Each 

.20 

.0080 

.1000 

s 

9925500 

X . 

Flask,  without  cup: . 

Each 

.10 

.0075 

.1450 

s 

9926000 

X . 

Flask,  cup: . 

.10 

0003 

.0100 

s 

9926305 

x  (1). . . 

Gloves,  impermeable,  size  12:  Extra  large . 

Pair 

1.45 

.0250 

.1450 

s 

9926310 

X  (1) . . . 

Gloves,  impermeable,  size  11  Vi:  Large . 

Pair 

1.45 

.0600 

.7340 

s 

9926315 

X(l)... 

Gloves,  impermeable,  size  11:  Medium . 

Pair 

1.45 

.1100 

.9160 

s 

9926320 

x  (1). . . 

Gloves,  impermeable,  size  10 Vi:  Small . 

Pair 

1.45 

.0550 

.5680 

s 
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CLASS  9 


FIELD  EQUIPMENT  AND  SUPPLIES 

Miscellaneous  Equipment  and  Supplies 


MED  3 


NUMBER 


NOTES 


NOMENCLATURE 


AND  DESCRIPTION 


UNIT 


UNIT 

PRICE 


9926500 

9927000 

9927500 

9927600 

9927700 

9927800 

9928500 

9929000 

9929500 

9930000 

9930500 

9930700 

9930800 

9930900 


9931000 

9931500 

9931600 

9931700 


(1) 


X 


X. 

X. 

X. 

(2) 

X. 

X. 


Gloves,  rubber,  pouch: . 

Graduate,  enamelware,  60-cc : . 

Graduate,  enamelware,  500-cc: . 

Guard,  window,  hospital  train:  ZI . 

Hacksaw  frame,  adjustable: . 

Hacksaw  blade,  10-inch: . 

Hone,  oil,  small :  Arkansas  stone,  approximately  4-inch 
by  1-inch;  in  box. 

Ink  bottle,  field:  Hard  rubber  or  plastic.  With  screw 
cap. 

Ink  powder,  black:  Makes  1  quart . 

Ink  tablets,  red:  Makes  1  pint . 

Irrigator  stand,  folding:  Illustrated . 

Kit,  water  testing,  poisons,  treatment  control,  com¬ 
plete:  For  chemical  warfare  and  other  toxic  agents. 

Kit,  water  testing,  poisons,  treatment  control,  empty . 

Kit.  water  testing,  poisons,  treatment  control,  re¬ 
placement  set:  Consists  of  dry  and  liquid  reagents, 
screw-cap  graduated  droppers,  gas  lighter  and  gas 
lighter  tips. 

Kit,  water  testing,  screening:  For  chemical  warfare 
agents. 

Lamp,  operating,  field :  Illustrated . 

Lamp,  operating,  field,  dolly:  For  moving  9931500 
between  wards. 

Lamp,  operating,  field,  generator:  Gasoline  powered, 
to  produce  350-500  watts.  Illustrated. 

Note:  The  following  are  hand  kerosene  lanterns, 
complete  with  globe  and  wick. 


Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Tube 

Bottle 

Each 

Each 

Each 

Set 


Each 

Each 

Each 

Each 


$0.20 

.25 

.60 

11.65 

.75 

.05 

1.00 

.35 

.25 

.10 

2.95 

155.00 

17.50 


2.05 

70.65 

27.50 

350.00 


9932005 

9932010 

9932015 

9932025 

9932030 

9932035 

9932040 

9932045 

9932050 

9932055 


Lantern,  Dietz  D-Lite : . 

Lantern,  Dietz  Vesta: . 

Lantern,  Dietz  Junior: . 

Lantern,  Windsor  No.  0: . 

Lantern,  Dietz  Hylo  or  Victor: 

Lantern,  arm  spear  railroad: . 

Lantern,  Rayo  Hot  Blast: . 

Lantern,  Air  Pilot  No.  2: . 

Lantern,  Dietz  Blizzard  No.  2: ... . 
Lantern,  Adlake  Reliable  railroad: 


Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 


1.40 

1.40 

1.40 

1.40 

1.40 

1.40 

1.40 

1.40 

1.40 

1.40 


REPLACEMENT  RATES 

1 

ZI 

T  of  Opns 

.0240 

.0300 

.0200 

.0200 

.0060 

.1500 

.3333 

.1250 

As  req’d 

.2400 

Status 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 


s 

s 

s 

s 


s 

s 

s 

LS 

s 


LS 

LS 

LS 

s 

LS 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 

Miscellaneous  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

REPLACEMENT  RATES 

UNIT 

Zl 

T  of  Opns 

Status 

9932505 

X  (3) .  .  j 

Lantern  globe,  white,  Dietz  D-Lite:  Fits  either 
9932005  or  9932045. 

Each 

$0.30 

.0090 

.0300 

s 

9932510 

X  (3) .  . 

Lantern  globe,  white,  Dietz  Vesta: . 

Each 

Each 

.30 

.30 

.30 

.0060 

.0002 

.0002 

.1700 

.0050 

.0050 

s 

s 

s 

9932512 

X  (3) .  .  . 

Lantern  globe,  white,  Dietz  Junior  : . 

9932517 

X  (3) . . . 

Lantern  globe,  white,  Dietz  Fitzall:  Fits  9932025, 
9932030,  9932040  or  9932050. 

Each 

9932535 

X  (3) .  . . 

Lantern  globe,  white,  arm  spear  railroad: . 

Each 

.30 

LS 

LS 

s 

9932540 

X  (3) . . . 

Lantern  globe,  white,  2%  x  5 V2  x  3  inches: . 

Each 

.30 

9933005 

X  (3) .  . . 

Lantern  globe,  green,  Dietz  D-Lite:  Fits  9932005  or 
9932045. 

Each 

.59 

.0050 

.0060 

9933010 

X  (3) .  .  . 

Lantern  globe,  green,  Dietz  Vesta:  . 

.59 

.59 

.59 

.0030 

.0002 

.0005 

.0300 

.0002 

.0005 

s 

s 

s 

9933012 

X  (3) .  .  . 

Lantern  globe,  green,  Dietz  Junior:  . 

9933017 

X  (3) .  . . 

Lantern  globe,  green,  Dietz  Fitzall:  Fits  9932025, 
9932030,  9932040  or  9932050. 

Each 

9933035 

X  (3) . . . 

Lantern  globe,  green,  arm  spear  railroad:  . 

Each 

.59 

LS 

s 

9933505 

X  (3) . . . 

Lantern  wick,  Dietz  D-Lite:  Fits  9932005,  9932045  or 
9932050. 

Each 

.01 

.0540 

.5000 

9933510 

X  (3) .  .  . 

Lantern  wick,  Dietz  Vesta : . 

Each 

Each 

.01 

.01 

.0830 

.0430 

1.0000 

.3000 

Q 

9933517 

X  (3) .  . . 

Lantern  wick,  Dietz  Fitzall:  Fits  9932015,  9932025, 
9932030,  9932035  or  9932040. 

s 

9934700 

Litter,  ambulance  cot:  Bomgardner  type.  Complete 
with  2  anchoring  attachments,  2  floor  plates  and 
mattress.  Illustrated. 

Each 

69.00 

■s 

9934800 

Litter,  ambulance  cot,  anchoring  attachments  and 

Set 

3.50 

s 

floor  plates,  set  of  2: 

9934900 

Litter,  ambulance  cot,  mattress: . 

Each 

10.00 

13  70 

s 

s 

s 

s 

9935000 

Litter,  straight,  aluminum:  Illustrated . 

Each 

9935200 

Litter,  straight,  aluminum,  canvas: . 

Each 

1  35 

9935300 

X . 

Litter,  straight,  aluminum,  handle:  Wood.  Also  for 
use  with  9938000. 

Each 

.15 

.0020 

.2000 

Litter,  straight,  aluminum,  spreader  bar  and  stir¬ 
rups:  (Use  9935600). 

9935600 

Litter,  aluminum,  spreader  bar  and  stirrups:  Consists 
of  1  spreader  bar  and  2  stirrup  assemblies.  Two  of 
this  item  required  to  furnish  complete  running  gear 
for  litter.  For  use  with  9935000  and  9938000. 

Each 

.35 

s 

9935700 

X . 

Litter  bolt,  stirrup-securing,  for  aluminum  litter:  With 
bushing,  nut  and  washers.  For  use  with  9935000  and 
9938000. 

Each 

.35 

.0010 

.0550 

s 

9935800 

X . 

Litter  bolt,  stirrup-securing,  for  straight  steel  litter: 

With  bushing,  nut  and  washers.  For  use  with 
9937600. 

Each 

.10 

.  .0200 

.1000 

s 
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CLASS  9  FIELD  EQUIPMENT  AND  SUPPLIES  MED  3 

Miscellaneous  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Status 

Zl 

T  of  Opris 

9935900 

X . 

Litter  bolt,  stirrup-securing,  for  wood  litter:  With 

Each 

$0.10 

.0015 

.0850 

s 

bushing,  nut  and  washers.  For  use  with  9936200 

and  9936600. 

9936000 

Litter,  canvas,  semi-rigid:  Illustrated . 

Each 

22  50 

s 

9936100 

X . 

Litter  drive  pin,  handle-securing,  for  aluminum  litter: 

Each 

.01 

.0020 

.1000 

s 

For  use  with  9935000  and  9938000. 

9936200 

Litter,  folding,  wood:  Illustrated . 

Each 

12  75 

s 

9936300 

Litter,  folding,  wood,  canvas: . 

Each 

1  60 

s 

9936400 

Litter,  folding,  wood,  spreader  bar  and  stirrups: 

Each 

1.10 

s 

Consists  of  1  spreader  bar  and  2  stirrup  assem- 

blies.  Two  of  this  item  required  to  furnish  complete 

running  gear  for  litter.  Also  for  use  with  9936600. 

Litter,  folding,  wood,  pole:  (Use  9937500) . 

9936600 

Litter,  straight,  wood,  M-1943:  Illustrated . 

Each 

8  00 

s 

9936700 

Litter,  straight,  wood,  M-1943,  canvas: . 

Each 

1  50 

s 

Litter,  straight,  wood,  M-1943,  spreader  bar  and 

**- 

stirrups:  (Use  9936400). 

9936800 

Litter,  straight,  wood,  M-1943,  pole: . 

Each 

2  25 

s 

9936900 

X . 

Litter,  aluminum,  base  block  for  stirrup:  Left  or  right 

Each 

.20 

.0020 

.1000 

s 

(state  which  is  required).  For  use  with  9935000  and 

9938000. 

9937100 

X . 

Litter,  aluminum,  cap  screw  for  swivel  block:  One 

Pair 

.20 

.0020 

.1000 

s 

1  1  /16-inch  and  one  1  7  /16-inch  in  pair.  For  use 

with  9935000  and  9938000. 

9937200 

Litter,  aluminum,  spreader  bar:  For  use  with  9935000 

Each 

.90 

s 

and  9938000. 

9937300 

X . 

Litter,  aluminum,  stirrup:  Left  or  right  (state  which  is 

Each 

.15 

.0020 

.1000 

s 

required).  For  use  with  9935000  and  9938000. 

9937400 

X . 

Litter,  aluminum,  swivel  block  for  stirrup:  For  use 

Each 

.20 

.0020 

.1000 

s 

with  9935000  and  9938000. 

9937500 

Litter,  folding,  wood,  pole:  Complete  with  hinges.  For 

Each 

2  30 

s 

use  with  9936200. 

9937600 

Litter,  straight,  steel:  Illustrated . 

Each 

6  45 

s 

9937700 

Litter,  straight,  steel,  spreader  bar  and  stirrups: 

Each 

1  05 

s 

Consists  of  1  spreader  bar  and  2  stirrup  assem- 

blies.  Two  of  this  item  required  to  furnish  com- 

plete  running  gear  for  litter. 

9937800 

Litter,  straight,  steel,  canvas: . 

Each 

50 

s 

9937900 

X . 

Litter,  straight,  steel,  handle:  Wood . 

Each 

08 

.0200 

.7500 

s 

9938000 

Litter,  folding,  aluminum:  Illustrated . 

Each 

9  30 

s 

9938200 

Litter,  folding,  aluminum,  canvas: . 

Each 

1  50 

s 

Litter,  folding,  aluminum,  handle:  (Use  9935300).  .  . 

Litter,  folding,  aluminum,  spreader  bar  and  stirrups:. 

(Use  9935600). 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 

Miscellaneous  Equipment  and  Supplies 


UNIT 

PRICE 

REPLACEMENT  RATES 

NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

Zl 

T  of  Opns 

Status 

9938300 

X . 

Litter  strap,  folding  litter:  For  use  with  9936200  and 
9938000. 

Each 

$0.65 

.0030 

.1500 

s 

9938400 

X . 

Litter  strap,  straight  litter:  For  use  with  9935000, 
9936600  and  9937600. 

Each 

.03 

.0200 

1.0000 

s 

9938500 

Litter,  metal,  Stokes:  Airplane.  Illustrated  . 

Each 

13.25 

s 

9938600 

X . 

Litter  securing  strap:  For  securing  patient  to  litter;  4 
required  per  litter.  For  use  with  7844000,  9935000, 
9936200,  9936600,  9937600  and  9938000. 

Each 

.20 

.5920 

4.9793 

s 

s 

9938700 

Machine,  imprinting:  For  use  with  individual  identifi¬ 
cation  tags.  Illustrated. 

Each 

21.50 

9938800 

x  (1).  . . 

Machine,  imprinting,  ribbon:  Black  record  inking.  . . 

Each 

.03 

.0400 

.9000 

s 

9939000 

Mattress  for  transport:  Cotton;  28  by  72  inches  .  . 

Each 

3.25 

s 

9939500 

Mattress  Pad :  Cotton.  For  folding  canvas  cot . 

Each 

3.50 

s 

9940000 

X . 

Mortar  and  Pestle,  7-cm:  Porcelain . 

Each 

.25 

.0075 

.0800 

s. 

9940500 

X . 

Nails,  assorted,  3^  lb.:  4d.,  6d.,  and  8d . 

Tin 

.10 

.0200 

.2000 

s 

9941000 

X . 

Pad,  heat,  complete:  Illustrated . 

Each 

.35 

.1000 

4.0000 

s 

9941500 

X  (3) .  . . 

X  (1).  . . 

X . 

Pad,  heat,  refill: . 

Each 

.20 

.5209 

6.0000 

s 

9943000 

Paste,  office,  approximately  3  oz: . 

T  ube 

.05 

.0200 

.0700 

s 

9943500 

Pens,  steel,  assorted,  12: . 

Pkg. 

Each 

.05 

.0160 

.2700 

s 

9944500 

X . 

Pill  tile,  5-inch  by  10-inch:  Bakelite . 

.45 

.0004 

.0188 

s 

9946000 

Plate,  bread  and  butter,  enamelware :  63^-inch  diameter . 

Plate,  dinner,  enamelware:  8J^-inch  diameter  . 

Each 

.10 

s 

9946500 

Each 

.15 

s 

9947000 

Pliers,  slip  joint: .  . 

Each 

.20 

s 

9947200 

Rack,  bedpan, 6-bedpan: 

Each 

5.00 

LS 

9947300 

Rack,  urinal,  6-urinal: . 

Each 

4.00 

LS 

9949000 

Saucer,  enamelware : 

.10 

s 

9949300 

Shovel,  entrenching: 

1  00 

s 

9950000 

Sterilizer,  dressing  and  utensil,  horizontal:  With 
leaded  gasoline  burner.  Illustrated. 

Each 

260.00 

s 

9950300 

.  Sterilizer,  dressing  and  utensil,  for  truck,  surgical, 

Each 

453.00 

s 

operating:  Pressure  type,  complete  with  gasoline 
burner  and  frame. 

9951500 

Sterilizer,  hypodermic  needle:  Illustrated 

Each 

1.15 

s 

9952000 

X . 

Sterilizer,  hypodermic  needle,  wick: . 

Each 

.01 

.0170 

.1600 

s 

9952300 

Sterilizer,  instrument,  20-inch:  With  2-unit  leaded 
gasoline  burner.  Illustrated. 

Each 

19.25 

s 

9953000 

Sterilizer,  instrument,  14-inch:  With  leaded  gasoline 
burner. 

Each 

11.30 

s 

9953520 

Sterilizer,  instrument,  12-inch,  with  alcohol  burner: . . 

Each 

7.15 

LS 
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CLASS  9 


FIELD  EQUIPMENT  AND  SUPPLIES 

Miscellaneous  Equipment  and  Supplies 


MED  3 


NUMBER 

NOTES 

9953528 

9954020 

9954028 

9955000 

9955500 

9955700 

9955705 

9955710 

9955715 

9956500 

9957000 

9957500 

9958000 

9958400 

9958500 

9958600 

9958700 

9958805 

9958810 

9958900 

9959000 

9959105 

9959110 

9959200 

9959500 

9960500 

X . 

9961000 

X . 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

Zl  T  of  Opns 

Status 

Sterilizer,  instrument,  12-inch,  with  gasoline  burner: 

Each 

$7.15 

s 

And  stand.  Illustrated. 

Sterilizer,  instrument,  9%-inch,  with  alcohol  burner: .  . 

Each 

5.20 

LS 

Sterilizer,  instrument,  934-inch,  with  gasoline  burner: 

Each 

5.20 

S 

And  stand.  Illustrated. 

Stove,  1-burner,  gasoline:  Illustrated . 

Each 

7.00 

S 

Stove,  2-burner,  gasoline:  Illustrated . 

Each 

9.80 

S 

Support,  litter,  operating:  Consists  of  2  knocked-down 

Set 

8.00 

s 

stands  to  support  litter  in  position  for  surgical  oper- 

ating,  2  instrument  trays  and  2  uprights  for  trays  in 

canvas  case. 

Support,  litter,  operating,  empty  case:  Canvas . 

Each 

3  00 

S 

Support,  litter,  operating,  instrument  tray:  Com- 

Each 

1.00 

S 

plete  with  upright. 

Support,  litter,  operating,  support  stand:  Knocked- 

Pair 

3.00 

s 

down. 

Table,  bedside,  folding:  Illustrated . 

Each 

1.75 

s 

Table,  dining,  folding:  Illustrated . 

Each 

10  00 

s 

Table,  instrument,  folding:  Illustrated . 

Each 

7.95 

s 

Table,  operating,  folding:  Illustrated . 

Each 

20  00 

s 

Tray,  food,  6-compartment,  plastic: . 

Each 

1.75 

s 

Tray,  instrument,  approximately  10-inch:  By  8)^  by 

Each 

.30 

s 

2  inches. 

Tray,  food,  6-compartment,  metal : . 

Each 

2.50 

s 

Truck,  2V2-ton,  6x6,  laboratory,  dental: . 

Each 

5780 . 00 

s 

Truck,  2V2-ton,  6x6  dental  operating:  . 

Each 

5375.00 

s 

Truck,  2^-ton,  6x6,  dental  operating,  dental  equip- 

Each 

4761.85 

s 

ment  for : 

Truck,  21/2*f°n>  6x6,  optical  repair  unit:  .  . 

Each 

s 

Truck,  21/2*ton,  6x6,  surgical: .  .  . 

Each 

4167.00 

. 

s 

Truck.  21/2*tonr  6x6,  surgical  operating:  .  . 

Each 

4200.00 

s 

Truck,  2bo-tnn,  6v6,  surgical  operating,  medical 

5222 . 95 

s 

equipment  for: 

Tub,  wash,  set  of  3:  Nesting . 

Set 

4.00 

s 

Typewriter,  portable:  With  carrying  case 

Each 

40.10 

s 

Vial,  glass,  60-cc.,  amber:  Takes  rubber  stopper  No.  2 

Each 

.05 

.0100 

.1400 

s 

(4415000).  Fits  in  container,  metal,  No.  4  (9768500). 

Vial,  glass,  clear,  glass-stoppered :  Three  fit  in  container, 

Each 

.25 

.0700 

2.2000 

s 

metal,  No.  1  (9767500). 

. 
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MED  3  FIELD  EQUIPMENT  AND  SUPPLIES  CLASS  9 

Miscellaneous  Equipment  and  Supplies 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEM 

21 

ENT  RATES 

T  of  Opns 

Status 

9961500 

9961600 

9931700 

9962000 

9963000 

9965000 

X . 

Vial,  y2-oz:  Hard  rubber  or  plastic;  with  screw  cap. 
For  pills  or  tablets. 

Washboard: . 

Each 

Each 

Each 

Pound 

Foot 

Each 

$0.05 

1.20 

56.00 

.10 

.01 

5.00 

.2700 

10.0000 

s 

s 

s 

s 

s 

s 

X . 

Washing  machine,  electric,  wringer  type:  Household 
size.  Illustrated. 

Waste,  cotton: . 

.1500 

.3500 

2.5000 

1 . 2500 

X . 

W  ire,  galvanized  iron,  No.  14:  B&S  gage . 

Wrringer,  clothes:  Hand  operated . 

> 

34 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9 


SURGICAL  INSTRUMENT  SETS 


MED  3 


9309000 

MM  H  CASE,  P05T-M0RTeMp  COMPLETE 


9309800 

MPi 

CASE,  TRIAL  LENSES,  POCKET  SET 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  1 


MED  3 


SURGICAL  INSTRUMENT  SETS 


CLASS  9 


IlNCHES 


H 


msm 


[  9321000 

BASIC  INSTRUMENT  SET,  COMPLETE  (m2  MOOEi)  J 


MW] 


PLATE  2 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9 


SURGICAL  INSTRUMENT  SETS 


MED  3 


SUPPLEMENTAL 
INSTRUMENTAL  SET, 
CHEST  /N  JURIES , 
COMPLETE 
(1942  MODEL) 


9325000 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  3 


MED  3 


SURGICAL  INSTRUMENTS,  APPLIANCES  AND  SUPPLIES 


CLASS  9 


I'Nfinjs  1  1  *1  1  ~ 


_______  SUPPLEMENTAL  INSTRUMENT  SET,  FRACTURES  AND 

9331000  AMPUTATIONS,  ORTHOPEDIC,  COMPLETE 


9332000 


SUPPLEMENTAL  instrumental  set,  genito¬ 
urinary  INJURIES \  COMPLETE 


9329000 

SUPPLEMENTAL  INSTRUMENT  SET, * 
EYE  INJURIES,  COMPLETE 


liM  l?i  H  |51  H 


PLATE  4 
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CLASS  9 


SURGICAL  INSTRUMENT  SETS 


MED  3 


SUPPLEMENTAL 
INSTRUMENT  SET,  9333  000 
MAXILLO-FA CfAL  INJURIES, 
COMPLETE  (1941  MODEL) 


-- mug- 


9333500 

SUPPLEMENTAL  INSTRUMENT 
SET,  NEUROSURGICAL,  BRAIN 
AND  NERVE  INJURIES, 
COMPLETE 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  -  1  MARCH  1944 


PLATE  5 


MED  3 


EU  1  21  1  3I  1  1  1  1  1  *1 


SURGICAL  INSTRUMENT  SETS 


CLASS  9 


9351000 

ANESTHESIA  SET,  COMPLETE 


PLATE  6 
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CLASS  9 


SURGICAL  INSTRUMENTS,  APPLIANCES  AND  SUPPLIES 


MED  3 


9350000 


ANESTHESIA  APPARATUS,  PORTABLE 


OXYGEN  THERAPY  OUTFIT, 
WITH  MANIFOLD 


Inches' 21  1 3 

9364300 

SYUNDER  NOT 
INCLUDED 


OXYGEN  THERAPY  APPARATUS,  CLOSED  CIRCUIT 


9364000 
CYLINDER 
INCLUDED 


NOT 


|6i 
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PLATE  7 


MED  3 


SURGICAL  INSTRUMENTS,  APPLIANCES  AND  SUPPLIES 


CLASS  9 


llWlKii  .'  lilltltl 


9370700 

shock  re  am  ser,  complete 


_ _  * 


9379700 


9378000 


\ 

9379500 


* 


9371200 


BES9 


PLATE  8 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  -  1  MARCH  1944 


CLASS  9 


LABORATORY  EQUIPMENT  AND  SUPPLIES 


MED  3 


- -  9409500 

CHEST,  LABORATORY,  FIELD,  COMPLETE 


9406000 


9429500 


COLORIMETER,  CHLORINE 
<  AND  TOXIC  GASES 


9429700 


9407000 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  9 


MED  3 


LABORATORY  EQUIPMENT  AND  SUPPLIES 


CLASS  9 


9433000 


[inches 


9441000 

URINALYSIS  SET 


9442000 


9432000 


INCHES 


PLATE  10 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9 


DENTAL  EQUIPMENT  AND  SUPPLIES 


MED  3 


1  INCHES1 


9502200 


9502100 

CHAIR 

ASSEMBLED 


CHEST.  DENTAL  PACK:' A':  COMPLETE 


FOOT  ENGINE 
ASSEMBLED 


9502300 

CHEST,  DENTAL  PACK.'B'i COMPLETE 


rni  12!  m 

Iinches  I  'i 


1 

K  ) 

(  X  ><•)(  ) 

— 

F®  "1 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  11 


MED  3 


DENTAL  EQUIPMENT  AND  SUPPLIES 


CLASS  9 


9502600 

CHEST  M.  0,  HO.  61  ( OENTAL  LABORATORY- CHEST,  FIELD,  PLAIN  NOT  SHOWN) 
FOR  USE  IN  CHEST  M.D.,  EMPTY 


nWH  <61 


PLATE  12 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9 


DENTAL  EQUIPMENT  AND  SUPPLIES 


MED  3 


9506500 

fdT,  DENTAL,  M AX! LL0- FACIAL 


9506700 


P ! 

v _ j 

IlMCHEs'l  ''  *f 

9509300 


9509500 


9507000 

ai  !  i  'j 
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PLATE  13 


MED  3 


DENTAL  EQUIPMENT  AND  SUPPLIES 


CLASS  9 


INCHES1 


9605500 

X-RAY  FIELD  UNIT,  DRYER ,  AND 
- ! — in  LOADING  BIN  COMBINATION 

INCHES1  I 


PLATE  14 
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CLASS  9 


X-RAY  EQUIPMENT 


MED  3 


9608810 

X'RAY  FIELD  UNIT,  CONTROL  UNIT, 
CHEST,  MDX-4,  H0-220  V  6 0  CY. 


9608700 

X-RAY  FIELD  UNIT,  TUBE 
UNIT,  CHEST,  MDX~3 


9608600 
X-RAY  FIELD  UNIT, 

transformer  CHEST, 
MDX-i 
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PLATE  15 


MED  3 


X-RAY  EQUIPMENT 


CLASS  9 


CHEST  NO.  2,  PACKED 


CHEST  NO.  1,  PACKED 


9614500  XRAY  FIELD  UNIT 

BCE  UNIT,  ASSEMBLED 


PLATE  16 
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CLASS  9 


X-RAY  EQUIPMENT 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  17 


MED  3 


INDIVIDUAL  EQUIPMENT 


CLASS  9 


PLATE  18 
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CLASS  9 


INDIVIDUAL  EQUIPMENT 


MED  3 


IinqEI 


9710500 
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PLATE  19, 


MED  3 


INDIVIDUAL  EQUIPMENT 


CLASS  9 


9711500 

KIT,  MEDICAL  OFFICER’S 


9711000 

Kn;  MEDICAL 
NONCOMMISSIONED 
OFFICERS 


.PLATE  20 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9 


VETERINARY  EQUIPMENT 


MED  3 


9712500 

KIT,  VETERINARY 
NONCOMMISSIONED  OFFICERS 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  21 


MED  3 


UNIT  EQUIPMENT 


CLASS  9 


\M\  i»l 


7  /  D I  /  U  V 

CHEST,  AMBULANCE,  AIRPLANE,  COMPLETE 


9711600 

KIT,  MED  I  CAL,  PARACHUTIST'S 


9754500 

CHEST,  FLIGHT 
SERVICE,  COMPLETE 


PLATE  22 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


M.0.4 


CLASS  9 


UNIT  ASSEMBLAGES  AND  COMPONENT  PARTS 


MED  3 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  23 


MED  3 


UNIT  ASSEMBLAGES  AND  COMPONENT  PARTS 


CLASS  9 


9763900 

CHEST,  PLASMA 


M'|3I  M  lsl  H 


PLATE  24 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


1  MARCH  1944 


CLASS  9  UNIT  ASSEMBLAGES  AND  COMPONENT  PARTS 


MED  3 


anuv  crnwipc  rnpnrc  ucnip»i _ ciiddiv  patai  nr; 


1  M  A  DP U  IQ AA 


Jll  ATC  Og 


MED  3 


UNIT  ASSEMBLAGES  AND  COMPONENT  PARTS 


CLASS  9 


PI  HTC  36  


ADMV  CCPX/IPF  CnPPFC  MCniPAI  CIIPPIV  PATAinn 


1  MADPU  AQAA 


CLASS  9 


UNIT  ASSEMBLAGES  AND  COMPONENT  PARTS 


MED  3 


•  DUV  ccdvipc  rnppFQ  M^mr.Al  SIIPPIY  f:A'fflinfi _ : _ 1  MARCH  1944 


PLATE  27 


MED  3  UNIT  ASSEMBLAGES;  VETERINARY  EQUIPMENT  CLASS  9 


Q773000 


9776700 

KIT,  TREATMENT,  GAS  CASUALTY,  COMPLETE 


INCHES' 


97756  00 


GAS  CASUALTY  SET,  M~2 

(showing  components  ) 


GAS  CASUALTY  SET,  M-2  ( PACKED ) 


9774000, 


in 


1 

f= 

pg 

I 

fcH  1 

w  j:  { 

-- 

1  vi 

— 1 — r 

yy 

>  •  r"i 

Dl  ATT  QQ 


A  DMV  CCDWIPC  mDPCC  MCniPAI  CIIDDIV  PATAinr? 


1  MAPPLI  10  AA 


CLASS  9 


UNIT  ASSEMBLAGES  AND  COMPONENT  PARTS 


MED  3 


1)1  l2l  |3 
INCHES1 

|4 

P 

16 

9777100 
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PLATE  29 


MED  3 


UNIT  ASSEMBLAGES  AND  COMPONENT  PARTS 


CLASS  9 


9779500 

PHYSICAL  EXAMINATION  SET,  PLIGHT  SURGEON  'S 


PACKET,  PI  PST  AID ,  PARACHUTE 


PLATE  30 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9 


UNIT  ASSEMBLAGES;  VETERINARY  EQUIPMENT 


MED  3 


l,M  |3I  H  <1  H 


9782200 


SPUHT  SET,  ARM\ 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  31 


MED  3 


VETERINARY  EQUIPMENT 


CLASS  9 


c 


muD 


1'^s  ,1 1  1  3!  9806000  CASS,  STOMACH 

fl/VD  RECTAL,  COMPLETE 


PLATE  32 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


CLASS  9 


UNIT  ASSEMBLAGES;  VETERINARY  EQUIPMENT 


MED  3 


CASE,  DENTAL,  YETER/NfiRY,  COMPLETE 

9802000 

Ujm  M  M  |5i  |6I 


9792500 


VENEREAL 
PRO  PHY  LA  CT/C 
UNIT 


9792000 

BE&q|i|am 


E'"'1 *1  i  »|  9804000 


FORCEPS, 

HEMOSTATIC, 

VETER/ NARY,  COMPLETE 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


PLATE  33 


MED  3 


VETERINARY  EQUIPMENT 


CLASS  9 


priua  re 's,  com  pl  ere 

9805700 

tlNCHEsI  1  21  1  3] 
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A 


Abbey  Hemostatic  Forceps  (Needle 


Holder)  .  3228800 

Abdominal  Needles  .  3362400 

Abdominal  Packs 

2028000-8500;  9208500;  9211500-700 
Abdominal  Retractors: 

Double-Ended  .  3441000 

Flexible  .  3441200 

Self-Retaining  .  3443000 

Single-Ended  .  3443400-3600 

Single-Ended,  Mayo .  3443700 

Supra-Pubic  .  3444000 

Abdominal  Spatulas .  3510000 

Abdominal  Suction  Tubes .  3547700 

Abrasive  Disks,  Metal,  Dental  5229500-700 

Abrasive  Paste,  Dental .  5423000 

Abrasive  Wheels,  Dental .  5695700 

Abscess  Knives,  Tonsil .  3343000 

Abscess  Probes,  Dental .  5504000 

Absorbent  Cotton,  Compressed.  .  .  2013000 

Absorbent  Cotton,  Rolls 


'  2014000;  5181000-2000 

Acacia  .  1001000 

■Ace  Adherent  (for  Skin  Traction).  1045000 

Ace  Bandages  .  2002200-700 

Acetarsone  (Stovarsol) .  1002200 

Acetarsone  Tampons  (Stovarsol 

Tampons)  .  1002300 

Acetic  Acid,  Glacial .  1007000-8000 

Acetic  Anhydride .  1002500 

Acetone  .  1003000-4000 

Acetophenetidin  (Phenacetin) 

1005000-6000 

Acetylene  Pressure  Regulators...  5022600 
Acetylene  Unit  Empty  Cylinders 

9901505-510 

Acetylene  Unit  Filled  Cylinders 

9901005-010 

Acetylsalicylic  Acid  (Aspirin) 

1009000;  1010000 
Acetylsalicylic  Acid  Compound 

with  Caffeine  .  1009200 

Acetylsalicylic  Acid  Compound 

with  Codeine  .  1009400 

Acid  Measures,  Milk  Testing  Ap¬ 
paratus  .  4352000 

Acids: 

Acetic,  Glacial  .  1007000-8000 

Acetylsalicylic  (Aspirin) 

1009000;  1010000 
Acetylsalicylic  with  Caffeine...  1009200 
Acetylsalicylic  with  Codeine...  1009400 
l-Amino-2-Naphthol-4-Sulfonic  .  1010200 


Acids  (continued): 

Arsenic  Anhydride  (Arsenic 

Pentoxide)  .  1076000 

Arsenious  (Arsenic  Trioxide) 

1010400;  1078000 

Ascorbic  (Vitamin  C) .  1083500-700 

Benzoic  .  1010500 

Boric  .  1011000-2000 

Butyric  Anhydride  (Butyryl 

Oxide) .  1013000 

Citric  . 1015000 

Formic .  1015500 

Hydrobromic .  1015700 

Hydrochloric  .  1016000—7000 

Lactic  .  1018000 

Molybdic  Anhydride  (Molyb¬ 
denum  Trioxide)  .  1019000 

Nitric .  1020000-21000 

Oleic  (Also  used  as  Dental 

Lubricant)  .  1022000 

Oxalic  .  1024000-5000 

p-Aminobenzoic  .  1025500 

Phosphomolybdic  .  1025700 

Phosphoric  .  1026000 

Phosphotungstic  .  1027000 

Picric  (Trinitrophenol)  ..  1027800—8000 

Pyrogallic  (Pyrogallol)  .  1028500 

Salicylic  .  1030000 

Sulfanilic  .  1032000 

Sulfosalicylic .  1032800-33000 

Sulfuric  .  1034000-6000 

Sulfurous  .  1039000 

Tannic  (Tannin)  .  1039800—40000 

Tartaric  .  1041000 

Trichloracetic  .  1041800—2000 

Uric .  1043000 

Acidometers  .  1750000;  4313500 

Aconite,  Tincture  .  1477000 

Acriflavine  .  1044000 

Acrylic  Denture  Base  Material 

Permanent  Liners  .  5207300 

Acrylic  Denture  Base  Materials 


5207100-200 

Activated  Charcoal,  Veterinary..  1135000 


Adapters: 

Commercial  Oxygen  Tank .  7789000 

Curved  (for  Retorts) .  4001000 

Eynard  (for  Catheters) .  3602000 


Luer  Syringe  .  3846200 

Needle,  Indirect  Blood  Trans¬ 
fusion  Apparatus  .  3609800 

Packboard  .  9778900 

Photometer  Test  Tube .  4381900 

Toboggan  Litter  .  9901700 

Tube,  X-Ray  Field  Unit .  9620800 

Tubing,  Curved .  4001000 


Adapters  (continued): 

Tubing  for  Luer  Needle .  3603000 

X-Ray  Tube,  Urological  Table.  .  9620800 

Y-Tube  .  4002000 

Adding  Machine  Paper .  7600000 

Adding  Machines: 

Calculators,  Electric .  7503005-015 

Calculators,  Hand .  7503025 

Comptometers  .  7503028 

Electric .  7502002-025 

Hand  .  7502028-039 

Adenoid  Curettes .  3131000-2000 

Adenotomes,  LaForce .  3000800—1200 

Adherents,  Skin  Traction  (Ace 

Adherent)  .  1045000 

Adhesive  Gauze  Bandages,  White . 9200000 
Adhesive  Gauze  Bandages,  Field 

Brown  .  9200100 

Adhesive  Plaster  (Adhesive  Tape) 

2034000-5500 


Adhesive  Plaster,  Field  Brown...  9209000 
Adjustable  Bed  Caster  Tires  7006705-710 

Adjustable  Bed  Casters .  7006505-510 

Adjustable  Bed  Lamps .  7060500 

Adjustable  Beds  .  7006000 

Adjustable  Hacksaw  Frames .  9927700 

Adjustable  Instrument  Tables....  7095000 
Adrenalin  (Epinephrine  Hydro¬ 
chloride)  .  1175200-400 

Adson  Dissecting  Hooks .  3301000 

Adson  Forceps,  Pituitary .  3262500 

Adson  Suction  Tubes .  3553800 

Adson-Rogers  Cranial  Drill  Burrs 

3182200-600 

Advancement  Forceps,  Prince....  3200000 

Aeration  Test  Tubes .  4430000 

Aeronautic  First  Aid  Kits,  Com¬ 
plete  .  9776500 

Agar  . 1046000-500 

Agar  Filter  Paper .  4357600 

Agglutinating  Sera,  Diagnostic...  1705000 
Agglutination  or  Complement 

Fixation  Test  Bottles .  1805500 

Air  Base  Group  Aid  Station 

Equipment  .  9719500 

Air  Compressors,  Electric.  .  .  .  5174006—020 

Air  Compressor  Units .  5174006-8000 

Air  Corps  Infirmary  Equipment, 

3-Bed  .  9719600 

Air  Corps  Infirmary  and  Flight 
Surgeon's  Examining  Units, 

Combined  .  9722900 

Air  Cutoffs,  Spray  Bottle  Heater.  .  5352000 
Airejector  Type  Filter  Pump  Coup¬ 
lings  .  4383400-600 

Airejector  Type  Filter  Pumps....  4383200 
Airplane  Ambulance  Chests,  Com¬ 
plete  .  9751700 
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Airplane  Ambulance  Chests,  Empty  9751800 
Airways,  Coburg-Connell  (Breath¬ 


ing  Tubes)  .  3551000-1500 

Albumin  Sera,  Normal,  Human, 

Concentrated  .  1606500 

Alcohol: 

Amyl  (Isoamyl  Alcohol) .  1049700 

Caprylic  .  1049900 

Dehydrated  .  1050000 

Denatured  (Ethyl) 

1051000-2500;  9102000 

Ethyl  .  1048000-9500 

Alcohol  Burners  .  9406000 

Alcohol  Lamp-Water  Bath  Com¬ 
binations  .  9400800 

Alcohol  Lamp  Wicks .  7833000 


Alcohol  Lamp  Wicks,  Dental 

5381000;  5383000 
Alcohol  Lamps,  Dental.  5380000;  5382000 
Alcohol  Lamps,  Ether  Cautery 


Case  .  8012000 

Alcohol  Lamps,  Glass .  7832000 

Alcohol  Lamps,  Large .  9506700 

Alcohol  Stove  Tanks .  7919900 

Alcohol  Stoves  .  7919800 

Alizarin  Red  S .  1053500 

Alligator  Cystoscopic  Forceps, 

Rigid  .  3218700 

Allihn  Condensers  (Laboratory)..  4185500 
Allis  Forceps,  Tissue  and  Intes¬ 
tinal  .  3271000 

Alloy-Mercury  Measuring  Devices.  5002500 

Alloys,  Amalgam,  Dental .  5002000 

Aloin  Compound  .  1057000 

Aloin  Compound  (Veterinary)...  1056000 

Alphabets,  Stencil  Set .  7657100 

Altitude  Training  Chamber  Med¬ 
ical  Equipment .  9719700 

Alum  (Aluminum  Potassium  Sul¬ 
fate)  .  1059000 

Alum-Precipitated  Diphtheria 

Toxoid  .  1 604000 

Aluminum  Chloride  .  1058500 

Aluminum  Filters,  X-Ray .  6020000 

Aluminum  Folding  Litters .  9938000 

Aluminum  Folding  Litters,  Parts  For: 

Base  Blocks  for  Stirrups .  9936900 

Canvas  .  9938200 

Cap  Screw  Swivel  Blocks .  9937100 

Handles  .  9935300 

Handle-Securing  Drive  Pins...  9936100 

Spreader  Bars .  9937200 

Spreader  Bars  and  Stirrups...  9935600 

Stirrups  . 9937300 

Stirrup-Securing  Bolts .  9935700 

Swivel  Blocks  for  Stirrups .  9937400 

Aluminum  Hydroxide  Gel .  1058900 

Aluminum  Litters,  Straight .  9935000 


Aluminum  Litters,  Straight,  Parts  For: 


Base  Blocks  for  Stirrups .  9936900 

Canvas  .  9935200 

Cap  Screw  Swivel  Blocks .  9937100 

Handles  .  9935300 

Handle-Securing  Drive  Pins...  9936100 

Spreader  Bars  .  9937200 

Spreader  Bars  and  Stirrups...  9935600 

Stirrups  .  9937300 

Stirrup-Securing  Bolts  .  9935700 

Swivel  Blocks  for  Stirrups .  9937400 

Aluminum  Potassium  Sulfate 

(Alum)  .  1059000 

Aluminum  Shields  for  Hand  Cen¬ 
trifuge  .  4141000 

Aluminum,  Splint  Accessory .  3765000 

Amalgam  Alloys .  5002000 

Amalgam  Carriers  .  5112700 

Amalgam  Carvers,  Frahm..  5113000-5000 

Amalgam  Pluggers .  5436000-9000 

Amboceptor,  Antisheep,  Hemoly¬ 
sin  (Human)  .  1700000 

Amboceptor  Paper .  4004000 

Amboceptor  Paper  Cutters .  4005000 

Ambulance  Chests,  Airplane,  Com¬ 
plete  .  9751700 

Ambulance  Chests,  Airplane, 

Empty  .  9751800 

Ambulance  Cot-Litter  Anchoring 

Attachments  and  Floor  Plates  9934800 
Ambulance  Cot-Litter  Mattresses 

(Pads)  . 9934900 

Ambulance  Cot-Litters  (Bomgard- 

ner  Type)  .  9934700 

Ambulance  Ship  Medical  Equip¬ 
ment  . „.  .  .  9720100 

1  -Amino-2-Naphthol-4-Sulfonic 

Acid  . 1010200 

Aminophylline  (Theophylline 

Ethylenediamine)  .  1059500—700 

Ammonia,  Aromatic  .  9102500 

Ammonia,  Aromatic  Spirits .  1060000 

Ammonia  Water,  Stronger .  1061000 

Ammoniated  Mercury  Ointment 

1285000;  9114500 

Ammonium  Acetate  .  1062000 

Ammonium  Bromide .  1063000 

Ammonium  Carbonate .  1064000 

Ammonium  Chloride .  1065000—6000 

Ammonium  Hydroxide  .  1066300 

Ammonium  Molybdate .  1066500 

Ammonium  Oxalate .  1067000 

Ammonium  Sulfamate  .  1067500 

Ammonium  Sulfate .  1068000 

Ammonium  Thiocyanate .  1068500 

Amphibian  Force,  Medical  Mainte¬ 
nance  for  .  9728300 

Ampules,  Vaccine .  4007000—100 


Amputations  and  Fractures  Instru¬ 
ment  Sets,  Orthopedic,  Sup¬ 
plemental  .  9331000 

Amputations  and  Fractures  Sup¬ 
plemental  Instrument  Set,  Or¬ 
thopedic,  Empty  Cases .  9331200 

Amputating  Knives .  3314000-5000 

Amputating  Saws .  3459000 

Amyl  Alcohol  (Isoamyl  Alcohol)..  1049700 

Amyl  Nitrite  .  1069000 

Amylodextrin  (Soluble  Starch)...  1454000 

Amyl  Salicylate  .  9102700 

Amytal  .  1068800 

Anaerobic  Culture  Apparatus. .  .  .  4007700 
Anaerobic  Culture  Apparatus  Jars  4007800 

Analytical  Balance  Rests .  4016000 

Analytical  Balance  Weights .  4017000 

Analytical  Balances  .  4013000 

Analytical  Balances,  Chain  Weight  4014000 

Analytical  Burettes .  4100050 

Anascopes,  Hirschman  .  3001500 

Anastomosis  Clamps,  Intestinal..  3128700 
Anatomical  Charts  ....  7749000;  8027500 

Anatomical  Models  .  7857000 

Anatomical  Stamps  .  7646000 

Anchoring  Attachments  and  Floor 

Plates,  Ambulance  Cot-Litter.  9934800 

Anchors,  Tourniquet,  Kirk .  9379500 

Andrews’  Mastoid  Gouges .  3292600 

Andrews’  Tonsil-Seizing  Forceps..  3273000 

Anel  Salivary  Duct  Probes .  3428000 

Aneroid  Sphygmomanometers 

(Blood  Pressure  Instruments).  3737000 

Anesthesia  Apparatus  .  3604000 

Anesthesia  Apparatus,  Endotra¬ 
cheal  .  3603200 

Anesthesia  Apparatus,  Endotra¬ 
cheal  Catheters .  3603400-3700 

Anesthesia  Apparatus,  Nitrous 

Oxide  .  3604000 

Anesthesia  Apparatus,  Parts  for: 

Bags  .  3605005-020 

Face  Mask  Rims .  3607021-022 

Face  Masks .  3607015-016 

Inhaler  Tubing  .  3608505-510 

Nasal  Mask  Rims .  3608005—010 

Pressure  Regulators  and  Gages 

3606005-020 

Anesthesia  Apparatus,  Portable..  9350000 
Anesthesia  Inhalers,  Yankauer 


(Anesthesia  Masks) .  3696000 

Anesthesia  Needles  .  3355700 

Anesthesia  Needles,  Spinal.  3362000—2200 

Anesthesia  Set  Containers .  9351200 

Anesthesia  Sets,  Complete .  9351000 

Anesthesia  and  Suction  Appa¬ 
ratus  .  3609006—020 
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Aneurism  Needles,  Cooper .  3356000 

Aneurism  Needles,  Little .  3357500 


Angle  Handpiece  Mandrels 

5403000-4000;  5407000 
Angle  Handpiece  Points..  5454000-63000 
Angle  Handpieces,  Engine...  5261005—10 

Anhydrous  Arsenious  Acid .  1010400 

Anhydrous  Dipotassium  Potassium 

Phosphate  .  1374000 

Anhydrous  Monopotassium  Potas¬ 
sium  Phosphate  .  1375000 

Anhydrous  Sodium  Carbonate...  1426000 

Anhydrous  Sodium  Sulfite .  1448000 

Aniline  .  1070000 

Aniline  Blue  .  1070300 

Animal  Cage  Refuse  Pans .  4117500 

Animal  Cage  Supports .  4116000 

Animal  Cages .  4115000 

Animal  Clippers  and  Parts 

8030000-38000;  8044700-5000 

Animal  Jar  Wire  Tops .  4300500 

Animal  Jars  .  4299000 

Anise  Oil  .  1305000 

Anodyne  Cement,  Temporary....  5142200 
Anterior  Chamber  Irrigators....  3309000 
Anterior  Commissure  Laryngo¬ 
scopes  .  3345700 

Anthrax  Sera  .  1613600—3700 

Antianthrax  Sera,  Human .  1584000 

Antianthrax  Sera,  Veterinary  1613600-700 
Antigens,  Human: 

Bacterial  .  1701500 

Kahn  Test  .  1703000 

Lymphogranuloma  Venereum..  1703300 
Syphilis  Complement  Fixation 

Test  .  1702000 

Antigens,  Veterinary: 

Bovine  Contagious  Abortion 

1732300-2500 

Glanders  .  1733000 

Infectious  Abortion  .  1734000 

Antimeningococcic  Sera,  Polyva¬ 
lent  .  1590000 

Antimony  and  Potassium  Tartrate 

(Tartar  Emetic)  .  1071000 

Antipneumococcic  Sera,  Therapeu¬ 
tic,  by  Types .  1600200-1100 

Antipneumococcic  Sera,  Typing, 

by  Types  .  1594001-233 

Antipneumococcic  Sera,  Typing 

Mixtures  .  1595001-206 

Antisheep  Hemolysin  Ambocepter.  1700000 

Antitoxin,  Diphtheria  .  1602000 

Antitoxin,  Dysentery,  Monovalent.  1585000 
Antitoxin,  Gas  Gangrene,  Bivalent  1605010 
Antitoxin,  Gas  Gangrene,  Polyva¬ 
lent  .  1605015 


Antitoxin,  Gas  Gangrene,  Triva- 

lent  .  1605005 

Antitoxin,  Scarlet  Fever  Strepto¬ 
coccus,  Therapeutic  .  1608100 

Antitoxin,  Tetanus,  Prophylactic..  1611000 
Antitoxin,  Tetanus,  Therapeutic..  1612000 

Antrum  Canulae,  Killian's .  3060500 

Antrum  or  Frontal  Sinus  Rasps...  3436000 

Antrum  Rasps .  3434200 

Antrum  Rasps  and  Trocars, 

Wiener-Pierce  .  3436200 

Antrum  Trocars  .  3544000 

Apomorphine  Hydrochloride  ....  1073000 
Apparatus — See  under  purpose 
for  which  item  is  desired. 

Apple  Corers  .  7248000 

Applicators: 

Ear .  3001800 

Nasal  .  3002000-3000 

Pharyngeal  .  3004000 

Surgical  .  3005000 

Wood  .  3611000 

Apron  Cases,  Veterinary  Gas 

Casualty  Set .  9815500 

Aprons,  Butcher's  .  8068544-554 

Aprons,  Cook’s .  7201000 

Aprons,  Gas-Proof  .  9903000 

Apron  and  Glove  Cases  (Gas 

Casualty  Case)  .  9775800 

Aprons,  Impermeable  (Gas  Casu¬ 
alty)  .  9903000 

Aprons,  Laboratory  .  7701000 

Aprons,  Radiopaque  (X-Ray) .  6002000 

Aprons,  Rubberized  .  7701000 

Arabinose  .  1074000 

Arbors,  Emery  .  5008000 

Arbors,  Emery,  for  Handpiece...  5009500 
Arch  Supports,  Combination  (Lon¬ 
gitudinal  and  Transverse) 


36011 00-700;  36 1 5000-5600 
Arch  Supports,  Metatarsal  (Trans¬ 
verse)  ..  3600200-800,3613400-4000 
Arch  Supports,  Plantar,  Male  3614200—800 
Arctic  First  Aid  Kit  Containers.  .  .  9766200 
Arctic  First  Aid  Kits,  Complete.  .  . .  9776200 
Arecoline  Hydrobromide  (Veter¬ 
inary)  .  1075000200 

Argyrol  (Protein  Silver,  Mild)...  1384200 

Argyrol  (Tablets)  .  9119000 

Arm  Bags,  Blood  Pressure  Instru¬ 
ment  .  3738200 

Arm  Bags,  Wet  Dressing .  3616300 

Arm  Baths,  Whirlpool .  7103005-008 

Arm  Chairs .  7034000—7000 

Arm  Splints,  Army  Type,  Half- 

Ring,  Folding  .  9371100 

Arm  Splints,  Hinge  Type,  Thomas.  3748000 


Army  Half-Ring  Leg  Splint,  Pier¬ 
son's  Attachment  .  3750500 

Army  Half-Ring  Leg  Splints .  3750000 

Army  Splint  Set  Cases,  Empty.  . . .  9782300 

Army  Splint  Sets .  9782200 

Arnold  Laboratory  Sterilizers, 

Steam  .  4401000 

Aromatic  Ammonia .  9102500 

Aromatic  Spirits  of  Ammonia....  1060000 

Arruga  Capsule  Forceps .  3217200 

Arsenic  Acid,  Anhydride  (Tech¬ 
nical)  .  1010300 

Arsenic  Pentoxide  (Arsenic  Acid) 

1010300;  1076000 

Arsenic  Trioxide  .  1010400 

Arsenic  Trioxide,  Veterinary....  1078000 
Arsenious  Acid,  Anhydrous.  ....  1010400 

Articulating  Paper,  Dental .  5422000 

Articulators,  Crown  and  Bridge..  5011000 

Articulators,  Gysi  .  5013000 

Artificial  Gums,  Rubber  for .  5534000 

Artificial  Stone,  Dental .  5577000 

Asbestos  Cloth  .  4008500 

Asbestos  Crucible  Pads,  Small 

Casting  Machine  .  5396000 

Asbestos  Felt  (Splint  Accessory)..  3761500 

Asbestos  Mats  (Laboratory) .  4009000 

Asbestos,  Reagent  .  1082000 

Asch  Nasal  Forceps .  3254000 

Ascites  Trocars  .  3545000—6500 

Ascorbic  Acid  (Vitamin  C) 

1083500-700;  1413400 

Aseptic  Points  (Dental) .  5453000 

Aseptic  Table  Gas  Attachments.  .  5603000 

Aseptic  Table  Tops .  5602005—025 

Aseptic  Tables,  Complete .  5601000 

Asepto  Syringes  .  3861000 

Aspidium  (Male  Fern) .  1084000 

Aspirating  Apparatus,  Wangen¬ 
steen  Type  .  3610600 

Aspirating  Bronchoscopes  .  3056000 

Aspirating  Bronchoscopes,  Full 

Lumen  .  3056200 

Aspirating  Needles,  Pneumothorax 

Apparatus .  3716600 

Aspirating  Tubes  .  3548000—3550800 

Aspirating  Tubes,  Bronchial  3550200—0500 
Aspirating  Tubes,  Endoscopic....  3548500 
Aspirating  Tubes,  Esophageal...  3550000 

Aspirating  Tubes,  Laryngeal .  3548000 

Aspirating  Tubes,  Open-End.  3550600—800 
Aspirating  Units,  Portable,  Dental  5653300 

Aspirator  Bottles  .  4045000 

Aspirin  (Acetylsalicylic  Acid) 

1009000;  1010000 

Astigmatic  Eye  Test  Charts .  9377500 

Atabrine  (Quinacrine  Hydro¬ 
chloride)  . 1084400-600 
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Athlete’s  Foot  Solution,  Frazer's..  9109800 


Atomizer  Bulbs  .  7702500 

Atomizer  Set  Bottles  .  3612200 

Atomizer  Set  Compressed  Air  Hose  5352000 

Atomizer  Sets  .  3612000 

Atomizers,  Hand .  7702000 

Atropine  Sulfate .  1085000-7000 

Atropine  Sulfate  and  Fluorescein 

Ophthalmic  Disks .  9116300 

Atropine  Sulfate  Ophthalmic  Oint¬ 
ment  .  1087500 

Atropine  Sulfate,  Veterinary  ....  1087000 

Audiometer  Rubber  Stamps .  3613100 

Audiometers  .  3613006—016 

Auger  Bits .  7718200-500 

Autoclaves,  Field,  Portable .  9903500 

Autoclaves,  Laboratory  ....  4011013-035 


Autogenous  Vaccines,  Therapeutic 

1803000 

Autogenous  Vaccines,  Veterinary 


Therapeutic  .  1804000 

Automatic  Burettes  .  4101000 

Autopsy  Cases  .  9309000 

Autopsy  Cases,  Empty .  9309100 


Autopsy  Cases,  Empty,  Veterinary 

8024100 


Autopsy  Cases,  Veterinary,  Com¬ 
plete  .  8024000 

Autopsy  Gloves  .  3674000 

Autopsy  Instrument  Containers.  .  9309200 

Autopsy  Knives  .  3316000 

Autopsy  Scales  .  7888600 

Autopsy  Tables  .  7088500 

Auxiliary  Surgical  Group  Medical 

Equipment  .  9720300 

Auxiliary  Wash  Tanks,  X-Ray  Field 

Processing  Unit  .  9611700 

Avertin  Solution  (Tribromoethanol) 

1087800 

Awl  and  Reel,  with  Chalk  Line..  7748500 

Awls,  Brad  .  7703300 

Awls,  Scratch  .  7703500 

Axes .  7704000 

Axes,  Hand,  Fire .  9904000 

Axis  Traction  Forceps,  Obstetrical  3262000 

Azocarmine  B  .  1087900 

Azochloramid  .  1088000-200 


B 


Baby  Scales  .  7888700 

Back  Rests  .  7001000 

Backhaus  Towel  Forceps  (Towel 

Clamps) .  3275000-6000 

Backing  Replacements  (Dental)  .  .  5287000 

Backs,  Microtome  Knife  .  4341000 

Bacterial  Cultures  .  1731000 


Bacteriological  Incubators  . .  4292008-4020 


Bacto  Products: 

Agar,  Dextrose  Proteose  .  1164200 

Agar,  Eosinmethylene  Blue....  1174000 

Agar,  Granular  .  1046500 

Agar,  Iron,  Kligler's  .  1241700 

Agar,  Nutrient .  1302800 

Agar,  Phenol  Red  Tartrate  ....  1339900 

Agar,  Proteose  No.  3  .  1384700 

Agar,  SS  .  1452800 

Beef  Media .  1098100 

Brilliant  Green  Bile .  1107100 

Crystal  Violet .  1161000 

Eosin  Y  .  1174110 

Fuchsin,  Basic  .  1208410 

Granular  Gelatin  .  1212500 

Hemoglobin  .  1226300 

Lactose  Broth  .  1248200 

Methylene  Blue .  1290800 

Nutrient  Broth  .  1302900 

Peptone  .  1330900 

Proteose  Peptone  .  1331000 

Proteose  Peptone  No.  3 .  1384800 

Thionin  .  1472810 

Tryptone  .  1489200 

Tryptose  (Blood  Agar  Base) 

1106550;  1489300 

Veal  .  1490250 

Bags: 

Anesthesia  Apparatus  .  .  .  3605005-020 
Buckshot,  Balkan  Frame..  3617500—900 

Duffle  . .  .  9904300 

Hot  Water  .  7705000 

Hot  Water  with  Syringe .  7706000 

Ice  .  7707000 

Ice,  Throat  . 7707500 

Inhaling  .  3605005-020 

Laundry  .  7151000-2000 

Obstetrical,  Empty  .  3006100 

Paper  .  7504000-500 

Patients'  Effects  .  9904500 

Physician’s,  Empty .  3006500 

Politzer  .  3616000 

Sand  .  6003000-4000 

Soiled  Linen  .  7050000 

Wardrobe .  7152500 

Wet  Dressing .  3616300-500 

Bailey  Conductors,  Gigli  Saw.  .  .  .  3462300 

Bake  Pans .  7334000-5000 

Bakers,  Portable,  Electric .  7102000 

BAL  Ointment  .  9102800 

BAL  Solution  .  9102800 

Balance,  Analytical,  Rests .  4016000 

Balance,  Analytical,  Weights .  4017000 

Balance,  Harvard  Trip,  Weights.  .  4017300 

Balance  Pans  .  4017500 

Balance,  Portable,  Weights .  5015000 


Balance,  Prescription,  Weights.  .  .  7709000 


Balances: 

Analytical  .  4013000 

Analytical,  Chain  Weight .  4014000 

Harvard  Trip,  Single  Beam....  4017200 

Portable  . 5014000 

Prescription  .  7708000 

Balkan  Frame,  Parts  for: 

Buckshot  .  3618100 

Buckshot  Bags . 3617500—900 

Clamps  .  3618300-500 

Hammocks  .  3618700-900 

Poles  .  3619100 

Pulleys  .  3619300 

Ropes  .  3619500 

Balkan  Frames,  Complete .  3617000 

Ball  Pein  Hammers .  5349300 

Balling  Guns .  8073000 

Balls,  Prosthesis  (Eye  Spheres).  . .  .  3672200 

Balsam  Bottles .  4046000 

Balsam,  Peruvian  .  1333000 

Balsam  Turpentine,  Canada .  1090000 

Balsam,  Tolu .  1488000 

Band-Aids  .  9200000-010 

Bandage  Scissors  .  3468000 

Bandages: 

Ace  .  2002200-700 

Canton  Flannel . 2001000—2000 

Derby  (Veterinary) .  8002200 

Elastic,  All  Cotton . 2002200—700 

First  Aid  Packet 

2030000-1000;  9208200 

Flannel  .  2003000 

Gauze,  Adhesive,  Field  Brown..  9200100 
Gauze,  Adhesive,  White .  9200000 


Gauze,  Compress,  Field  Brown 

9200300;  9200500 
Gauze,  Compress,  White 

9200200;  9200400 
Gauze,  Compressed,  Field  Brown  9201100 
Gauze,  Compressed,  White.  .  .  .  9201000 

Gauze,  Roller .  2004000—6000 

Gauze,  White .  9201500 

Muslin  .  2008000—9000 

Muslin,  Triangular  .  2012000 

Plaster  of  Paris .  9203000 

Stockinet  .  2039000-41000 

Suspensory  .  2011000 

Triangular,  Compressed,  O.D..  9204100 
Triangular,  Compressed,  White.  9204000 

Triangular,  O.D .  9203900 

Bands,  Copper  (Dental)....  5015200-320 

Bands,  Emery  Arbor .  5009000 

Bands,  Matrix  Retainer 

5520000-1000;  5523400 

Bands,  Rubber  .  7506000-8000 

Bane  Mastoid  Rongeur  Forceps.  .  .  3250000 
Barany  Chairs .  7038000 
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Barium  Chloride .  1093000 

Barium  Hydroxide  (Barium 

Hydrate)  .  1094000 

Barium  Mixers  .  6109800 

Barium  Nitrate .  1095000 

Barium  Sulfate  .  1096000-7000 

Basal  Metabolism  Apparatus  4020006-012 
Basal  Metabolism  Apparatus 

Charts  .  4021005-030 

Base  Blocks  for  Aluminum  Litter 

Stirrup  .  9936900 

Base  Plate  Wax,  Dental .  5671000 

Base  Plates,  Dental .  5016000 

Base  Rubber  Denture,  Light  Red.  5532000 
Basic  Instrument  Set  Cases,  Empty 

(1942  Model)  .  9321200 

Basic  Instrument  Sets,  Complete 

(1942  Model)  .  9321000 

Basins: 

Canvas  .  9907000 

Hand  .  7711000 

Operating  Room  .  7712000 

Pus  .  7713000 

Sponge  .  7715000 

Staining  .  .  9402000 

Basket,  Laundry,  Canvas  Bodies..  7003000 
Basket,  Laundry,  Metal  Frames..  7003500 

Baskets,  Culture  Tube .  4030000 

Baskets,  Desk  . 7509000 

Baskets,  Dish  Sterilizing .  9907300 

Baskets,  Waste  Paper .  7510000 

Bassinets  .  7002000 

Basswood  Splints  .  3738600-800 

Basting  Spoons .  7400000-1000 

Bath  Robes  .  7170805-810;  7171005-010 

Bath  Towel  Sets .  9784700 

Bath  Towels  . 7177000 

Baths,  Whirlpool,  Arm .  7103005-008 

Baths,  Whirlpool,  Leg .  7104005-008 

Battalion  Medical  Equipment....  9720500 
Battalion  Medical  Equipment,  Pack 

Type  .  9720600 

Battery  Boxes .  3621500 

Battery  Type  Headlight  Lamp 

Bulbs  .  9363410-412 

Battery  Type  Headlights .  9363200 

Batting,  Cotton  . 2015000 

Battle  Dressing  First  Aid  Kits, 

Complete  .  9776210 

Beads,  Glass  .  4031000 

Beaker  Brushes  .  4091000 

Beakers  .  4031500-6000;  9403000 

Bed,  Adjustable,  Casters....  7006505-510 

Bed  Cradles . 7053000 

Bed  Frames,  Gatch .  9908000 

Bed  Lamps,  Adjustable .  7060500 

Bed  Rails  .  7005200 

Bed  Screens,  Folding .  7078000 


Bed  Shoes  .  7009005-010 

Bed  Trays  .  7425000 

Bedpan  Brushes  .  7454000 

Bedpan  Racks  .  9947200 

Bedpan  Sterilizers  .  7909000 

Bedpan  and  Urinal  Sterilizers  and 

Washers  .  7908805-810 

Bedpans  .  7717000 

Bedpans,  Box  of .  9745000 

Beds: 

Adjustable  .  7006000 

Folding  .  9907500 

Hospital  .  7005000 

Obstetrical  .  7008000 

Bedside  Tables  .  7089000 

Bedside  Tables,  Folding .  9956500 

Beef  Extract  .  1098000 

Beef  Juicers  .  7204000 

Beef  Media,  Bacto .  1098100 

Belladonna  Extract .  1185000 

Belladonna  Root,  Fluid  Extract...  1194500 

Bellows  .  4039000 

Bellows  Disks,  Rubber .  4040000 

Bellow  Nets  .  4041000 

Bells,  Call  .  7718000 

Bells,  Stethoscope  .  3774100 

Bench  Lights,  Dental  Laboratory.  5393700 
Bench  Mounted  Electric  Engines, 

Laboratory  .  5252500 

Bench  Screws  .  7892500 

Bench  Valves,  Blowpipe  Outfit.  .  .  5023000 
Bench  Vises,  Dental  Laboratory.  .  5661500 
Bendixon-Kirscher  Extension  Appa¬ 
ratus,  Motor-Driven  ....  3073008-14 

Benedict's  Reagent .  1098200-300 

Bentonite  .  1098400 

Benzedrine  Inhalers .  9102910 

Benzedrine  Sulfate  ...  1098500;  9102925 

Benzene  (Benzol)  .  1098600 

Benzidine  .  1099000 

Benzin  (Petroleum  Ether) .  1179300 

Benzoic  Acid  .  1010500 

Benzoinated  Lard .  1248500 

Berkefeld  Filter  Mantles...  4233000-7000 

Biebrich  Scarlet  .  1101000 

Bile  Extract,  Ox .  1102600 

Bile  Powder  (Culture  Media)....  1102000 

Binders,  Looseleaf  .  7511000-2000 

Binders,  Manifolding,  Note  Book.  9911000 

Binocular  Loupes  . .  3709000 

Binocular  Microscopes  .  4316000 

Biplane  Markers  and  Re-Orientat¬ 
ing  Devices,  X-Ray  Field  Unit  9619100 

Bismark  Brown  Y  .  1103300 

Bismuth  Subcarbonate.  1104000;  9103000 
Bismuth  Subsalicylate,  Injection..  1106300 
Bistouries,  Probe-Pointed  .  3007000 


Bistouries,  Probe-Pointed,  Veter¬ 
inary  .  8002600 

Bistouries,  Sharp-Pointed  .  3008500 

Bistouries,  Sharp-Pointed,  Veter¬ 
inary  . 8002700 

Bite  Blocks .  3009000-11000 

Bits,  Auger  .  7718200-500 

Bits,  Drill,  Set  of  3 .  7718600 

Bits,  Expansive  .  7718700 

Bits,  Screwdriver  .  7719000—400 

Bjerrum  Screens  (Tangent  Cur¬ 
tains)  .  3862400-600 

Black  Amalgam  Pluggers..  5436000-9000 

Black  Excavators  .  5265000-78500 

Blades: 

Crown-Slitting  Forceps  ...  5315016-020 

Dermatome  .  3160200 

DeVilbiss  Bone  Rongeur  Cranial 

Forceps  .  3207500-600 

Hacksaw  . 9927800 

Operating  Knife  .  3335600-6200; 

3336900-7300;  3338100-500 

Safety  Razor  .  3721000 

Blank  Books  .  7515000-7000 

Blanket  Set  Cases,  Empty 


9746000;  9747000 

Blanket  Sets  .  9745500;  9746500 

Blankets,  od  .  9909000 

Blankets,  Rubber  .  9909500 

Blankets,  White  .  7158000 

Blocks: 

Bite  .  3009000-11000 

Charcoal  .  5146000 

Embedding  .  4042000 

Steel  Tackle  .  8123500 

Wood,  Syringe  and  Needle...  9747500 
Blood  Agar  Base  (Tryptose, 

Bacto)  .  11065500 

Blood  Culture  Media,  Miscellane¬ 
ous  . 1818000 

Blood  Culture  Media,  Typhoid 

Para-Typhoid  .  1819000 

Blood  Donor  Needles .  3357800 

Blood  Grouping  Sera,  Anti-A.  1608400—500 

Blood  Grouping  Sera,  Anti-B.  1608600-700 

Blood  Lancets .  4043000 

Blood  Plasma,  Normal,  Human, 

Dried  .  1608800-900 

Blood  Plasma,  Normal,  Human, 

Liquid  .  1731900-32000 

Blood  Sera,  Loeffler's .  1106600 

Blood  Smear  or  Exudate  Mailing 

Cases  .  1816000 

Blood  Transfusion  Apparatus,  In¬ 
direct,  Complete  .  3609200 

Blood  Transfusion  Apparatus,  In¬ 
direct,  Parts  for: 

Donor  Needles .  3609400 
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Blood  Transfusion  Apparatus,  In¬ 
direct,  Parts  for  (continued): 


Donor  Sets  .  3609300 

Donor  Tubing  .  3879300 

Connecting  Nipples  .  36101000 

Constriction  Tubes  (Needle  Pro¬ 
tectors)  . * .  3610400 

Filtering  Devices  .  3609900 

Glass  Housing  Filtering  Devices.  3610000 

Puncturing  Needle  Nuts  .  3609600 

Puncturing  Needles  .  3609500 

Recipient  Needles  .  3851000 

Recipient  Sets .  3609600 

Recipient  Tubing  .  3879200 

Screw  Caps  .  3610200 

Shut-off  Clamps  .  4180800 

Stoppers,  Rubber  .  3610300 

Blotter  Rockers  .  7514000 

Blotting  Paper  .  7601000-2000 

Blotting  Paper,  Micro  Slide .  4362000 

Blower,  Chip  and  Hot  Air  Syringe 

Bulbs  . 5019000 

Blower,  Chip  and  Hot  Air  Syringes  5018000 

Blowpipe  Outfit,  Parts  for: 

Acetylene  Cylinders,  Filled  9901005-010 

Blowpipes  .  5022200 

Bunsen  Burners .  5022400 

Gas  Regulators  .  5022600 

Metal  Tubing  .  5022800 

Rubber  Tubing  .  3774000 

Valves  .  5023000 

Blowpipe  Outfits,  Complete .  5022000 

Blowpipes,  Gas  .  5020000 

Blowpipes,  Mouth  .  5021000 

Blowtorches  .  7719600 

Bluestone  (Cupric  Sulfate) .  1161500 

Boards,  Bread  . .  7207000 

Boards,  Chopping  .  7208000 

Boards,  Hardwood  .  9352500 

Boilers,  Double .  7210000—2000 

Boilers,  Steam,  Portable,  for  Steril¬ 
izers  .  9910000 

Bolts,  Tibia  .  3011500 

Bone  Chisels,  Single  Bevel.  3119000-21000 
Bone  Chisels,  Osteotome...  3122000-4400 

Bone  Cutting  Forceps,  Double  Ac¬ 
tion,  Liston-Stiile  .  3200700 

Bone  Cutting  Forceps,  Liston .  3201000 

Bone  Drills: 

Complete  .  3179000 

Kirschner,  Set  of  3 .  3180010 

Set  of  3  with  Detachable 

Handle  .  9362300 

Stille-Sherman,  Set  of  3 .  3180005 

Bone  Files,  Double  Ended,  Dental.  5287600 

Bone  Forceps: 

Rongeur,  Dental  .  5313500-600 


Bone  Forceps  (continued): 

Rongeur,  Double  Action, 

Stille  .  3204500-5000 

Rongeur,  Horsley  .  .  3204000;  3206000 

Bone  Gouges  .  3290000-2200 

Bone-Holding  Forceps: 

Farabeuf  .  3203000 

Farabeuf-Lambotte  .  3203600 

Ferguson  .  3203700 

Lane  .  3203500 

Bone  Nails,  Hip  Fracture  Appa¬ 
ratus  .  3295000-400 

Bone  Operating  Cases,  Com¬ 
plete  .  3073008-014 

Bone  Plates,  Molybdenum..  3411000—9000 

Bone-Plating  Clamps  .  3127000-400 

Bone  Rasps  .  3434500-700 

Bone  Screws,  Molybdenum.  3486000—8200 

Bone  Screwdrivers  .  3489000-90000 

Bone  Skids  (Levers) .  3493500 

Bone  Wax,  Sterile .  1492000 

Boning  Knives .  7306000 

Book  Binders,  Manifolding .  9911000 

Book  Fillers,  Manifolding .  9911500 

Books,  Blank .  7515000-7000 

Books,  Note  .  9910500 

Books,  Prescription  Filing .  7521000 

Books,  Stenographer's  .  7520000 

Bookcase  Section  Bases .  7013000 

Bookcase  Section  Tops .  7013200 

Bookcase  Sections  .  7011000—2000 

Borers,  Cork  .  7772000 

Boric  Acid .  1011000-2000 

Boric  Acid  Ointment 


1012200-300;  9101000 
Boric  Acid  Ointment  Burn  Sets...  9103800 
Boric  Acid  Ophthalmic  Ointment.  1012500 

Bosworth  Nasal  Specula .  3524000 

Bottles: 

Agglutination  or  Complement 

Fixation  Test .  1805500 

Aspirator  .  4045000 

Atomizer  Set  .  3612200 

Balsam .  4046000 

Chemical  Examination  of  Water  1815000 

Dental  .  5024500 

Distilled  Water,  Narrow  Mouth.  4047000 

Dropping  .  4048000 

Histo-Pathological  Specimen  ..  1806000 

Infusion,  Kelly  .  4048500 

Ink,  Hard  Rubber  or  Plastic.  .  .  9929000 


Milk  Testing  Apparatus..  4348000-9000 
Narrow  Mouth 


4049000-9200;  4050000; 
4051000-55000;  9404000 
Narrow  Mouth,  Amber 

4049400;  4050200 
Narrow  Mouth,  Green  .  4056000 


Bottles  (continued): 

Office;  Dental  .  5024000 

Plastic  .  9911700 

Prescription  .  7945700—51000 

Reagent  .  4061000-81000 

Screw  Neck,  Vial  Type...  4056200-700 

Sewage  Effluent  .  1809000 

Specific  Gravity  .  4082000 

Specimen,  Histo-Pathological..  1806000 

Specimen-Transmitting  .  1805000 

Spinal  Fluid  .  1806500 

Sputum  .  1810000;  4083000 

Vaccine  .  4084000-8000 

Vacuum  .  1815500 

Water  Cooler .  7953000 

Weighing  .  4089000 

Wide  Mouth,  Amber .  4058600 

Wide  Mouth,  Clear 

4057000;  4058200-400;  4060000-500 
Wide  Mouth,  Cork  Finish 

4058000;  4059000 

Woulff  .  4089500 

Bougie  Filiforms  .  3197000—8000 

Bougies: 

Esophageal,  Woven  .  .  .  3032000-40000 

Eustachian  .  3041000 

Tracheal  .  3042000-6000 

Urethral,  Woven  .  3047000-52000 

Bovine  Contagious  Abortion  An¬ 
tigen  .  1732500 

Bovine  Contagious  Abortion  An¬ 
tigen,  Concentrated  .  1732300 

Bowls: 

Chopping  .  7213000 

Mixing  _ v .  7214000-5000 

Plaster  .  5026000 

Soup,  China  .  7216000-7000 

Sugar  .  7218000-22000;  9912000 

Box  and  Crate  Openers .  8003200 

Box  Openers  .  7724500 

Boxes: 

Battery  .  3621500 

Bedpan  .  9745000 

Cash  (Gold  Storage) .  7720500 

Micro  Slide .  4398000 

Ointment  .  7721000—4000 

Paraffin-Embedding  .  4090000 

Pill  .  7725000 

Pipette  .  4381000 

Powder  .  7726000 

Soap  .  9913000 

Tablet,  Folding  .  7728000 

Viewing  .  5027500 

Boxing  Wax  .  5672000 

Bozeman  Dressing  Forceps .  3222000 

Braces,  Cranial  Drill .  3182000 

Braces,  Litter  .  7845000 

Braces,  Ratchet  .  7729000 
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Brackets,  Litter  Support .  9779000 

Brad  Awls .  7703300 

Brads  and  Tacks,  Assorted .  7926700 

Bradford  Frames  .  3623000 

Brain  Canulae,  Exploring .  3061000 

Brain  Heart  Infusion .  1106700 

Brain  Knives,  Virchow,  Post- 

Mortem  .  331 6000 

Brain  Retractors,  Cushing. .  3445000 

Brain  Retractors,  Frazier,  Set  of  3  3445500 
Brain  Retractors,  Self-Retaining, 

Weitlaner  .  3445700 

Brain  Spatulas,  Cushing .  3511000 

Brassards,  Geneva  Convention...  9913500 
Brassards,  Veterinary  Corps 

(Green  Cross) .  9913700 

Bread  Boards  .  7207000 

Bread  and  Butter  Plates  7356000;  9946000 

Bread  Knives  .  7307000 

Bread  Slicers  .  7397000 

Breathing  Tubes  (Coburg-Connell 

Airways)  .  3551000-500 

Breeder’s  Thermometers  .  8126000 

Brilliant  Cresyl  Blue .  1106800 

Brilliant  Green  .  1106900-7000 

Brilliant  Green  Bile,  Bacto .  1107100 

Brombach  Perimeter  Charts.  3713300-500 

Bromcresol,  Purple  .  1107500 

Bromine  .  1108000 

Bromthymol  Blue  .  1108300 

Bromthymol  Blue  Indicator  Sets, 

Complete  .  1751000 

Bromthymol  Blue  Indicator  Solu¬ 
tion  .  1751200 

Bromthymol  Blue  Individual  Color 

Standards  .  1751400 

Bronchial  Aspirating  Tubes..  3550200-500 
Bronchial  Forceps,  Tissue  Speci¬ 
men,  Light  .  3269300 

Bronchoscopes  .  3053000-4500 

Bronchoscopes,  Aspirating  . .  3056000-200 
Bronchoscopes,  Deep  Bronchi  .  .  .  3056500 
Bronchoscopic  Cases,  Complete..  3075000 

Bronchoscopic  Cases,  Empty .  3076000 

Bronchoscopic  Lamp  Bulbs .  3344000 

Bronchoscopic  Rules  .  3733000 

Brooms,  Corn  .  7451000 

Bruening  Type  Forceps,  Nasal 


3255000-6000 

Brush  Wheels,  Dental  Laboratory 

5677000-81000 


Brushes; 

Beaker  .  4091000 

Bedpan  .  7454000 

Burette  . 4092000 

Camel  Hair .  4093000 

Camel  Hair,  X-Ray .  6005000 


Carbon,  Dental  Engine...  5254010-025 


Brushes  (continued): 

Counter  .  7455000 

Dermatome  .  3160400 

Flask  .  4094000 

Hand  .  7456000 

Inlay,  Casting  Unit .  5030000 

Meat  Block  .  7223000 

Milk  Testing  Bottle .  4094500 

Mucilage  or  Paste .  7523000 

Paint  .  7457000-8000 

Radiator  .  7458500 

Scratch  (Bur  Cleaning) .  5031000 

Scrubbing  .  7459000 

Stencil  Set  .  7657200 

Sweeping  .  7459500 

Test  Tube  .  4095000-500 

Typewriter  .  7524000 

Wheel  (Dental) .  5677000-81000 

Buck  Mastoid  Curettes .  314000—2000 

Buckets: 

Canvas  .  9914000 

Enamelware,  Nested  .  9914500 

Fourteen-Quart  .  7462000 

Galvanized  Iron,  Square .  9405000 

Hospital,  Set  of  3 .  9914500 

Kick  .  7731000 

Buckles,  Splint  Accessory.  .  3757000-9000 
Buckles  and  Straps  (for  Splint 

Sets)  .  7923000-4000 

Buckley  Tissue  Retractors .  5524000 

Buckshot,  Balkan  Frame .  3618100 


Buckstein  Duodenal  Tube  Tips...  3870000 
Bucky  (Potter-Bucky)  Diaphragms.  6014000 
Buffing  Wheels,  Dental  Laboratory 

5692000-3000 

Bulbs  (see  Lamp  Bulbs  for  bulbs 
not  indexed  below): 

Atomizer  .  7702500 

Blood  Pressure  Instrument....  3738100 
Blower,  Chip  and  Hot  Air 

Syringe  .  5019000 

Connecting,  Kjeldahl  .  4311000 

Dental  Water  Syringe .  5598000 

Flashlight  .  7802005-010 

Leveling,  Carbon  Dioxide  Appa¬ 
ratus  .  4121200 

Rubber,  Pipette  .  4097000-8000 

Bullet  Forceps,  Senn .  3216000 

Bullet  Probes,  Fluhrer .  3426000 

Bunsen  Burner  Accessories: 

Chimneys  .  4108000 

Tripods  .  4109000 

Wing  Tops  .  4110000 

Bunsen  Burners  .  4103000-6000 

Bunsen  Burners,  Dental  Laboratory 

5100000;  5022400 

Bunsen  Burners,  Tirrill  Type .  4107000 

Burette  Brushes  .  4092000 


ITEM 


NUMBER 


Burette  Clamps,  Adjustable .  4175000 

Burettes: 

Analytical  .  4100050 

Automatic  .  4101000 

Graduated  .  4099000-4100000 

Micro  .  4101200 

Burners: 

Alcohol,  Bunsen  Type .  9406000 

Bunsen,  Blast  .  4105000 

Bunsen,  4-Burner  .  4104000 

Bunsen,  Dental  Laboratory 

5100000;  5022400 
Bunsen,  High  Temperature....  4106000 

Bunsen,  Laboratory  .  4103000 

Bunsen,  Tirrill  Type .  4107000 

Cautery,  Domepoint  .  3637000 

Cautery,  Knifepoint  .  3638000 

Cautery,  Needlepoint  .  3639000 

Cautery,  Nasal,  Knifepoint. .  .  .  3640000 
Cautery,  Nasal,  Needlepoint.  .  3641000 

Eye  Cautery  .  3629000-33000 

Gas,  Radial  .  4111000 

Gasoline,  Blast  .  9407000 

Gasoline,  Stove  .  9955000-500 

Kerosene  Vulcanizer  .  5668000 

Micro  .  4114000 

Burn-Injury  Sets,  Boric  Acid  Oint¬ 
ment  .  9103800 

Burnishers,  Stellite  .  5103500-7000 

Burow's  Solution  Tablets .  1108400 

Burrs,  Cranial  .  3182200-600 

Burrs,  Ventricular,  Snell’s,  Veteri¬ 
nary  .  8007000 

Burs,  Dental: 

Angle  Handpiece,  Fissure  Den¬ 
tate  . ‘ .  5052000-60000 

Angle  Handpiece,  Inverted 

Cone  .  5041000-6000 

Angle  Handpiece,  Plug  Finish¬ 
ing  .  5047000-51000 

Angle  Handpiece,  Round 

5033000-40000 

Diamond  Point .  5453200-800 

Straight  Handpiece,  Fissure 

Dentate  .  5082000-90000 

Straight  Handpiece,  Fissure 

Flat  .  5075000-6000 

Straight  Handpiece,  Inverted 

Cone  . 5069000-74000 

Straight  Handpiece,  Plug  Finish¬ 
ing  .  5077000-81000 

Straight  Handpiece,  Round 

5061000-8000 

Vulcanite,  No.  3,  Straight  Hand- 

piece  .  5099000 

Butcher’s  Frocks  .  8068544-552 

Butcher’s  Knives  .  7307500-9000 

Butler's  Serving  Trays .  7426000 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


1  MARCH  1944 


7 


INDEX 


ITEM 


NUMBER  ITEM 


NUMBER  ITEM 


NUMBER 


Butter  Cutters  .  7259000 

Butter  Dishes  .  7266000-200 

Buttons,  Sewing-hole  .  7734010-200 

Buttons,  Staple  .  7734500 

Butyn  Sulfate  .  1108600 

Butyn  Sulfate,  Veterinary .  1108500 

Butyric  Acid  Anhydride  (Butyryl 

Oxide)  .  1013000 


c 


Cabinets: 

Dental  .  5108000 

Dental  Laboratory  .  9750500 

Dental  X-Ray  Film ... _  6007500-700 

Filing,  Cap  Size .  7014000 

Food,  for  Drinkwater  Food 

Cart  .  7231000-2000 

Instrument  .  7027000-8000 

Instrument  and  Dressing .  7029000 

Instrument  and  Dressing,  Field.  9915500 

Instrument,  Field  .  9915000 

Medicine  .  7029000 

Specialists',  Ear,  Nose  and 

Throat  .  3624506-510 

Stationery  .  9751000 

X-Ray  Film  Filing .  6006000—500 

Cables,  Shockproof,  X-Ray  Field 

Unit  .  9620500 

Cabot  Splints  .  3739000 

Cade,  Oil  of .  1306000 

Cafeteria  Table  Frames .  7414000 

Cafeteria  Table  Tops . 7414500 

Caffeine,  Citrated  .  1108700 

Caffeine  and  Sodium  Benzoate 

1109000-10500 

Cages,  Animal  .  4115000 

Cake,  Compound,  Dental .  5171000 

Cake  Pans  .  7336000-8000 

Cake  Rosin  .  5527000 

Cake  Turners  .  7429000 

Calamine  Concentrate  .  9104800 

Calamine  Lotion .  9105000 

Calamine,  Prepared  .  1111000 


Calcium  Carbonate  (Iceland  Spar)  1113800 
Calcium  Carbonate  (Marble  Chips)  1 1 15000 
Calcium  Carbonate,  Precipitated.  1114000 

Calcium  Chloride  .  1116000-7000 

Calcium  Gluconate  .  1117500-700 

Calcium  Hydroxide  .  1118000 

Calcium  Hypochlorite .  9105300 

Calcium  Mandelate  .  1118400 

Calcium  Oxide  (Lime) .  1118700 

Calculators,  Adding  Machines, 

Electric  .  7503005-015 

Calculators,  Adding  Machines, 

Hand  .  7503025 
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Caldrons  and  Furnaces .  8069000 

Calendar  Pads .  7591000 

Calipers,  Rule  Type .  6007900 

Call  Bells  .  7718000 

Calomel  (Mercurous  Chloride, 

Mild)  .  1278000-80000 

Calomel  Ointment  (Mercurous 

Chloride  Ointment,  Mild)...  1282000 
Cambric  Needles  (Common  Sew¬ 
ing  Needles) .  7862000 

Camel  Hair  Brushes...  4093000;  6005000 
Camisole  Jackets  (Restraint 

Jackets)  .  7823500-600 

Camphor  .  1119000 

Camphor  in  Oil .  1121000 

Camphorated  Tincture  of  Opium 

(Paregoric)  .  1486000 

Campimeter  Perimeter  Charts....  3713700 
Can  Openers  ...  7331500-2000;  8099500 
Cans: 

Dear  Type  Food  Cart.  .  .  7227000-9000 
Drinkwater  Food  Cart.  .  7233000-6000 
Galvanized  Iron,  with  Cover 

7735000-6000 


Kerosene,  Lantern  Set .  9771700 

Oil  .  7737000 

Oil,  Typewriter  .  7525000 

Powder,  Sprinkling  .  3772000 

Waste,  Pedal  Lift .  7738000 

Water  .  9915700 

Canada  Balsam  Turpentine .  1090000 

Canal  Pluggers,  Root .  5444000-6000 

Canal  Points,  Root .  5494000-6000 

Canaliculus  Knives  .  3317000 

Candler,  Egg,  Lamb  Bulbs .  8008700 

Candlers,  Egg .  8008500 

Canes,  Walking  .  7740000 

Cantharides,  Veterinary  .  1123000 

Cantle  Ring  Straps,  Kit  Component  9706500 
Canton  Flannel  Bandages.  .  2001000-2000 
Canulae: 

Antrum,  Killian's  .  3060500 

Brain,  Exploring  .  3061000 

Frontal  Sinus  .  3064000-400 

Intravenous,  Webster .  3065000 

Lachrymal  Syringe  .  3860600 

Laryngeal  Syringe  .  3860500 

Sphenoid,  Casselberry .  3066000 

Urethral  .  3067000 

Utricle,  Young  .  3068000 

Canvas  Basins  .  9907000 

Canvas  Buckets  .  9914000 

Canvas  Covers: 

Dental  Pack  Chest .  9773700 

Packboard  .  9773700 

Pack  Chests  .  9773500 


Veterinary  Gas  Casualty  Chests  9773700 


Canvas,  Litter: 

Aluminum,  Folding .  9938200 

Aluminum,  Straight  .  9935200 

Folding  Wood  .  9936300 

Straight  Steel  .  9937800 

Straight  Wood  .  7846000 

Straight  Wood,  M-1943 .  9936700 

Canvas  Pails .  9914000 

Canvas  Rolls,  M— 1  Medical  Indi¬ 
vidual  Jungle  Kit .  9710800 

Cap  Screw  Swivel  Blocks  for  Alu¬ 
minum  Litter  .  9937100 

Caps,  Cook's  .  7224000 

Caps,  Ice  .  7707000 

Caps,  Operating  .  9916005-015 

Caps,  Reducing,  for  Electric  Cen¬ 
trifuge  .  4132000 

Caps,  Screw,  Test  Tube .  4438500 

Caps,  Screw,  for  Filtering  Device, 

Indirect  Blood  Transfusion 

Apparatus  .  3610200 

Caprylic  Alcohol  .  1049900 

Capsule  Forceps,  Arruga .  3217200 

Capsules,  Gelatin  .  7741000-6000 

Capsules,  Gelatin,  Veterinary  8009300-500 
Carbarsone  .  1125505—515 


Carbon  Arc  Lamps,  Therapeutic..  7116000 
Carbon  Brushes,  Dental  Engine 

5254010-025 

Carbon  Dioxide  Absorbent  (Shell 


Natron)  .  9120150 

Carbon  Dioxide  Apparatus . 4121000 

Carbon  Dioxide  Apparatus  Level¬ 
ing  Bulbs  .  4121200 


Carbon  Dioxide  Cylinders,  Empty 

7783710-720 

Carbon  Dioxide  Cylinders,  Filled 

7783610-620 

Carbon  Dioxide  Cylinders,  Labora¬ 
tory  .  4122000-2100 

Carbon  Dioxide  Gas .  7805200 

Carbon  Dioxide  Gas,  7%  in  Oxy¬ 
gen  .  7805400 

Carbon  Dioxide  Mixture  Cylinders, 

Empty  .  7783900 

Carbon  Dioxide  Mixture  Cylinders, 

Filled  .  7783800 

Carbon  Disulfide  .  1126000 

Carbon  Paper  .  7603000-4000 

Carbon  Tetrachloride  .  1127000 

Carbons,  Carbon  Arc  Therapeutic 

Lamp .  7116200-600 

Carbons,  Electrode,  Dental  Solder¬ 
ing  Machine  .  5400305 

Carbonated  Lithium  .  1253300 

Carborundum  Disks .  5216000-7000 

Carborundum  Mounted  Points 

5454000-83000 
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Carborundum  Stones  .  8112100 

Carborundum  Wheels  .  .  .  5683000-90000 
Cardamon  Compound,  Tincture..  1479000 

Cardboard  .  7533000 

Card  Holders  .  7060300 

Card  Index  Trays .  7100500 

Cards,  Prince  Rule .  3735100 

Cards,  Guide .  7529000-32000 

Cards,  Guide,  for  Milk  Testing 

Apparatus  .  4350000 

Cards,  Index .  7526000-8000 

Cards,  Test  Type .  3883000-4000 

Cards,  Vision  Test .  3879900 

Cardiograph  Galvanometer  Lamps 

3626605-610 

Cardiograph  Paper  .  3626705-745 

Cardiograph  Quartz  Strings .  3627000 

Cardiographs,  Electric  ....  3625008-6000 


Carlisle  Model  First  Aid  Dressings 

9205000-6100 


Carlisle  Model  First  Aid  Packets.  .  2030000 

Carmine,  Indigo .  1231500 

Carmine  Powder  .  1128000 

Carpet  Sweepers  .  7495000 

Carpet  Tacks .  7927000-8000 

Carpenter’s  Drawing  Knives .  7794700 

Carpenter’s  Mallets  .  7852000 

Carpenter’s  Pincers  .  7875500 

Carpenter’s  Rules .  7885000 

Carriages,  Dressing  .  7031000 

Carriages,  Dressing,  Knocked 

Down  .  9916500 

Carriages,  Wheeled  (Wheeled 

Hospital  Stretchers)  .  7033000 

Carriages,  Wheeled,  Knocked 

Down  .  9917000 

Carriers,  Amalgam  .  5112700 

Carriers,  Dental  Film  Developing.  6008000 

Carriers,  Field,  Collapsible .  9917500 

Carriers,  Film  Development.  6037000-9000 
Carriers,  Food,  Thermos  Type.  .  .  .  9918000 
Carriers,  Litter,  Field,  Collapsible  9917500 

Carriers,  Sponge  .  3070500 

Cars,  Kitchen-Dining-Pharmacy, 

CZ,  Medical  Equipment .  9738200 

Cars,  Kitchen,  Zl,  Medical  Equip¬ 
ment  .  9739000 

Cartilage  Knives,  Post-Mortem...  3318000 
Carts: 

Dish  . 7225000 

Dressing .  7031000,  9916500 

Food,  Dear  Type .  7226000 

Food,  Drinkwater .  7230005-010 

Food,  Electric  .  7239700 

Cartons,  Mailing: 

Culture  .  4124000 

Dental .  5117000-500 

Micro  Slide .  4399000 


Cartons,  Mailing  (continued):  . 


Typhoid  Specimen  .  4125000 

Wright's  Stain  .  4124500 

Wassermann  .  4126000 

Water  .  4127000 

Cartridge  Type  Hypodermic 

Syringe  Hubs  .  5593400—600 

Cartridge  Type  Hypodermic 

Syringe  Needles .  5593800—4000 

Cartridge  Type  Hypodermic 

Syringes,  Complete  .  5593000 

Cartridges,  Procaine  Hydro¬ 
chloride  .  1383500 

Carvers,  Amalgam,  Frahm..  5113000-5000 

Carving  Forks .  7284000 

Cascara  Sagrada  .  1129000 

Cascara  Sagrada,  Aromatic,  Fluid 

Extract  .  1196000 

Case,  Cautery  Ether,  Parts  for: 

Alcohol  Lamps  .  8012000 

Cautery  Handles  .  8011000 

Cautery  Tips .  8013000 

Wrenches  .  8014000 

Case,  Trial  Lens,  Accessories: 

Pocket  Set .  9309800 

Polarized  Lenses  .  3090500 

Trial  Frames  .  3091000 

Cases,  Complete: 

Aprons,  Veterinary  Gas  Casu¬ 
alty  Set  .  9815500 

Autopsy  .  9309000 

Autopsy,  Veterinary .  8024000 

Bone,  Operating  .  3073008-014 

Bronchoscopic  .  3075000 

Cautery,  Electric .  8009800 

Cautery,  Ether  .  8010000 

Dental,  Veterinary  .  9802000 

Diagnostic,  Eye,  Ear,  Nose  and 

Throat  .  3077000 

Dressing,  Ward  .  9310000 

Fitting,  Eye  Glass  Gas  Mask  M-l  9354000 

Foot,  Veterinary  .  9803000 

Forceps,  Hemostatic,  Veterinary  9804000 

Gas  Casualty,  Aprons  and 

Gloves  .  9775800 

General  Operating,  Veterinary  9805000 

Hypodermic  .  9355000 


Hypodermic  Tablets,  Veterinary  8019000 
Instrument,  Medical  Officer’s.  .  9705000 
Instrument,  Veterinary  Noncom¬ 


missioned  Officer’s  .  9805500 

Instrument,  Veterinary  Private’s  9805700 

Mallein  Test  .  8020000 

Meat  and  Dairy  Inspection....  8021000 
Operating,  Small,  Improved...  9308500 

Post-Mortem  .  9309000 

Post-Mortem,  Veterinary  .  8024000 

Spectacle  Fitting  and  Repair.  .  .  3627500 


Cases,  Complete  (continued): 

Stomach  and  Rectal,  Veterinary  9806000 

Trial  Lens  . .  3090000 

Trial  Lenses,  Pocket .  9309800 

Veterinary  Gas  Casualty..  9815400-700 

Veterinary  Pocket  .  8023000 

Ward  .  9310000 

Cases,  Empty: 

Autopsy  .  9309100 

Autopsy,  Veterinary .  8024100 

Basic  Instrument  Set .  9321200 

Blanket  Set  .  9746000;  9747000 

Bronchoscopic  .  3076000 

Dental  .  9704000 

Dental,  Veterinary .  9802100 

Dressing,  Ward .  9310100 

Foot,  Veterinary  .  9803100 

Forceps,  Hemostatic,  Veterinary  9804100 
General  Operating,  Veterinary  9805100 
Hypodermic  Tablets,  Veterinary  8019100 


Instrument,  Medical  Officers...  9705100 
Instrument,  Veterinary  Noncom¬ 
missioned  Officer’s  .  9805600 

Instrument,  Veterinary  Private's  9805800 

Litter  Operating  Support .  9955705 

Maxillo-Facial  Dental  Kit .  9506600 

Meat  and  Dairy  Inspection .  8021100 

Operating,  Small,  Improved...  9308600 

Post-Mortem  .  9309100 

Post-Mortem,  Veterinary  .  8024100 

Splint  Set  .  9782000 

Splint  Set,  Army .  9782300 

Stomach  and  Rectal,  Veterinary  9806100 
Supplemental  Instrument  Sets 


9325200;  9327200;  9329200; 

9331200;  9332500; 
9333200;  9333700 
Unit  Medical  Equipment  Pack..  9792200 


Utility  (Tent  Pin)  .  9751500 

Veterinary  Gas  Casualty,  A  and  B 

9815600-700 

Veterinary  Pocket .  8023500 

Ward  .  9310100 

Cases,  Mailing;  See  Mailing  Cartons 

Cases,  Pillow  .  7169000 

Cash  Boxes  (Gold  Storage) .  7720500 

Casseroles,  Laboratory .  4128300-600 

Cassette  Changers .  6011700 

Cassettes  .  6009000-11000 

Caster  Tires  .  7006705-710 

Casters,  Adjustable  Bed .  7006505-510 

Castings,  Gold,  3A  Crown .  5331000 

Castings,  Gold,  Saddle  Bar  and 

Clasp  .  5333000 

Casting  Harness .  8076000 

Casting  Investment,  Model .  5365500 

Casting  Machine  Asbestos  Pads..  5396000 
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Casting  Machines,  Casting  Unit.  .  5394000 


Casting  Machines,  Perfection ....  5395000 

Cast  Lacquer,  Dental .  5118300 

Casting  Unit  Parts: 

Casting  Machines .  5394000 

Dental  Lubricant  (Oleic  Acid)..  1022000 

Duplicating  Flasks  .  5394200-300 

Flasks  .  5394500-600 

Furnaces,  Electric  .  5327500 

Inlay  Brushes  .  5030000 

Model  Casting  Investment.  ....  5365500 

Model  Glaze  .  5118300 

Surveyors  and  Designers .  5382700 

Vibrators,  Electric  .  5661300 

Casting  Units,  Complete .  5118200 

Casting  Wax  .  . . . .  5672200-3400 

Casting  Wax,  Ready-Made  Shapes  5673600 

Castor  Oil  .  1307000 

Cataract  Knives,  Graefe...  3320000—2000 


Catgut  Chromic  Sutures,  Half-Circle 

Non-Traumatic  Needle  Affixed  3776400 
Catgut  Eye  Sutures,  Mild  Chromic 

3788300;  3788500 
Catgut  Eye  Sutures,  Plain,  with 

Needle  Affixed  3788100-200,3788400 
Catgut  Needles,  %  Circle,  Trocar 

Point  .  3366100 

Catgut  Needles,  Half-Circle,  Taper 

Point  .  3362500-4100 

Catgut  Sutures,  Chromic...  3777000-8000 
Catgut  Sutures,  Chromic,  Needle 

Affixed .  3776200-400 

Catgut  Sutures,  Chromic,  Veter- 


inary  . 

.  8112200-400 

Catgut  Sutures,  Plain . 

3784000-7000 

Cathartic  Compound  . 

.  1150500 

Catheter  Adapters,  Eynard. 

.  3602000 

Catheter  Forceps,  Endotrach 

eal. 

Magill  . 

Catheter  Guides,  Rubber.  .  . 

.  3112000 

Catheter  Stylets,  Colt . 

.  8025500 

Catheter  Stylets,  Horse.  .  .  . 

.  8027000 

Catheterizing  Cystoscopes 

.  3153000 

Catheters: 

Colt . 

Endotracheal,  for  Anesthesia 

Apparatus . 

.  3603400  700 

Eustachian,  Hartman  .... 

3092000-4000 

Horse  . 

Mare  .  8028000 

Nasal  Catheter  Oxygenation 

Apparatus  .  3610900 

Ureteral,  X-Ray,  Olivary  Tip 

3099000-3100000 

Ureteral,  X-Ray,  Whistle  Tip 

3101000-2000 
Urethral,  Rubber .  3107000-11000 


Catheters  (continued): 

Urethral,  Rubber,  Hemostatic..  3112800 

Urethral,  Rubber,  Self-Retaining 

3113000-300 

Urethral,  Woven .  3114000-7000 

Caulk  Slabs  .  5562000 

Caulk’s  Liquid  Silicate  Cement...  5125000 

Caustic  Eye  Pencils . .  1406000 

Cautery  Burners,  Domepoint .  3637000 

Cautery  Burners,  Eye....  3629000-33000 
Cautery  Burners,  Knifepoint 

3638000;  3640000 
Cautery  Burners,  Needlepoint 

3639000;  3641000 
Cautery  Cases,  Ether,  Complete.  .  8010000 
Cautery  Cases,  Electric,  Complete  8009800 

Cautery  Cords .  3628000-500 

Cautery  Electrodes,  Domepoint.  .  3637000 
Cautery  Electrodes,  Knifepoint 

3638000;  3640000 
Cautery  Electrodes,  Needlepoint 

3639000;  3641000 

Cautery  Handles .  3634000-5000 

Cautery  Handles,  Ether  Cautery 

Case  .  8011000 

Cautery  Irons  .  .  . .  3636000 

Cautery  Tips,  Ether  Cautery  Case  8013000 

Cautery  Transformers .  3643206-215 

Cedarwood  Oil  .  1130000-1000 

Ceiling  Operating  Lamps 

7833200; 7833503-507 
Ceiling  Type  Safe  Light  Bulbs.  .  .  .  6048600 

Ceiling  Type  Safe  Lights .  6048000 

Cellophane  Sheets .  5118500 

Celluloid  Strips  .  5578000 

Cellulose  Shields,  Microscope....  4334500 

Cellulose  Tissues  (Kleenex) .  7935400 

Cement,  Anodyne,  Temporary...  5142200 
Cement,  Dental,  Permanent.  5121000-3000 

Cement,  Dermatome  .  3160600 

Cement,  Rubber .  3644000 

Cement,  Silicate,  Cases  for .  5124000 

Cement,  Silicate,  Liquid,  Caulk's.  .  5125000 
Cement,  Silicate,  Measuring  De¬ 
vices  .  5138500 

Cement,  Silicate,  Powder  Form 

5126500-35500 
Cement,  Silicate,  Shade  Guides.  .  5139000 


Cement,  Silicate,  Varnish .  5141000 

Cement  Spatulas,  Dental .  5568000 

Central  Dental  Laboratory  Equip¬ 
ment  .  9720700 


Centrifuge,  Electric,  Parts  for: 

Heads  (without  Metal  Tubes) 

4131500-600 

Metal  Tubes  (with  Rubber  Cush¬ 
ions)  . .  4137000-8000 

Multiple  Carriers  .  4132200 


Centrifuge,  Electric,  Parts  for  (con¬ 
tinued): 

Reducing  Caps  .  4132000 

Rubber  Cushions  for  Metal 

Tubes  .  4130000-31000 

Rubber  Cushions  for  Multiple 

Carriers  .  4132300 

Rubber  Cushions  for  Trunnion 

Cups  .  4134000 

Trunnion  Cups  .  4133000 

Trunnion  Rings  for  Metal  Tubes  4136000 
Centrifuge,  Hand,  Metal  Shields..  4141000 
Centrifuge  Tubes,  Glass.  4141700—4144000 


Centrifuge  Tubes,  Metal...  4137000-8000 
Centrifuge  Tubes,  Milk  Testing 

Apparatus .  4355000 

Centrifuges,  Electric 

4129006-300;  4139008-014 

Centrifuges,  Hand  .  4140000 

Cerebellar  Headrests  for  Operat¬ 
ing  Table  .  7099200 

Cervical  Matrixes  .  5142500 

Chain  Weight  Analytical  Balances  4014000 
Chairs: 

Arm  .  7034000-7000 

Barany  .  7038000 

Common  .  7039000 

Common,  Folding .  9918500 

Common,  Office  .  7041000 

Dental,  Field  .  9502100 

Dental  Operating .  5143000 

Desk,  Reception  Room .  7042000 

Invalid  .  7043000 

Porch,  Arm  .  7034000 

Revolving,  Office  .  7044000 

Rocking  .  7045000 

Specialists'  (Treatment  Chairs).  7046000 

Typists’  .  7046500 

Chalazion  Curettes  .  3133000 

Chalazion  Forceps,  Lambert .  3218000 

Chalk  Crayons  .  7537500 

Chalk  Lines  with  Reel  and  Awl.  .  .  7748500 

Chalk,  Prepared .  1133000 

Chamber  Pots  .  7883700 

Chambers,  Altitude  Training,  Med¬ 
ical  Equipment  for .  9719700 

Chambers,  Counting,  for  Spinal 

Fluid  .  4188400 

Chambers,  Counting,  Hemacytome¬ 
ter  .  4278000 

Chamois  Skins  .  7463000 

Chamois  Wheels,  Dental  Labora¬ 
tory  .  5691000 

Changers,  Cassette  .  6011700 

Charcoal,  Activated,  Veterinary  .  .  1135000 

Charcoal  Blocks,  Dental .  5146000 

Chart  Holders  .  7060400 

Anatomical  .  7749000 
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Charts: 

Basal  Metabolism  Apparatus 

4021005-030 


Astigmatic  Test  .  9377500 

Eye  Localizer  .  6051000 


Eye  Test  (Vision  Test),  Illiterate.  3885300 
Eye  Test  (Vision  Test),  Jaeger..  3883000 
Eye  Test  (Vision  Test),  Snellen, 

Reversed  Letters  .  3885400 

Perimeter,  Brombach  ....  3713300-500 

Perimeter,  Campimeter  .  3713700 

Perimeter,  McHardy .  3714000-100 

Perimeter,  Schweigger  ...  3714700—800 
Chassis,  Drinkwater  Food  Carts.  .  .  7237000 
Chassis  Wheels,  Drinkwater  Food 

Cart  .  7238000 

Cheese,  Lard  and  Butter  Triers...  8129000 
Check  Weights,  Egg  Weighing 

Scale  .  8107700 

Chemical  Test  Tubes .  4431000 

Chemical  Thermometers  ....  4443000-5000 
Chemical  Thermometers,  Precision  4446000 

Chenopodium  Oil .  1308000 

Chenopodium  Oil,  Veterinary.  .  . .  1308500 
Chest  Injuries  Supplemental  Instru¬ 
ment  Sets,  Complete,  M-1942  9325000 
Chests,  Complete: 


Ambulance,  Airplane .  9751700 

Chassis  Unit,  X-Ray  Field  Unit 

9609005-010 

Clipping,  Veterinary  .  8029000 

Control  Unit,  X-Ray  Field  Unit 

9608808-010 

Cooking  Utensils  .  9752000 

Dental  Pack  “A” .  9502200 

Dental  Pack  "B” .  9502300 

Drugs  .  9752600 

Film,  X-Ray  Field  Unit .  9602500 

Flight  Service  .  9754500 

Gas  Casualty  Set,  "A’’,  Veterin¬ 
ary  .  9815600 

Gas  Casualty  Set,  “B”,  Veterin¬ 
ary  .  9815700 

Laboratory,  Field  .  9409500 

Medical  Pack  "A” .  9761500 

Medical  Pack  “B" .  9762000 

Supplemental  Medical  Supplies  9762300 

Mess  .  9762500 

Miscellaneous  Supplies  .  9763100 

Plasma .  9763900 

Restraint,  Veterinary  .  9814000 

Restraint,  Supplemental,  Veter¬ 
inary  .  9815000 

Sterilizer  .  9764000 

Surgical  Supplies  .  9764200-300 

Tableware  .  9764500 

T°o1  .  7750000;  7751000 

Transformer,  X-Ray  Field  Unit..  9608600 


Chests,  Complete  (continued): 

Tube  Unit,  X-Ray  Field  Unit.  .  .  .  9608700 
Venereal  Phophylactic  Unit...  9792500 

Veterinary  Pack  "A” .  9812200 

Veterinary  Pack  "B” .  9812500 

Chests,  MD,  Complete: 

No.  1  (Drugs) .  9756500 

No.  2  (Dressings) .  9757000 

No.  4  (Office  Supplies) .  9757500 

No.  60  (Dental  Dispensary).  .  .  .  9502500 
No.  61  (Dental  Laboratory)...  9502600 
No.  62  (Dental  Laboratory)...  9502700 


No.  80  (Veterinary  Supplies)..  9807000 
No.  81  (Veterinary  Supplies)..  9808000 
No.  X-l  (X-Ray  Chassis,  Old 


Type)  .  9609005 

No.  X-l  (X-Ray  Chassis,  New 

Type)  .  9609010 

No.  X-2  (Transformer  Unit).  .  .  .  9608600 

No.  X-3  (Tube  Unit) .  9608700 

No.  X-4  (Control  Unit) _  9603808-010 

Chests,  Empty: 

Ambulance,  Airplane .  9751800 

Clipping,  Veterinary  .  8029500 

Cooking  Utensils  .  9752500 

Field,  Modified .  9754000 

Field,  Plain  .  9753500 

Flight  Service  .  9755000 

Flight  Surgeon’s  Physical  Exam¬ 
ination  Set  .  9780000 

Mess  .  9763000 

Pack  .  9763500 

Pack,  Dental,  “A” .  9763200 

Pack,  Dental,  ’’B” .  9763300 

Recruiting  Physical  Examination 

Set  .  9781000 

Tableware  .  9765000 

Tool  .  7750100;  7751100 

Venereal  Prophylactic  Unit.  .  .  .  9793000 

Veterinary  .  9812000 

Veterinary  Gas  Casualty  Set.  .  .  9815800 

Chimneys,  Bunsen  Burner .  4103000 

Chimneys,  Dark  Room . 3646000 

Chimneys  for  1920  Field  Model 

Incubator  Lamp  .  9432200 

Chinese  Strainers .  7412000 

Chiniofon  (Yatren) .  1136000 

Chip  Blower  Bulbs .  5019000 

Chip  Blowers  .  5018000 

Chisels: 

Bone,  Dental .  5154000-8000 

Bone,  Single  Bevel....  3119000-21000 

Bone,  Osteotome .  3122000-4400 

Cold  .  7752000 

Nasal  .  3126000 

Osseous,  Stout,  Dental.  .  5148700-50500 

Wedelstaedt,  Dental  ....  5158500-700 
Wood  . .  775 2500-4000 


Chloral  Hydrate .  1137000 

Chlorine  .  7805600 

Chlorine  and  Toxic  Gas 

Colorimeters  .  9429700 

Chlorine  Test  Set  Orthotolidine 

Tablets  .  9429600 

Chlorine  Test  Sets .  9429500 

Chloroform  (for  Anesthesia) .  1138000 

Chloroform  (not  for  Anesthesia) 

1139000;  9105800 

Cholecystectomy  Forceps  .  3218600 

Cholera  Vaccine .  1601500 

Cholesterol  .  1139500 

Choppers,  Meat,  Hand .  7242000 

Chopping  Boards .  7208000 

Chopping  Bowls .  7213000 

Chopping  Knives  .  7310000 

Chromic  Sutures,  Catgut .  8112200 

Chromic  Sutures,  Catgut,  Non- 
Traumatic  Needles  Affixed 


3776200-400 

Chromium  Trioxide,  Dental .  1140000 

Chrysarobin  .  1142000 

Chucks,  Steinmann  Extension  Ap¬ 
paratus  .  3196300 

Cigarette  Drainage  Tubing..  3875300-700 

Cilia  Forceps,  Douglas .  3218300 

Cinnamon  Oil  .  1309000 

Citrate  Agar,  Simmons' .  1142400 

Citrate  Desoxycholate  Media....  1161700 

Citrated  Caffeine  .  1108700 

Citric  Acid  .  1015000 

Clamp  Forceps,  Rubber  Dam....  5316000 

Clamp  Holders,  Extension .  4178000 

Clamps: 

Anastomosis,  Intestinal,  Rankin  3128700 

Balkan  Frame .  3618300—500 

Bone-Plating  .  3127000-400 

Burette,  Adjustable  .  4175000 

Dental  .  5159000-64000 

Extension  (Laboratory)  .  .  4176000-7000 

Harelip,  Ivy .  3127700 

Hemorrhoidal,  Kelsey  .  3128000 

Intestinal,  Doyen  .  3237000—8000 

Intestinal,  Judd-Allis  .  3238500 

Mohr’s  Pinchcock  .  4180000 

Pinchcock .  4180400-600 

Pylorus  .  3129000-500 

Rubber  Dam  .  5159000-64000 

Shut-off. .  4180800 

Test  Tube  . .  4181000 

Towel  (Towel  Forceps)...  3275000-6000 

Tubing .  3651000 

Clarite  X  (Lump  Resin) .  1142800 

Clasp  Bending  Pliers,  Dental....  5432500 

Clasp  Loops  .  5165500 

Claw  Hammers  .  7817000 

Claw  Hatchets  . 7818000 
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Cleaners,  Pulp  Canal .  5166000-8000 

Cleaners,  Vacuum  .  7495500 

Cleaning  Tools,  Imperatori,  for 

Jackson  Instruments  .  3864700 

Cleaning  Wires,  Jackson  Instru¬ 
ments  .  3888000 

Clearing  Company,  Gas  Treatment 

Medical  Battalion .  9726410 

Clearing  Oil  (Cedarwood  Oil).  .  .  .  1130000 

Cleavers  .  7245000 

Clinical  Microtome  Freezing  At¬ 
tachments  .  4338000 

Clinical  Microtome  Knives .  4339000 

Clinical  Microtomes  .  4337000 

Clinical  Thermometers  ..  7932000;  81 27000 
Clinical  Thermometers,  Veterinary  8127000 
Clip  Holding  Racks,  McKenzie 

(Brain  Clip  Holders) .  3717500 

Clip  Introducing  Forceps, 

McKenzie  .  3218500 

Clipper  Blades,  Electric,  Small 

Animal,  Oster .  8044800-5000 

Clipper,  Veterinary,  Parts  for: 

Bottom  Plates  .  8031000 

Chain  Grease .  8033000 

Chain  Links  .  8032000 

Heads,  Complete  .  8034000 

Tension  Bolts  .  8036000 

Tension  Nuts  .  8037000 

Tension  Springs  .  8038000 

Top  Plates  .  8035000 

Clippers,  Electric,  Oster,  Small 

Animal,  Complete  .  8044700 

Clippers,  Hair  .  3652000 

Clippers,  Veterinary,  Complete..  8030000 

Clipping  Chests,  Veterinary,  Com¬ 
plete  .  8029000 

Clipping  Chests,  Veterinary,  Empty  8029500 

Clips,  Blood  Vessel,  Preformed 

(Silver  Wire) .  3893000 

Clips,  Paper -  7536000-7000,  9919000 

Clocks  .  7047500-8010 

Clocks  .  7047500-8006-010 

Clocks,  Interval  Timer .  4182000 

Closed  Circuit  Oxygen  Therapy 

Apparatus  .  9364000 

Cloth,  Asbestos .  4008500 

Cloth  Buffing  Wheels,  Dental  Lab¬ 
oratory  .  5692000-3000 

Cloth  Reinforcements  (Eyelets), 

Gummed  .  7635500 

Clothes  Racks  .  7051000 

Clothes  Wringers  .  9965000 

Cloths,  Table  .  7421000 

Cloths,  Wash  .  7159000 

Clotheslines  .  7755000 


Coagulation  Electrodes,  Rigid...  3183100 
Coal  Tar,  Crude  (Pix  Carbonis).  .  .  1143200 
Coal  Tar  Solution  (Liquor  Carbonis 

Detergens)  .  1252700 

Coat  Sets,  Pajama .  9779100;  9779300 

Coats,  Convalescent  Suit....  7174005-010 

Coats,  Operating  Suit .  7176005-010 

Coats,  Pajama  .  7163005—4010 

Cobalt  Chloride  .  1144000 

Cobalt(ous)  Sulfate  .  1144300 

Coburg-Connell  Airways  (Breathing 

Tubes)  .  3551000-1500 

Cocaine  Hydrochloride  .  1145000 

Cocaine  Hydrochloride  Hypo 

Tablets  .  9107000 

Cock-up  Wrist  Splints .  3754500 

Cocks,  Terminal,  Compressor  Unit  5178000 

Cod  Liver  Oil .  1310000 

Codeine  Sulfate  .  1148000-9500 

Coffee  Mugs .  7329500 

Coffee  Pots  .  7362000-3000 

Coffee  or  Tea  Pots .  7373000 

Colanders  .  7247000 

Cold  Chisels  .  7752000 

Color  Standards,  pH.  .  .  1750400;  1751400 

Collapsible  Field  Carriers .  9917500 

Collars,  Ice  .  7707500 

Collecting  Cups,  Specimen,  Suction 

Tube  .  3553700 

Collier  Needle  Holders .  3296500 

Collodion  .  1150000 

Colloidal  Gold  Formaldehyde  So¬ 
lution,  Neutral,  Reagent.  .  .  .  1207000 

Colon  Tubes  .  3868500 

Colony  Counters,  Quebec .  4187200 

Colony  Counting  Magnifiers .  4313000 

Color  Comparator  Set,  Parts  For: 

Lamp  Bulbs .  9429660 

Residual  Chlorine  Disks .  9429651 

Tubes,  13mm  .  9429656 

Tubes,  26mm  .  9429658 

War  Gas  Determination  Disks.  .  9429652 
Wide  Range  pH  Determination 

Disks  .  9429654 

Color  Comparator  Sets,  Complete  9429650 
Color  Comparison  Tube  Supports 


4454005-010 

Color  Comparison  Tubes...  4452000-3500 
Color  Standards,  Bromthymol  Blue 

Individual  .  1751400 

Color  Standards,  Phenol  Red,  In¬ 
dividual  .  1750400 

Color  Test  Books,  Ishihara  Type.  .  3652500 

Color  Test  Yarns .  3885000 

Colorimeter  Cups .  4185005—010 

Colorimeter  Micro  Attachments.  . .  4184200 
Colorimeter  Plungers .  4185205-215 


Colorimeters,  Chlorine  and  Toxic 


Gases  .  9429700 

Colorimeters,  Duboscq  (Photoelec¬ 
tric)  .  4184000 

Colt  Catheter  Stylets .  8025500 

Colt  Catheters  .  8025000 

Colt  Stomach  Tubes .  8134800 

Column  Units,  X-Ray  (Tube  Col¬ 
umns)  .  6169200 

Combination  Pliers  .  7882000 

Combination  Pumps  .  8102000 

Combination  Teeth  Sets .  9509500 

Comforters  .  9919300 

Commodes  .  7756000 


Comparison  Tubes,  Color,  Nessler 

4452000-3500 


Comparison  Tubes,  Graduated, 

Complement  Fixation  Test...  1750600 
Comparison  Tubes,  Graduated, 

Indicator  Set  .  1750600 

Complement  Fixation  Test  or 

Agglutination  Bottles .  1805500 

Complement  Fixation  Tests, 

Lyophilized  .  1703400 

Compound  Cake,  Dental .  5171000 

Compound  Cathartic  .  1150500 

Compound,  Dishwashing  ...  7464005—010 

Compound,  Impression  .  5362500 

Compound  Impression  Trays .  5362800 

Compound,  Investment,  Crown  and 

Bridge  .  5366000 

Compound,  Modeling  .  5171000 


Compress  Bandages,  Gauze,  White 

9200200;  9200400 
Compress  Bandages,  Gauze,  Field 

Brown  .  9200300,9200500 

Compress  Bandages,  Triangular 

9204000-100 

Compressed  Absorbent  Cotton 

2013000-4000 

Compressed  Bandages,  Gauze, 

White  .  9201000 

Compressed  Bandages,  Gauze, 

Field  Brown  .  9201100 

Compresses,  Vulcanizer  Flask....  5664000 
Compression  Arm  Bags,  Sphyg¬ 
momanometer  .  3738200 

Compressor  Units  with  Tank  (Air 

Compressors) .  5174006-5020 

Compressor  Unit  Tubing,  Metal..  5176000 
Compressor  Unit  T  Connections.  .  5177000 
Compressor  Unit  Terminal  Cocks.  .  5178000 

Comptometers,  Electric  .  7503028 

Computing  and  Recording  Machine 

Ribbons  .  7636007-075 

Concavity  Slides,  Spherical,  Micro  4396000 

Condensors,  Allihn .  4185500 

Condensing  Lenses,  Eye .  3347000 
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Condensors,  Extraction  Apparatus  4229400 

Condensors,  Liebig  .  4187000 

Condensors,  Universal  .  7756300 

Conductors,  Gigli  Saw .  3462300 

Cones,  Dental .  5179000—80000 

Cones,  Radiographic  or  Treatment 

6012500-3500 

Congo  Red  . 1151200 

Connecting  Bulbs,  Kjeldahl .  4311000 

Constriction  Tubes  (Needle  Protec¬ 
tors),  Indirect  Blood  Transfu¬ 
sion  Apparatus .  3610400 

Containers,  Anesthesia  Set .  9351200 

Containers,  Field  Dispensing  Set..  9775500 
Containers,  First  Aid,  Parachutist’s 

Packet  .  9778600 

Containers,  Hard  Rubber,  No.  2..  9766000 

Containers,  Ink,  Veterinary .  8052800 

Containers,  Instrument,  Autopsy, 

Metal  .  9309200 

Containers  for  Kits: 

Arctic,  First  Aid .  9766200 

Gas  Casualty,  First  Aid .  9766300 

Gas  Casualty  Treatment .  9776800 

Jungle,  First  Aid .  9766400 

Jungle,  Individual,  Medical,  M-2  9766100 


Containers,  Metal  (Cans)  9767500;  9773000 
Containers,  Metal,  with  Bail 

9766500;  9767000 


Containers,  Metal,  Large .  9766500 

Containers,  Metal,  Medical  Offi¬ 
cer’s  Instrument  Case .  9705200 

Containers,  Metal,  Post-Mortem  In¬ 
struments  . ' .  9309200 

Containers,  Metal,  Small .  9767000 

Containers,  Metal,  Veterinary  Gen¬ 
eral  Operating  Case .  9805200 

Containers,  Paper  (Cardboard) 

9773300-400 

Containers,  Shock  Team  Set .  9370900 

Containers,  Veterinary  Dispensing 

Set  .  7794200 

Contouring  Pliers,  Dental 


5429000;  5431000-2000 
Control  Powder,  Inlay  Investment  5366700 

Control  Units,  Anti-Malarial .  9720205 

Control  Units,  X-Ray  Field  Unit, 

Chest  MD  X-4 .  9608808-810 

Controls,  Sterilizer  (Indicator 

Tubes)  .  7911000 

Convalescent  Camp,  1000-Bed, 

Equipment  .  9721000 

Convalescent  Hospital,  3000-Bed, 

Equipment  .  9721500 

Convalescent  Suits  .  7174005-5010 

Conveyor  Bags  (Linen  Hampers).  7050000 
Conveyors,  Soiled  Linen .  7049000 


Cooking  Utensil  Chests,  Complete  9752000 
Cooking  Utensil  Chests,  Empty...  9752500 

Cook’s  Aprons  .  7201000 

Cook's  Caps .  7224000 

Cooling  Units,  Dental  Film  De¬ 
veloping  Tank .  6167200 

Cooling  Units,  X-Ray  Developing 

Unit .  6013800 

Cooper  Aneurism  Needles .  3356000 

Coplin  Jars .  4301000 

Copper  Bands,  Dental .  5015200-320 

Copper  Foil  .  1152000 

Copper  Oxide  (Cupric  Oxide)...  1153000 

Copper  Sulfate,  Powder .  9107300 

Copper  Sulfate  Solution .  9107500 

Copper  Test  Tube  Supports .  4440000 

Coramine  (Nikethamide)  ...  1301810-820 

Cords,  Cautery .  3628000—500 

Cords,  Dental  Engine,  Electric  5255020-035 
Cords,  Dental  Engine,  Foot.  .  5259005—010 
Cords,  Electric,  for  Diagnostic  Ap¬ 
pliances  .  3661710-745 

Corers,  Apple .  7248000 

Coriander  Oil  .  1311000 

Cork  Borers .  7772000 

Cork  Extractors  .  7774000 

Cork  Pressers  .  . .  7775000 

Corks  .  7759000-70000;  9919500 

Corks,  Vial  .  7771000 

Corkscrews  .  7776000 

Corkscrews,  Folding  .  9920000 

Corn  Brooms .  7451000 

Corn  Starch  .  1453000 

Correction  Fluid,  Mimeograph...  7585000 

Correspondence  Stamps .  7647000 

Corrosion-Resisting  Steel  Wire, 

Dental  .  3889000  90000 

Costumers  .  7051000 

Cot-Litters,  Ambulance  (Bomgard- 

ner  Type)  .  9934700 

Cots,  Canvas,  Folding . *.  . .  9920500 

Cots,  Finger  .  3662000 

Cots,  Clothing,  Canvas .  9920500 

Cotton,  Absorbent,  Compressed 

2013000-4000 

Cotton  Batting  .  2015000 

Cotton  Holders,  Dental .  5358000 

Cotton  Mattresses .  7160500 

Cotton  Pads  .  9211800 

Cotton  Rolls,  Dental .  5181000-2000 

Cotton  Suture  Tape,  Umbilical...  3809000 

Cotton  Tape  .  3863000 

Cotton  Tape  Sutures,  Veterinary.  8113200 
Cotton  Thread 

3662200-2700;  7934010-040 

Cotton  Twine  .  7663000 

Cotton  Waste . 9962000 

Cottonseed  Oil .  1312000 


Couches  .  7054000 

Counter  Brushes .  7455000 

Counters,  Colony,  Quebec .  4187200 

Counters,  Hand  .  4187400 

Countersinks  .  7777000 

Counting  Chambers,  Hemacyto¬ 
meter  .  4278000 

Counting  Chambers,  Spinal  Fluid.  4188400 
Counting  Plates,  Wolfhuegel .  .  .  .  4188000 
Couplings,  Filter  Pump 

4383100;  4383400-600 

Cover  Glasses .  4189000-90000 

Cover  Glasses,  Hemacytometer..  4279000 

Cover  Plates . 7249500 

Covers,  Canvas,  Dental  Pack  Chest  9773700 

Covers,  Canvas,  Pack  Chest .  9773500 

Covers,  Canvas,  Packboard .  9778800 

Covers,  Canvas,  Gas  Casualty 

Chests  A  and  B .  9773700 

Covers,  Gooch  Crucible .  4192200 

Covers,  Mattress .  7162000-510 

Covers,  Pack  Chest .  9773500—700 

Covers,  Porcelain  Crucible .  4194200 

Covers,  Plate  .  7249500 

Covers,  Round,  Paper .  5183000 

Covers,  Table  .  7422000 

Cradles,  Bed  .  7053000 

Cradles,  Neck,  Veterinary .  8053000 

Cranial  Bone  Forcep  Blades, 

Rongeur,  Devilbiss  ....  3207500—600 
Cranial  Bone  Forceps,  Rongeur, 

Devilbiss  .  3207000 

Cranial  Bone  Forceps,  Rongeur, 

Horsley  .  3208000 

Cranial  Drill  Braces .  3182000 

Cranial  Burrs  .  3182200-600 

Cranial  Trephines  .  3543000 

Crash  Splint  Units .  9774000 

Crate  and  Box  Openers .  8003200 

Crates,  Empty,  Lantern  Set .  9778000 

Crayons,  Chalk  .  7537500 

Cream  Pitchers .  7349000-50000 

Creatinine  and  Zinc  Chloride....  1156000 
Cerebellar  Headrests  for  Operat¬ 
ing  Table  .  7099200 

Creosote  .  1157000 

Cresol,  Saponated  Solution 

1159000-60000;  9108000 

Cresyl  Blue,  Brilliant .  1106800 

Crinoline .  2016000-500 

Crosscut  Saws .  7886000-7000 

Crown  and  Bridge  Articulators...  5011000 
Crown  and  Bridge  Investment 

Compound  .  5366000 

Crown  and  Bridge  Trays .  5622000 

Crown  Removers,  Simplex .  5188500 

Crown  Shears,  Universal .  5559300 

Crown  Slitting  Forceps .  5314000 
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Crown  Slitting  Forcep  Blades  5315016-020 


Crown  and  Splint  Removers .  5187500 

Crown  Wax  .  5674000 

Crucible  Covers,  Gooch .  4192200 

Crucible  Covers,  Porcelain .  4194200 

Crucible  Holders  .  4193000 

Crucible  Pads,  Small  Casting  Ma¬ 
chine  .  5396000 

Crucible  Tongs  .  4448000 

Crucibles: 

Gooch  .  4192000 

Platinum  .  4193500 

Porcelain  .  4194000 

Small  Casting  Machine .  5397000 

Crude  Coal  Tar  (Pix  Carbonis)...  1143200 

Cruets,  Vinegar  .  7250000 

Crutch  Tips,  Rubber .  3664000 

Crutches  .  3663000 

Crystal  Violet .  1160900-1000 

Crystal  Violet,  Bacto .  1160900 

Culture  Apparatus,  Anaerobic...  4007700 
Culture  Apparatus,  Anaerobic, 

Jars  .  4007800 

Culture  Dishes  .  4211000 

Culture  Flasks,  Kolle .  4238000 

Culture  Mailing  Cases .  4124000 

Culture  Media  and  Components: 

Agar  .  1046000 

Agar,  Granular,  Bacto .  1046500 

Beef  Extract  .  1098000 

Beef,  Media,  Bacto .  1098100 

Bile  Powder  . 1102000 

Blood  Agar  Base .  1106550 

Blood  Serum,  Loeffler's .  1106600 

Brain  Heart  Infusion .  1106700 

Citrate  Agar .  1142400 

Desoxycholate  Citrate  Media..  1161700 

Dextrin  .  1162000 

Dextrose  Agar  .  1163500 

Double  Sugar  .  1169600 

Eosin  Methylene  Blue,  Agar...  1174000 

Gelatin,  Granular  .  1212000 

Gelatin,  Granular,  Bacto .  1212500 

Culture  Slides .  4395000 

Culture  Test  Tubes .  4432000 

Culture  Tube  Baskets .  4030000 

Cultures,  Bacterial  Special .  1731000 

Cup  Forceps,  Laryngeal....  3244200-600 

Cupric  Oxide  .  1153000 

Cupric  Sulfate  (Bluestone) .  1161500 

Cups: 

Colorimeter  .  4185005-010 

Custard  .  7253000 

Dissolver  .  5239000 

Egg  .  7254000 

Enamelware  .  9921500 

Feeding,  Enamelware  .  9922000 


Cups  (continued): 

Flask  .  9926000 

Measuring  .  7256000 

Paper  ...  7778000;  5189000;  9922300 
Specimen  Collecting,  for  Suction 

Tube  .  3553700 

Sponge  .  7538000 

Sputum  .  7779000 

Tea  .  7256500 

Trunnion,  for  Electric  Centrifuge  4133000 
Curettes: 

Adenoid  . 3131000-2000 

Chalazion  .  3133000 

Ear  .  3134000-6000 

Ethmoid  .  3138000 

Eustachian  .  3139000 

F.  F.  Molt  (Dental) .  5196600-900 

Fistula,  Veterinary  .  8056000 

Hoof,  Nail  Hole .  8054000-5000 

Mastoid,  Buck .  3141000-2000 

Mastoid,  Richard  .  3143000—5000 

Mastoid,  Whiting  .  3146000-8000 

Sharp,  Double-Ended,  Veteri¬ 
nary  .  8057000 

Sinus  .  3148300 

Uterine  .  3149000-51500 

Curtains,  Tangent  (Bjerrum 

Screens) .  3862400-600 

Cushing  Brain  Retractors .  3445000 

Cushing  Brain  Spatulas .  3511000 

Cushions: 

Operating  Table  .  7162800 

Rubber,  Electric  Centrifuge 

Tube  .  4130000-1000 

Rubber,  Open  Center .  7783000 

Rubber,  Multiple  Carrier,  Elec¬ 
tric  Centrifuge  .  4132300 

Rubber,  Trunnion  Cup,  Electric 

Centrifuge  .  4134000 

Surgical  (Kelly  Pads) .  3667000 

Cuspidor  Fountain  Mouthpieces.  .  5205000 

Cuspidors,  Fountain,  EENT .  3667500 

Custard  Cups  .  7253000 

Cutters: 

Ambocepter  Paper .  4005000 

Butter  ) .  7259000 

Cuber  and  Slicer,  Vegetable..  7262300 

Doughnut  .  7261000 

French  .Fry  .  7262000 

Gauze  and  Bandage,  Electric.  .  3667700 

Glass  .  7808000 

Molar  (Veterinary) .  8091000-4000 

Paper  .  7539000 

Wire,  Surgical  .  3667900 

Cutting  Loop  Electrodes .  3183200 

Cutoffs,  Air  Heater .  5352000 

Cutting  Forceps,  Straight,  Heavy.  3203000 

Cutting  Rasps,  Antrum .  3434200 


Cutting  Wheels,  Pencil  Sharp¬ 
ener  .  7643005-025 

Cuttlefish  Paper  Disks....  5218000—21000 

CWS  Protective  Ointment .  9118700 

Cyanide,  Mercuric  ...  1272300;  1272500 

Cylinder  Jars  .  4301200 

Cylinder  Trucks,  Oxygen .  3864600 

Cylinder  Valve  Adapters .  7789000 

Cylinders: 

Acetylene,  Empty  .  9901505—510 

Acetylene,  Filled .  9901005-010 

Berkefeld  Filter .  4233000-7000 

Carbon  Dioxide,  Empty...  77 83710-720 
Carbon  Dioxide,  Filled...  7783610—620 


Carbon  Dioxide,  Laboratory 

4122000-2100 
Carbon  Dioxide  Mixture,  Empty  7783900 
Carbon  Dioxide  Mixture,  Filled  7783800 

Graduated  .  4197000;  4203000 

Mixing,  Graduated  ....  4204000—7000 
Nitrous  Oxide,  Empty 

7784100;  7785110-120 
Nitrous  Oxide,  Filled 

7784000;  7785010-020 

Oxygen,  Filled 

7785500;  77 86010-020;  7787000 
Oxygen,  Empty 

7785600;  7786110-120;  7787100 
Cylindrical  Separatory  Funnels 

4269000-70000 
Cystic  Duct  Forceps,  Shallcross.  . .  3218600 


Cystoscope  Lamp  Bulbs .  3157010—013 

Cystoscope  Tips,  Rubber,  Set  of  8  3157200 

Cystoscopes,  Catherizing  .  3153000 

Cystoscopes,  Convertible  .  3156000 

Cystoscopic  Evacuators,  Ellick.  .  .  .  3193000 
Cystoscopic  Evacuators,  Toomey.  .  3193300 

Cystoscopic  Forcep  Handles .  3219400 

Cystoscopic  Forcep  Stems...  3219600-900 
Cystoscopic  Forceps: 

Alligator,  Rigid  .  3218700 

Foreign  Body,  Flexible.  .  .  3219800—900 


Visual,  Hemostatic,  McCarthy.  .  3219300 
Cystoscopic  Telescopes,  Foroblique  3538500 
Cystoscopic  Ureteral  Forceps, 

Stone-Removing,  Ferguson..  3218900 
Cystocopic  Utility  Forceps,  Lowsley  3219100 

Cystotomes,  Eye  .  3158000 

Cysto-Urethroscope  Lamp  Bulbs.  .  3157700 
Cysto-Urethroscopes  (Panendo¬ 
scopes)  .  3157500 

D 


Dairy  Thermometers .  8128000 

Dam  Rubber  .  5529000 

Dams,  Mechanical  .  5412000 
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Dappen  Pots  (Medicine  Glasses) .  .  5502000 
Dark  Field  Apparatus  Lamp 

Bulbs  .  4317505-510 

Dark  Field  Apparatus  for  Micro¬ 
scope  .  4317000 

Dark  Field  Apparatus  Resist¬ 
ance  . 4318005-010 

Dark-Room  Chimneys  (EENT)....  3646000 

Dark-Room  Lamp  Bulbs .  3707515—520 

Dark-Room  Processing  Units,  X-Ray 

Field  Unit .  9611500 

Dark-Room  Tents,  X-Ray  Field  Unit  9617500 

Dating  Stamps  .  7648000 

Davenports  .  7054000 

Dear  Type  Food  Cart  Cans.  7227000-9000 

Dear  Type  Food  Carts .  7226000 

Decompression  Retractors  .  3446000 

Deep  Therapy  X-Ray  Machines..  6109500 

Dehydrated  Alcohol  .  1050000 

Denatured  Alcohol,  Ethyl 

1051000-2500;  9102000 

Denhart  Mouth  Gags .  3286000 

Dental  Cabinet  Trays .  5111016-020 

Dental  Cases,  Veterinary,  Com¬ 
plete  .  9802000 

Dental  Cases,  Veterinary,  Empty.  9802100 

Dental  Chairs,  Field .  9502100 

Dental  Clinics,  Nos.  1-6 _  9505400-900 

Dental  Developing  Film  Carriers.  6008000 
Dental  Film  Developing  Tank  Cool¬ 
ing  Units  .  6167200 

Dental  Film  Developing  Tanks.  .  .  .  6167000 

Dental  Film  Mounts .  6110000 

Dental  Float  File  Blades .  8063000 

Dental  Float  Handles .  8064000 

Dental  Float  Rasp  Blades .  8065000 

Dental  Floats  .  8062000;  8066000 

Dental  Floss  .  5311000 

Dental  Gold:  See  Gold,  Dental 

Dental  Instrument  Cases,  Empty.  .  9704000 

Dental  Kit,  Maxillo-Facial,  Empty 

Cases  .  9506600 

Dental  Kits,  Maxillo-Facial,  Com¬ 
plete  .  9506500 

Dental  Laboratory  Cabinets .  9750500 

Dental  Laboratory,  Complete,  Zl.  9721600 

Dental  Laboratory  Trucks .  9958700 

Dental  Officers’  Kits,  Complete...  9710000 

Dental  Operating  Chair  Oil .  5144000 

Dental  Operating  Chairs .  5143000 

Dental  Operating  Truck,  2’/2-Ton, 

Dental  Equipment  .  9958810 

Dental  Operating  Trucks .  9958805 

Dental  Pack  Chest  Canvas  Covers  9773700 
Dental  Pack  Chests  A,  Complete.  .  9502200 
Dental  Pack  Chests  B,  Complete .  .9502300 
Dental  Pack  Equipment .  9721800 


Dental  Picks,  Veterinary .  8101000 

Dental  Privates’  Kits,  Complete.  .  9710500 
Dental  Punches,  Veterinary.  8104000-500 

Dental  X-Ray  Film .  6015005—010 

Dental  X-Ray  Machines .  6088005—010 

Dentimeter  Iron  Wire .  5207000 

Dentimeters  .  5206000 

Denture  Base  Material,  Acrylic 

5207100-200 


Denture  Base  Material,  Acrylic, 

Permanent  Liner .  5207300 

Depressors,  Tongue .  3159000—500 

Depressors,  longue,  Wood .  3668000 

Depth  Perception  Apparatus.  .  .  .  3668500 
Derby  Bandages  (Veterinary)....  8002200 

Dermatographic  Pencils  .  6120000 

Dermatome  Blades  .  3160200 

Dermatome  Brushes  .  3160400 

Dermatome  Cement  .  3160600 

Dermatome  Sets,  Complete .  3160000 

Desk  Baskets  .  7509000 

Desk  Chairs,  Reception  Room ....  7042000 

Desk  Lamps  .  7061000—2000 

Desk  Pads,  Blotter .  7593000 

Desks,  Nurse's  .  7055000 

Desks,  Office .  7055200-6000 

Desks,  Reception  Room .  7058000 

Desks,  Typewriter .  7059000 

Desmarres’  Eye  Retractors .  3447000 

Desoxycholate  Citrate  Media....  1161700 

Dessert  Plates .  7358000 

Dessert  Spoons .  7403500 

Dessicator  Plates,  Scheibler .  4209000 

Dessicator  Plates,  Vacuum .  4209500 

Dessicators,  Scheibler  .  4208000 

Dessicators,  Vacuum  .  4209300 

Developing  Powder,  X-Ray 

1379000;  1379300 
Developing  Powder,  X-Ray,  Kodalk 

Type  .  1379005;  1379305 

Developing  Tank  Cooling  Units, 

Dental  Film .  6167200 

Developing  Tank  Inserts .  6166000 

Developing  Tank  Thermometers..  6167900 
Developing  Tanks  for  Dental  Film.  6167000 
Developing  Tanks,  X-Ray,  3-Com¬ 
partment  .  6167500 

Developing  Trays,  X-Ray.  .  6168000-9000 

Developing  Units,  X-Ray .  6013700 

Developing  Units,  X-Ray  Field  Unit  9611500 
DeVilbiss  Bone  Forceps,  Rongeur, 

Cranial  .  3207000 

DeVilbiss  Rongeur  Cranial  Bone 

Forcep  Blades .  3207500-600 

Dextrin  .  1162000 

Dextrose  .  1163000 

Dextrose  Agar,  Saboraud's .  1163500 

Dextrose,  Anhydrous  .  1164000 


Dextrose  Proteose,  No.  3,  Agar 

Bacto  .  1164200 

Dextrose  in  Solution .  1164600—5000 

Dextrose,  50%  Solution .  1731500 

Diagnostic  Appliance  Cords,  Elec¬ 
tric  .  3661710-745 

Diagnostic  Cases,  Eye,  Ear,  Nose 

and  Throat,  Complete .  3077000 

Diagnostic  Lamps  (Transillumina¬ 
tors)  .  3867000 

Dials,  Vision  Test  Set .  3881000 

Diamond  Mounted  Points  (Dental 

Burs)  .  5453200-800 

Diamonds,  Marking  (Glass  Mark¬ 
ing  Pencils)  .  4210000 

Diaphragms,  Potter-Bucky  .  6014000 

Diathermy  Apparatus,  Short  Wave 


7105505-506 

Dietetic  Scales  .  7384000 

Diethylstilbestrol  .  1165500 

Digesting  Apparatus,  Kjeldahl...  4309000 

Digestion  Tubes,  Folin-Wu .  4454500 

Digitalis  .  1166000-500 

Digitalis,  Injection  .  1167500 

Dilators: 

Lachrymal  .  3162000 

Trachea  .  3163000 

Urethral  .  3164000-9000 

Uterine  .  3171000-2000 

Dilaudid  Hydrochloride  ....  1167905—910 

Diluting  Pipettes,  Hemoglobino- 

meter  .  4281400 

p-Dimethylamino-azobenzene  ...  1168000 

Dimethyl-a-Napthylamine  .  1168500 

Dimethyl-p-Phenylenediamine 

Hydrochloride  .  1325500 

Dining  Tables,  Extension .  7415000 

Dining  Tables,  Folding .  9957000 

Dinner  Plates  .  7359000;  9946500 

Diodoquin  .  1168600 

Diodrast  Solution  .  1168800 

Dionin  (Ethylmorphine  Hydrochlo¬ 
ride)  .  1181000 

Diphenylamine  .  1169000 

S-Diphenylcarbazone  .  1169300 

Diphtheria  Antitoxin  .  1602000 

Diphtheria  Toxin,  Schick  Test....  1603000 

Diphtheria  Toxin,  Schick  Test  Con¬ 
trol  .  1603100 


Diphtheria  Toxoid,  Alum-Precipi¬ 


tated  .  1 604000 

Diphtheria  Toxoid,  Plain  .  1604100 

Dippers  .  7263000-4000 

Directors,  Grooved  .  3173000-500 

Dish  Carts  .  7225000 

Dish  Holders,  Petri .  4223000 

Dish  Pans  .  7339000-40000 
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Dish,  Petri,  Bottom  Plates 

4222000;  4222204 


Dish,  Petri,  Top  Plates.. 

4221000-4222202 

Dish,  Staining,  Handles 

.  4223800 

Dish,  Staining,  Racks.. 

.  4223700 

Dish,  Staining,  Sets.... 

.  4223500 

Dish  Sterilizing  Baskets. 

.  9907300 

Dish  Towels . 

.  7424000 

Dishes: 

Butter  . 

.  .  . .  7266000-200 

Culture  . 

.  4211000 

Evaporating  . 

.  ..  4212000-6000 

Meat  . 

.  .  .  9923000-3500 

Moisture  Determination  .  4210500 

Oatmeal  . 

.  7272000 

Petri  . 

4220000;  4222200 

Staining,  Glass . 

.  4223600 

Stender,  Preparation 

.  . .  4224000-5000 

Vegetable  .  .  .  7274000-6000;  9924500 

Dishwashing  Compound 

(Dish- 

washing  Powder)  . 

. ...  7464005-010 

Disinfectors  (Trailer  Type) .  7791000 

Disinfectors,  Veterinary 

.  8057200 

Disks,  Bellows . 

.  4040000 

Disks,  Dental: 

Carborundum  . 

. ..  5216000-7000 

Cuttlefish  Paper  .... 

.  .  5218000-21000 

Emery  Paper . 

.  .  .  5224000-5000 

Metal,  Abrasive  .... 

_  5229500-700 

Paper,  Assorted  .... 

.  5230000 

Sandpaper  . 

. ..  5231000-4000 

Disks,  Ophthalmic,  Physostigmine 

Salicylate  .  1350000 

Disks,  Vulcanizer  .  5669500 

Dispensary  Wrapping  Paper  7612000-4000 

Dispensing  Set  Containers,  Vet¬ 
erinary  .  7794200 

Dispensing  Set,  Field,  Containers.  9775500 

Dispensing  Set  Labels .  7577000 

Dispensing  Sets,  Complete .  7793000 

Dispensing  Sets,  Field,  Complete.  9775000 
Dispensing  Sets,  Veterinary,  Com¬ 
plete  .  7794000 

Dissecting  Hooks,  Adson .  3301000 

Dissecting  Microscopes,  Stereo¬ 
scopic,  Low  Power .  4327300 

Dissecting  Scissors,  Curved..  3469000-700 
Dissecting  Scissors,  Straight  3470000-0500 

Dissection  Needle  Holders .  4285000 

Dissectors,  Tonsil  .  3176000 

Dissolver  Cups,  Dental .  5239000 

Dissolvers,  Dental .  5238000 

Distillation  Flasks .  4238500-41000 

Distilled  Water  Bottles,  Narrow 

Mouth  .  4047000 

Dist'lled  Water,  Sterile,  Pyrogen- 

Free  .  1491000-1700 


Distilled  Water  Tubes,  Indicator 

Set  .  1750800 

Distilling  Apparatus .  4226009-038 

Distilling  Apparatus  with  Graham 

Condensor  .  4226500 

Distilling  Apparatus,  Kjeldahl...  4310000 
Distilling  Apparatus,  Ralston....  4227000 

Dividers  .  7794500 

Dollies,  Field  Operating  Lamp.  .  .  .  9931600 
Dolls,  Hospital,  Adult  Size  (Man- 

nekins)  .  7794600 

Donor  Needles,  Indirect  Blood 

Transfusion  Apparatus  ....  3609400 
Donor  Sets,  Indirect  Blood  Trans¬ 
fusion  Apparatus . .  . . .  3609300 

Donor  Tubing,  Indirect  Blood  Trans¬ 
fusion  Apparatus  .  3879300 

Doriot  Handpieces,  Dental  Engine 

5261005;  5263005 


Dose  Syringes,  Veterinary..  8114000—5000 

Double  Boilers  .  7210000-2000 

Double  Lumen  Tubes,  Miller-Abbott  3552000 

Double  Sugar,  Russell’s .  1169600 

Doughnut  Cutters .  7261000 

Douglas  Cilia  Forceps .  3218300 

Doyen  Intestinal  Forceps  (Intestinal 

Clamps) .  3237000-8000 

Drafting  Pencils  .  7626000 

Drainage  and  Suction  Apparatus 
(Wangensteen  Type,  Modi¬ 
fied)  .  3610600 

Drainage  Trocars  .  3546600 

Drainage  Tubing,  Surgical..  3875300-700 

Drawers,  Field  Chest .  9753000 

Drawing  Knives,  Carpenter's....  7794700 

Dressers  .  7060000 

Dressing  Carriages  (Dressing 

Carts)  .  7031000;  9916500 

Dressing  Forceps  (Surgical)  3220000-2000 

Dressing  Forceps  (Tweezers) .  9362600 

Dressing  Jars  .  7827000 

Dressing  Pliers,  Dental .  5426000—7000 

Dressing  Retainers,  Foot,  Veteri¬ 
nary  .  8105000 

Dressing  Sets,  Eye .  9109500 

Dressing  Sterilizers,  Pressure  Type 

7910103-136 

Dressing  and  Utensil  Sterilizers  9950000-300 

Dressings,  First  Aid .  9205000-6100 

Drill  Bits,  Assorted . 7718600 

Drill  Braces,  Cranial .  3182000 

Drill  Burrs,  Cranial .  3182200-600 

Drill  Points  for  Skull  Traction 

Tongs  .  3539605-610 

Drill  Wires,  Extension  Apparatus 

3195805-815 

Drills,  Bone; 

Complete .  3179000 


Drills,  Bone  (continued): 

Stille-Sherman,  Set  of  3 .  3180005 

Kirschner,  Set  of  3 .  3180010 

Set  of  3,  Detachable  Handle..  9362300 
Drinkwater  Food  Cart  Parts: 

Cabinets  .  7231000-2000 

Cans  .  7233000-6000 

Chassis  .  7237000 

Platforms  .  7239000 

Tires  .  7239500 

Wheels  .  7238000 


Drinkwater  Food  Carts,  Complete 


Drip  Tubes,  Murphy.  .  .  . 

7230005-010 

3869800;  3872000 

Droppers,  Medicine  .  . 

.  7795000 

Dropping  Bottles  .  .  .  . 

_ .» _  4048000 

Drops,  Eye  and  Nose.. 

.  9109100 

Drug  Chests,  Complete 

.  9752600 

Drums,  Kid,  for  Eye 

Knife  Test 

Drum  . 

.  3669100 

Drums,  Sterilizer  .... 

_  7913000-4000 

Drums,  Test,  Eye  Knife 

.  3669000 

Dryer  and  Loading  Bin 

Combina- 

tions,  X-Ray  Field 

Unit .  9605500 

Dryers,  Film  . 

.  6014500 

Drying  Tubes  . 

_  4455000-6000 

Dual  Outlet  (20)  Oxygen  Therapy 

Outfits  . 

Duboscq  Colorimeters 

.  4184000 

Duffle  Bags . 9904300 

Dulcitol  .  1170000 

Duodenal  Tube  Tips,  Buckstein..  3870000 

Duodenal  Tubes  .  3870505— 71000 

Duodenal  Tubes,  Double  Lumen, 

Complete  (Miller-Abbott)  . .  3552000 
Duplicating  Flasks,  Large  Casting 


Machine  .  5394200-300 

Dura  Hooks,  Frazier .  3302000 

Dust  Pans  .  7476000 

Dust  Splashers,  Electric  Dental 

Lathe  (Dust  Hoods) .  5393000 


Dysentery  Antitoxin,  Monovalent.  1585000 

E 


Ear  Applicators  .  3001800 

Ear  Curettes .  3134000-6000 

Ear  Forceps,  Bayonet,  Lucae .  3225000 

Ear  Forceps,  Wilde .  3224000 

Ear  Knives,  Curved  Blade .  3325200 

Ear  Knives,  Myringotome .  3325000 

Ear,  Nose  and  Throat  Injuries  Sup¬ 
plemental  Instrument  Sets, 

Complete,  M-1942  .  9327000 

Ear  Snare  Wire . 3496000 

Ear  Snares  .  3493700 

Ear  Specula,  Set  of  3 .  3515000 
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Ear  Syringes,  Metal .  3813000 

Ear  Tips,  Stethoscope .  3774200 

Ear  Tubes,  Diagnostic .  3869000 

Ear  and  Ulcer  Syringes,  Glass...  3815500 

Ecraseurs,  Spaying  .  8058500 

Egg  Candler  Lamp  Bulbs .  8008700 

Egg  Candlers,  Electric .  8008500 

Egg  Cups  .  7254000 

Egg  Weighing  Scale  Check 

Weights  .  8107700 

Egg  Weighing  Scales .  8107500 

Ejector  Type  Flasks .  5310500 

Ejectors  for  Ejector  Type  Flask...  5310600 

Elastic  Bandages .  2002200—700 

Electrode  Carbons,  Dental  Solder¬ 
ing  Machine  . .  5400305 

Electrode  Paste,  Electro-Cardio¬ 
graph  .  1330500 

Electrodes: 

Coagulation,  Rigid .  3183100 

Cutting  Loop  .  3183200 

Fulguration,  Bugbee  .  3182700 

Fulguration,  Buie  Type .  3183000 

Fulguration,  McCarthy,  Set  of  3  3182800 
Electro-Surgical  Units,  Portable, 

Complete  .  3670300 

Elements,  Heating: 

Dental  Furnace  .  5327900 

Electric  Sterilizer  .  7919500 

Heater  for  Compound  ....  5356006—024 
Elements,  Infra-Red  Therapeutic 

Lamps  .  7121400;  7123400 

Elevators,  Dental: 

Malar,  Ivy  .  5247000 

Potts  .  5249500-600 

Stout,  A  .  5246500 

Winter  .  5249700-52000 

Elevators,  Nasal  .  3184000—5000 

Elevators,  Periosteal .  3186000-8000 

Ellick  Type  Cystoscopic  Evacuators  3193000 

Elliott  Separators .  5557000 

Elixir  of  Vitriol .  1037000 

Emasculators,  Veterinary  .  8059000 

Embedding  Blocks  .  4042000 

Emergency  Operating  Lamps  7833705—708 
Emergency  Rescue  Airplane  Equip¬ 
ment  .  9722100 

Emery  Arbor  Bands . x.  5009000 

Emery  Arbors .  5008000;  5009500 

Emery  Paper  .  7477000—500 

Emery  Paper  Disks .  5224000—25000 

Emesis  Sacks .  9924700 

Emetine  Hydrochloride  .  1172000 

Emetine  Hydrochloride,  Injection.  1173000 

Emmett  Trocars  .  3546700 

Emulsion  Base,  Medium .  1173800 

Encephalomyelitis  Vaccine,  Equine, 

Bivalent  .  1739300 


Endoscopic  Aspirating  Tubes....  3548500 
Endotracheal  Anesthesia  Appa¬ 
ratus  .  3603200 

Endotracheal  Catheters  for  Anes¬ 
thesia  Apparatus  .  3603400—700 

Engine,  Electric,  Dental,  Parts  For: 

Carbon  Brushes  .  5254010-025 

Cords  .  5255020-035 

Oil  .  5256000 

Engines,  Electric,  Dental,  Mo¬ 
bile  .  5253006-020 

Engines,  Electric,  Dental,  Bench- 

Mounted  .  5252500 

Engines,  Electric,  Dental,  Wall 

Bracket  Type  . 5253505-510 

Engines,  Foot,  Dental .  5257000 

Enterotomy  Scissors  .  3475500 

Entrenching  Shovels .  9949300 

Enucleation  Scissors  .  3476000 

Envelopes  .  7540005-44010 

Eosin  Methylene  Blue  Agar,  Bacto  1174000 

Eosin  Y  .  1174105-110 

Ephedrine  Sulfate  .  1174700—910 

Epinephrine  Hydrochloride  (Adre¬ 
nalin)  .  1175200 

Epinephrine  Hydrochloride  (Adre¬ 
nalin),  Injection  .  1175300 

Epinephrine  (Adrenalin)  in  Peanut 

Oil  .  1175400 

Epinephrine  Soluble  Salt .  1176000 

Equine  Operating  Tables .  8123000 

Erasers: 

Mechanical  Pencil  .  7523625—640 

Pencil  .  7546000 

Typewriter  .  7547000 

Ergonovine  Maleate .  1177000 

Ergonovine  Maleate  Injection....  1177500 

Ergot,  Fluid  Extract .  1198000 

Ergotrate  (Ergonetrine) .  1178330 

Erlenmeyer  Flasks .  424000—7000 

Eserine  Sulfate  Ophthalmic  Oint¬ 
ment  .  1178800 

Esmarch  Tourniquets  .  3865000 

Esophageal  Aspirating  Tubes....  3550000 

Esophageal  Bougies  .  3032000-40000 

Esophageal  Evacuators  .  3193500 

Esophageal  Specula .  3516500 

Esophagoscopes  .  3190500—1000 

Esophagoscopes,  Full  Lumen  3191500-2500 

Estrone  (Theelin)  .  1178900 

Ether  (for  Anesthesia) .  1179000 

Ether  Masks,  Yankauer .  3696000 

Ether,  Petroleum  (Benzin) .  1179300 

Ethmoid  Curettes,  Set  of  3 .  3138000 

Ethyl  Alcohol  .  1048000-9500 

Ethyl  Alcohol,  Denatured 

1051000-2500;  9102000 
Ethyl  Chloride  .  1180000 


Ethyl  Nitrite,  Spirit .  1182000 

Ethylmorphine  Hydrochloride 

(Dionin)  .  1181000 

Eucalyptol  . .  1 183000 

Eugenol  .  1184000 

Eustachian  Bougies .  3041000 

Eustachian  Catheters,  Hartman 

3092000-4000 

Eustachian  Curettes,  Set  of  3.  .  . .  3139000 
Evacuation  Hospital,  750-Bed, 

Equipment  .  9722500 

Evacuation  Hospital,  Semi-Mobile, 

400-Bed,  Equipment  .  9722300 

Evacuators,  Cystoscopic,  Ellick 

Type  .  3193000 

Evacuators,  Cystoscopic,  Toomey 

Type  .  3193300 

Evacuators,  Esophageal  .  3193500 

Evaporating  Dishes  .  4212000-6000 

Examining  Tables .  7093000 

Excavators,  Black  .  5265000—78500 

Exciter  Lamp  Bulbs,  Photometer..  4381600 

Expansive  Bits  .  7718700 

Explorers,  Dental  .  5279000-81000 

Extension  Apparatus,  Kirschner, 

Hand  Drill  Type .  3195500 

Extension  Apparatus,  Steinmann, 

Complete  .  3196010 

Extension  Clamp  Holders .  4178000 

Extension  Clamps .  4176000-7000 

Extension  Dining  Tables .  7415000 

Extract  Belladonna  .  1185000 

Extract  Hyoscyamus  .  1188000 

Extraction  Apparatus  Condensors  4229400 
Extraction  Apparatus  Extractors 

(Laboratory)  .  4229600 

Extraction  Apparatus  Flasks .  4229800 

Extraction  Apparatus  with  Fried¬ 
richs  Condensor  .  4229200 

Extraction  Apparatus,  Rubber 

Analysis  .  4229000 

Extraction  Thimbles  .  4230000 

Extractors,  Cork  .  7774000 

Extractors,  Juice,  Electric....  7283506—508 

Extractors,  Molar  .  8095000—6000 

Extractors,  Molar  Root .  8097000 

Exudate  Examination  Media,  Bac¬ 
teriological  .  1820000 

Exudate  Mailing  Cases .  1816000 

Eye  Cautery  Burners  (Electrodes) 

3629000-33000 

Eye  Cautery  Handles .  3634000 

Eye  Cystotomes  .  3158000 

Eye  Dressing  Sets .  9109500 

Eye,  Ear,  Nose  and  Throat  Clinic 

Equipment  .  9722600 

Eye,  Ear,  Nose  and  Throat  Diag¬ 
nostic  Cases,  Complete .  3077000 
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Eye,  Ear,  Nose  and  Throat  Spe¬ 
cialist's  Cabinets  .  3624506-510 

Eye  Glass  Fitting  Cases,  Gas  Mask, 

M-l,  Complete .  9354000 

Eye  Glasses,  Gas  Mask,  M-l  ....  9362400 
Eye  Injuries  Supplemental  Instru¬ 
ment  Sets,  Complete,  M-1942  9329000 


Eyelets  (Gummed  Cloth  Reinforce¬ 
ments)  .  7635500 

Eye  Lenses,  Condensing .  3347000 

Eye  Localizer  Charts .  6051000 

Eye  Localizers,  X-Ray .  6050000 

Eye  Magnets  (Lancaster  Model)..  3711000 

Eye  Needle-Knives  .  3329000-30000 

Eye  Needles,  Half-Circle,  Taper 

Point  .  3374100-5100 

Eye  Needles,  %  Circle,  Cutting 

Edge  .  3376500-7500 

Eye  Needles,  Half-Circle,  Cutting 

Edge  .  3372500-3500 

Eye  and  Nose  Drops .  9109100 

Eye  Pencils,  Caustic .  1406000 

Eye  Retractors  .  9365200 

Eye  Retractors,  Desmarres .  3447000 

Eye  Retractors,  Fisher .  3448000 

Eye  Shades  (Eye  Shields)..  3671000-2000 

Eye  Solution,  Bal .  9109525 

Eye  Spatulas  .  3513000 

Eye  Specula,  Weeks .  3518000 

Eye  Specula,  Veterinary .  8109500 

Eye  Specula,  Ziegler .  3520000 

Eye  Spheres  (Prosthesis  Balls)...  3672200 

Eye  Spuds  .  3536000 

Eye  Surgery  Kits .  9363600 


Eye  Sutures,  Catgut,  Mild  Chromic, 

with  Needle  Affixed  3788300;  3788500 
Eye  Sutures,  Catgut,  Plain 

3788100-200;  378400 
Eye  Sutures,  Silk,  with  Needle 


Affixed  .  3788600-900 

Eye  Trephine  Sets .  3543600 

Eynard  Catheter  Adapters .  3602000 


F 


Fabric,  Impervious  .  2038000 

Fabric  Marking  Ink .  7568000 

Face  Mask  Rims,  Anesthesia  Ap¬ 
paratus  .  3607021-022 

Face  Masks,  Anesthesia  Apparatus 

3607015-016 

Face  Masks,  Surgical .  2025400 

Facing  Replacements,  Dental  5286000-7000 

Facings,  Dental  .  5285000 

Fans,  Non-oscillating  .  7798014-027 

Fans,  Oscillating .  7797006-8010 

Farabeuf  Bone-Holding  Forceps..  3203050 


Farabeuf-Lambotte  Bone-Holding 

Forceps  .  3203600 

Fast  Green  (Biological  Stain)....  1188300 

Fasteners,  Paper  .  7549500-50000 

Fastening  Machines,  Paper .  7550000 

Feather  Pillows  .  7167000 

Feeding  Cups,  Enamelware .  9922000 

Feeding  Tubes,  Nasal .  3873000 

Felt,  Asbestos  .  3761500 

Felt  Cones .  5179000-80000 

Felt,  Splint  Accessory  (Orthopedic 

Felt)  .  3760000-61500 

Felt  Wheels  (Dental  Laboratory).  5694000 
Female  Arch  Supports...  3600200-601700 
Ferguson  Cystoscopic  Stone-Re¬ 
moving  Forceps,  Ureteral...  3218900 
Fermentation  Test  Tubes...  4433000-4000 
Ferric  and  Ammonium  Citrates...  1188500 

Ferric  Ammonium  Sulfate .  1189000 

Ferric  Chloride  .  .  .*> .  1190000 

Ferric  Chloride  Solution .  1190500 

Ferric  Phosphate,  Soluble .  1191000 

Ferrous  Sulfate,  Dried .  1193000—300 

Ferrous  Sulfide,  Sticks .  1193500 

Fetlock  Shears  .  8040000 

Field  Autoclaves,  Portable .  9903500 

Field  Brown  Bandages,  Adhesive 

Gauze  .  9200100 

Field  Brown  Bandages  (Gauze 

Compresses)  .  .  9200200-300;  9200500 
Field  Brown  Bandages,  Compres¬ 
sed  Gauze  .  9201100 

Field  Brown  First  Aid  Dressings 


9205100;  9206100 


Field  Chest  Drawers .  9753000 

Field  Chests,  Laboratory .  9409500 

Field  Chests,  Modified .  9754000 

Field  Chests,  Plain .  9753500 

Field  Dental  Chairs .  9502100 


Field  Dispensing  Set  Containers . .  9775500 
Field  Dispensing  Sets,  Complete.  9775000 
Field  Dollies  for  Operating  Lamp  9931600 
Field  Hospitals,  400-Bed,  Equip¬ 
ment  .  9722700 

Field  Hospitals,  Hospitalization 

Unit .  9722705 

Field  Instrument  Cabinets .  9915000 

Field  Instrument  and  Dressing  Cab¬ 
inets  .  9915500 

Field  Laboratory  Chests .  9409500 

Field  Litter  Carriers,  Collapsible.  9917500 

Field  Operating  Lamps .  9931500 

Field  Tourniquets  .  9378000 

Field  Tray  Sets .  9789000-91500 

Field  Trays  .  9785000-88500 

File  Blades,  Dental  Float .  8063000 

File  Boards .  7557000 

File  Folders  .  7562000-2700 


Files,  Bastard  .  7799200 

Files,  Dental: 

Bone,  Double  Ended .  5287600 

Gold  .  5288000-9000 

Root  Canal  .  5298000-5301000 

Vulcanite  .  5304000—5000 

Files,  Hoof  Knife .  8061000 

Files  and  Rasps,  Combination.  .  .  .  8060000 

Files,  Saw,  Taper .  7799500-600 

Files,  Shannon  .  7555000-6000 

Files,  Triangular  .  7799000 

Files,  Wood  Rasp  (Dental  Labora¬ 
tory)  .  5308000 

Filiforms,  Bougie .  3197000-8000 

Filiforms,  Whalebone  .  3199000 

Filing  Cabinet  Sections,  Large 

7017000-21500 


Filing  Cabinet  Sections,  Small 

7022000-6500 


Filing  Cabinets  Cap  Size .  7014000 

Fillers,  Automatic,  Syringe .  8115500 

Fillers,  Manifolding  Note  Book..  9911500 

Filling  Shields,  Test  Tube .  4434500 

Film  Bins  .  6004500 

Film  Carriers,  Dental .  6008000 

Film  Chests,  X-Ray  Field  Unit.  .  .  .  9602500 
Film  Developing  Carriers 

(Hangers)  .  6037000-9000;  6008000 
Film  Developing  Powder,  X-Ray 


1379000-305 

Film  Developing  Tanks .  6167500 

Film  Developing  Tanks,  Dental..  6167000 
Film  Development  Holders.  6037000-9000 
Film  Development  Holders,  Photo- 

roentgenographic  .  6036500 

Film  Dryers  .  6014500 

Film  Drying  Racks .  6124700 

Film  Exposure  Holders .  6033000—4000 

Film  Exposure  Holders,  Photoro- 

entgenographic  .  6032500 

Film  Mounts,  Dental .  6110000 

Film  Preservers,  Photoroentgeno- 

graphic  (Envelopes)  .  6019700 

Film  Trays,  Developing....  6168000—9000 

Film  Viewing  Boxes .  5027705-710 

Film  Viewing  Boxes .  5027500 

Films  X-Ray .  6017005-6019500 

Films,  X-Ray,  Dental .  6015005—6010 

Films,  X-Ray,  Photoroentgeno- 

graphic  .  6019500 

Filter  Disks  for  Sediment  Tester..  8125600 
Filter  Disks,  Seitz  Germicidal  Type  4237700 


Filter  Mantles,  Berkefeld..  4233000-7000 

Filters,  X-Ray,  Aluminum .  6020000 

Filter  Paper .  4357600-64500 

Filter  Paper,  Ambocepter .  4004000 

Filter  Pump  Couplings .  4383100 
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Filter  Pump  Couplings,  Airjector 


Type  .  4383400-600 

Filter  Pumps  .  4383000 

Filter  Pumps,  Airjector  Type .  4383200 

Filtering  Devices  for  Indirect  Blood 
Transfusion  Apparatus,  Com¬ 
plete  .  3609900 


Filtering  Devices,  Indirect  Blood 
Transfusion  Apparatus,  Parts 
for: 


Connecting  Nipples  .  3610100 

Glass  Housings .  3610000 

Rubber  Stoppers  .  3610300 

Screw  Caps  .  3610200 

Filtering  Flasks  .  4248000-9000 

Filters,  Seitz-Manteufel  .  4237500 

Finger  Cots  .  3662000 

Fingerprint  Ink .  7558000 

Fingerprint  Plates  .  7559000 

Fingerprint  Rollers  .  7560000 

Finishers,  Dental .  5309000-10000 

Fire  Axes,  Hand .  9904000 

First-Aid  Dressings .  9205000—6100 

First-Aid  Kit  Containers;  See  Con¬ 
tainers,  First  Aid  Kit 
First-Aid  Kits,  Complete: 

Arctic  .  9776200 

Aeronautic .  9776500 

Battle  Dressings  .  9776210 

Gas  Casualty  .  9776400 

Jungle  (Aeronautic)  .  9776300 

Motor  Vehicle  .  9777100;  9777300 

Parachute  (Frying  Pan  Insert), 

Type  B-4  .  9710600 

Pneumatic  Life  Raft .  9776900 

First-Aid  Packet  (Parachute)  Con¬ 
tainers  .  9778600 

First-Aid  Packets .  2030000 

First-Aid  Packets  (for  instruction).  2031000 
First-Aid  Packets,  Field  Brown 

Dressings  .  9208200 

First-Aid  Packets,  Parachutist’s...  9778500 

First-Aid  Scissors .  9369000 

Fisher  Eye  Retractors .  3448000 

Fistula  Curettes,  Veterinary .  8056000 

Fitting  Cases,  Eye  Glass,  Gas 

Mask,  M-l  . J  9354000 

Fixation  Forceps  with  Catch, 

Graefe  .  3227000 

Fixation  Forceps  without  Catch.  . .  3228000 
Fixation  Nails,  Hip  Joint  3295000;  3295400 
Fixing  Powder,  X-Ray....  1379900-80000 

Fixtures,  Toilet  Paper .  7869000 

Flame  Shields,  Micro  Burner .  4114500 

Flannel  Bandages  .  2003000 

Flask  Brushes  .  4094000 

Flask  Cups  .  9926000 


Flask  Ejectors  .  5310600 

Flask  Presses  .  5503000 

Flask  Tongs  .  5615000 

Flasks: 

Boiling  (Florence  Flasks).  4250000-2000 

Casting  Unit .  5394500-600 

Compress,  Vulcanizer .  5664000 

Culture,  Kolle .  4238000 

Distillation  . 4238500-41000 

Duplicating,  Large  Casting  Ma¬ 
chine  .  5394200-300 

Ejector  Type .  5310500 

Erlenmeyer  .  4242000—7000 

Extraction  Apparatus  .  4229800 

Field  .  9926000 

Filtering  .  4248000-9000 

Florence  .  4250000-2000 

Inlay,  Small  Casting  Machine..  5399000 
Large  Casting  Machine...  5394500—600 

Kjeldahl  . 4253000 

Saddle  and  Bridge,  Small  Cast¬ 
ing  Machine  .  5400000 

Volumetric  .  4254000—60000 

Vulcanizer,  Tench-Donham  .  . .  5665500 

With  Cups  .  9925000 

Without  Cups  .  9925500 

Fleet’s  Phospho-Soda  .  1346000 

Flesh  Forks .  7286000—8000 

Fletcher  Radial  Gas  Burners .  4111000 

Flight  Service  Chests,  Complete..  9754500 

Flight  Service  Chests,  Empty .  9755000 

Flight  Surgeon’s  Chests,  Empty,  for 

Physical  Examination  Set. .  .  9780000 
Flight  Surgeon’s  Examining  Unit 
and  Air  Corps  Infirmary  Com¬ 
bined,  Zl  .  9722900 

Flight  Surgeon's  Physical  Examina¬ 
tion  Sets  .  9779500 

Flight  Surgeon’s  Unit  No.  1,  Zl .  .  9722800 
Float  Blades,  Dental.  .  .  .  8063000;  8065000 

Float  Handles,  Dental .  806400p 

Floats,  Dental .  8062000;  8066000 

Floating  Soap,  White .  7493000 

Floor  Brush,  Handles .  7459700 

Floor  Brushes  .  7459500 

Floor  Plates  and  Anchoring  Attach¬ 
ments,  Ambulance  Litter-Cot.  9934800 

Florence  Flasks .  4250000-2000 

Floss,  Dental  .  5311000 

Flour  Scoops  .  7387000-8000 

Flour  Sieves  .  7393000-4000 

Flurher  Bullet  Probes .  3426000 

Fluid  Extracts: 

Belladonna  Root,  Veterinary..  1194500 
Cascara  Sagrada,  Aromatic...  1196000 

Ergot  .  1198000 

Gentian,  Veterinary .  1199000 


Fluid  Extracts  (continued): 

Ginger  .  1200000 

Glycyrrhiza  .  1200500 

Ipecac  .  1201000 

Nux  Vomica,  Veterinary .  1201500 

Fluted  Funnels,  Glass .  4264000 

Fluorescein  Sodium  .  1203000 

Fluorescent  Tubes,  Radiographic 

Illuminator  .  6040500 

Fluoroscopes,  Two-Position,  Com¬ 
plete  .  6023000 

Fluoroscopic  Forceps,  Ring-Rotation  3264500 
Fluoroscopic  Foreign  Body  Local¬ 
ization  Units,  X-Ray  Field  Unit  9621500 
Fluoroscopy  and  Radiography 

Tables  . • .  6156800 

Fluoroscopy  and  Radiography 

Tilting  Tables  .  6157000 

Flux,  Reducing  .  5313000 

Flux,  Soldering,  Dental  Soldering 

Machine  .  5400310 

Foerster  Sponge  Forceps .  3267000 

Foil: 

Copper,  Reagent .  1152000 

Gold  .  5334000 

Lead  .  6046000 

Platinum  .  5313300 

Tin  .  5614500 

Folders,  File  .  7562000-2700 

Folding  Cots,  Canvas .  9920500 

Foley  Hemostatic  Urethral  Cathe¬ 
ters  .  3112800 

Folin  Test  Tubes .  4435000 

Folin-Wu  Digestion  Tubes .  4454500 

Food  Cabinets,  Drinkwater  Food 

Cart  .  7231000-2000 

Food  Carriers,  Thermos  Type....  9918000 

Food  Carts,  Dear  Type .  7226000 

Food  Carts,  Drinkwater  Type  7230005—010 

Food  Carts,  Electric .  7239700 

Food  Choppers,  Hand .  7242000 

Food  Inspection  Veterinary  De¬ 
tachment,  Medical  Equipment 

for  .  9733700 

Food  Scales  .  7384000 

Food  Trays  .  9958400;  9958600 

Foot  Basins .  7943000 

Foot  Cases,  Veterinary,  Complete  9803000 

Foot  Cases,  Veterinary,  Empty...  9803100 

Foot  Dressing  Retainers,  Veterinary  8105000 

Foot  Engine  Cords .  5259005-010 

Foot  Engines,  Dental .  5257000 

Foot  Powder  .  1204000;  9109600 

Foot  Rests  and  Supports,  Splint 

3751500-700 

Foot  Stools  .  7087000 

Foot  Tubs  .  7943000 
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Forcep  Blades,  Cranial  Bone 

Rongeur  .  3207500-600 

Forcep  Blades,  Crown-Slitting  For¬ 
ceps  .  5315016—020 

Forcep  Cases,  Hemostatic,  Veteri¬ 
nary,  Complete  .  9804000 

Forcep  Cases,  Hemostatic,  Veteri¬ 
nary,  Empty  .  9804100 

Forcep  Handles,  Cystoscopic .  3219400 

Forcep  Stems,  Cystoscopic...  3219600—900 
Forceps: 

Advancement,  Prince  .  3200000 

Bead,  Tucker  .  3200500 

Bone-Cutting,  Double  Action, 

Liston-Stille  .  3200700 

Bone-Cutting,  Liston  .  3201000 

Bone-Holding  .  3203000-700 

Bone,  Rongeur  .  3204000-6000 

Bone,  Rongeur,  Dental...  5313500-600 
Bone  Rongeur,  Cranial 

3207000;  3208000 

Bronchoscopic  .  3243500-5400; 

3264400-700;  3267800;  3269100-400 

Bullet,  Senn  .  3216000 

Capsule,  Arruga  .  3217200 

Catheter,  Endotracheal,  Magill.  3217400 

Chalazion,  Lambert  .  3218000 

Cilia,  Douglas  .  3218300 

Clip-Introducing,  McKenzie...  3218500 

Crown  Slitting,  Dental .  5314000 

Cystic  Duct,  Shallcross .  3218600 

Cystoscopic,  Alligator,  Rigid..  3218700 

Cystoscopic,  Utility .  3219100 

Cystoscopic,  Visual,  Hemostatic  3219300 

Dressing,  Surgical  .  3220000-2000 

Dressing  (Tweezers)  .  9362600 

Ear  .  3224000-5000 

Eye  ....  3200000;  3217200;  3218000; 

3218300;  3227000;  3228000; 

3240000-42000 
Fixation,  with  Catch,  Graefe..  3227000 

Fixation,  without  Catch .  3228000 

Fluoroscopic,  Ring  Rotation ....  3264500 

Forward  Grasping  .  3228200 

Gall  Duct,  Shallcross .  3218600 

Gallstone,  Rochester  .  3228600 

Globular  Objects  .  3228400 

Hemostatic  3219300;  3228800;  3234000 
Hemostatic,  Pean,  Veterinary..  8066200 
Hysterectomy,  Pean  ....  3235000-6000 
Intestinal,  Doyen  3237000-8000;  3238500 

Iris .  3240000-42000 

Kidney,  Stille  .  3243000 

Laryngeal,  Basket  Punch .  3243500 

Laryngeal,  Cup  .  3244200-600 

Laryngeal,  Grasping  .  3244800 

Laryngeal,  Rotation  .  3245200 


Forceps  (continued): 

Laryngeal,  Tissue  Specimen  . . .  3245400 

Mastoid  Rongeur .  3250000-3000 

Meat,  Jackson  .  3253500 

Mosquito,  Hemostatic,  Halstead  3229000 

Nasal  .  3254000-9000 

Needle-Holding  (Needle 

Holders)  3296500-700;  4285000-6000 

Obstetrical  .  3261000—2000 

Pin  and  Tack,  Bronchoscopic, 

Jackson  .  3267800 

Pituitary,  Bayonet-Shaped,  Adson  3262500 

Placenta,  Kelly .  3263000 

Rectal  Specimen,  Turrell .  3263500 

Ring  Rotation  .  3264400— 700 

Rubber  Dam  Clamp,  Dental...  5316000 
Rubber  Dam  Punch,  Dental...  5317000 

Scissors-Tourniquet  Set  .  9379700 

Screw  Holding  .  3264800 

Side-Curved  .  3265500-700 

Splinter,  Veterinary  .  8066500 

Sponge,  Foerster  .  3267000 

Tack  and  Pin .  3267800 

Tenaculum,  Skene  .  3268000 

Throat  .  3269100 

Tissue  .  3271000-1200 

Tissue  Specimen  .  3269300—400 

Tissue,  Spring .  3269500-0200 

Tonsil,  Hemostatic  .  3272500 

Tonsil,  Seizing  .  3273000—4000 

Tooth  Extracting .  5319000-26400 

Towel  (Towel  Clamps)...  3275000-6000 
Ureteral,  Stone-Removing  ....  3218900 

Vulsellum,  Skene  .  3281000 

Vulsellum,  Tumor,  Segond....  3283000 
Wolf-Tooth,  Veterinary  .  8067000-8000 

Fore  Planes  .  7880200 

Foreign  Body  Cystoscopic  Forceps 

3219800-900 

Foreign  Body  Localization  Fluoro¬ 
scopic  Units,  X-Ray  Field  Unit  9621500 

Forks,  Carving  .  7284000 

Forks,  Flesh  .  7286000-8000 

Forks,  Table  .  7289000 

Forks,  Tuning,  Set  of  5 .  3285000 

Formaldehyde  and  Silver  Nitrate.  1407000 
Formaldehyde  Solution  ...  1205000-7000 

Formic  Acid  .  1015500 

Foroblique  Cystoscopic  Telescopes, 

Complete  .  3538500 

Forward  Grasping  Forceps,  Jack- 

son  .  3228200 

Fountain  Cuspidors,  ENT .  3667500 

Fowler’s  Solution  .  1356000 

Fractures  and  Amputations  Supple¬ 
mental  Instrument  Sets,  Ortho¬ 
pedic,  Complete,  M-1942...  9331000 


Fracture  Apparatus,  Bone  Nails 

3295000-5400 

Fracture  Apparatus,  Hip,  Com¬ 
plete  .  3294500 

Fracture  Apparatus,  Guide  Pins..  3294700 

Fracture  Apparatus,  Impactor-Ex- 

tractor-Drivers  .  3294800 

Fracture  Frames,  Balkan .  3617000 

Fracture  Kits,  Mandible .  3711500-700 

Fracture  Reduction  Apparatus, 

Anatomic  .  3285500 

Fracture  Tables .  7099300—400 

Frahm  Amalgam  Carvers,  No.  1 

5113000-5000 

Frame,  Balkan,  Parts  for;  See 
Balkan  Frame  Parts. 

Frames: 

Balkan,  Complete  .  3617000 

Bed,  Gatch  .  9908000 

Bradford  .  3623000 

Cafeteria  Table  .  7414000 

Laundry  Basket  .  7003500 

Hacksaw  .  9927700 

Heating,  Dental  .  5327000 

Kick  Bucket  .  7731500 

Printing,  X-Ray  .  6027000 

Frazer's  Solution  for  Athlete’s  Foot  9109800 
Frazier  Brain  Retractors,  Set  of  3  3445500 

Frazier  Dura  Hooks .  3302000 

Freezing  Attachments,  Clinical 

Microtome  .  4338000 

Frei  Test  Antigens  (Lymphogranu¬ 
loma  Venereum  Antigens)..  1703300 

French  Fry  Cutters .  726200Q 

French  Fry  Pots .  7365000 

Fritted  Funnels .  4260700—800 

Frocks,  Butcher's .  8068544-552 

Frontal  Sinus  Canulae .  3064000—4400 

Fronts,  Spectacle  .  3736100 

Fructose  (Levulose)  .  1252000 

Fruit  Saucers  .  7381000 

Fruit  Sugar  .  1252000 

Fry  Pans  .  7341000-2000 

Fuadin  Solution  (Stibophen) .  1208000 

Fuchsin,  Acid  .  1208300 

Fuchsin,  Basic .  1208405-410 

Fulguration  Electrodes,  BugbeeType  3182700 
Fulguration  Electrodes,  Buie  Type  3183000 
Fulguration  Electrodes,  McCarthy, 

Set  of  3 .  3182800 

Funnel  Stops,  Microscope...  4327005-020 
Funnels: 

Enamelware  .  7805000 

Fritted  .  4260700-800 

Glass .  4261000-3000 

Glass  Fluted  . .*  4264000 

Glass,  Ribbed  .  4267000-8000 

Porcelain  .  4268500-700 
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Funnels  (continued): 

Separatory,  Cylindrical.  4269000-70000 
Separatory,  Squibb  ....  4271000—2000 

Furnaces  and  Caldrons .  8069000 

Furnaces,  Dental  Electric...  5327500-808 
Furnaces,  Electric,  Muffle  Type...  4273200 

G 


Gags,  Mouth,  Denhart .  3286000 

Gags,  Mouth,  Jennings....  3287000—8000 

Gages,  Marking  .  7806000 

Gages,  Vacuum  .  4470500 

Galactose  (Lactoglucose)  .  1210000 

Gall  Bladder  Probes,  Ochsner...  3426500 

Gall  Bladder  Trocars .  3547000 

Gall  Stone  Scoops .  3485000 

Gallstone  Forceps,  Rochester....  3228600 

Galvanized  Iron  Wirp .  9963000 

Galvanometer  Lamp  Bulbs,  Pho¬ 
tometer  .  4381700 

Galvanometer  Lamps,  Electro- 

Cardiograph  .  3626605-610 

Garden  Hose  .  7465000 

Gas  Attachments,  Aseptic  Table..  5603000 

Gas  Blowpipes  .  5020000 

Gas  Burners,  Radial .  4111000 

Gas,  Carbon  Dioxide .  7805200 

Gas,  Carbon  Dioxide,  7%  in 

Oxygen  .  7805400 

Gas  Casualty  Apron  and  Glove 

Cases,  Complete  .  9775800 

Gas  Casualty  Chests,  Veterinary, 

Empty  .  9815800 

Gas  Casualty  Kit,  First  Aid,  Con¬ 
tainers  .  9766300 

Gas  Casualty  Kits,  First  Aid,  Com¬ 
plete  .  9776700 

Gas  Casualty  Set,  Veterinary, 

Apron  Cases,  Complete .  9815500 

Gas  Casualty  Set,  Veterinary, 

Chests,  A,  Complete .  9815600 

Gas  Casualty  Set,  Veterinary, 

Chests,  B,  Complete .  9815700 

Gas  Casualty  Set,  Veterinary, 

Empty  Chests  .  9815800 

Gas  Casualty  Set,  Veterinary, 

Canvas  Covers  for  Chests  A 

and  B . 9773700 

Gas  Casualty  Sets,  M-2 .  9775600 

Gas  Casualty  Sets,  Veterinary, 

Complete  .  9815400 

Gas  Casualty  Treatment  Kit  Con¬ 
tainers  . 9776800 

Gas  Casualty  Treatment  Kits,  Com¬ 
plete  .  9776700 


Gas,  Chlorine  .  . .  7805600 

Gas  Cylinder  Adaptors,  Commer¬ 
cial  to  Medical  Valve......  7789000 

Gas  Gangrene  Antitoxin,  Bivalent  1605010 
Gas  Gangrene  Antitoxin,  Polyva¬ 
lent  .  1605015 

Gas  Gangrene  Antitoxin,  Trivalent  1605005 

Gas  Generators,  Kipp .  4274000 

Gas  Mask  Eye  Glass  Fitting  Cases.  9354000 

Gas  Mask  Eye  Glasses,  M-l .  9362400 

Gas,  Nitrous  Oxide .  7805700 

Gas,  Oxygen  .  7805800 

Gas-Proof  Aprons  .  9903000 


Gas  Regulators,  Blowpipe  Outfit.  5022600 
Gas  Regulators,  Gas  Vulcanizer..  5667000 
Gas  Teams  Medical  Equipment..  9733005 
Gas  Treatment  Medical  Battalion 


Medical  Equipment  .  9726400 

Gas  Treatment  Clearing  Company, 

Medical  Battalion  Medical 
Equipment .  9726410 


Gas  Treatment  Headquarters  and 
Headquarters  Detachment, 

Medical  Battalion  Medical 

Equipment  .  9726405 

Gas  Vulcanizers .  5666500 

Gaskets,  Lead,  Electric  Vacuum 

Oven  .  4356500 

Gasoline  Blast  Burners .  9407000 

Gasoline  Stoves .  9955000-5500 

Gatch  Bed  Frames  (for  Non- 

Adjustable  Beds)  .  9908000 

Gauntlet  Gloves,  Veterinary .  8069500 

Gauze  and  Bandage  Cutters,  Elec¬ 
tric  .  3667700 

Gauze  Bandages,  Adhesive.  9200000—100 
Gauze  Bandages,  Compress  9200200—0500 
Gauze  Bandages  Conpressed  9201000-100 
Gauze  Bandages,  Roller.  .  .  2004000-6000 

Gauze  Bandages,  White .  9201500 

Gauze  Petrolatum  (Vaseline)....  9207500 

Gauze,  Plain  .  2021000-4000 

Gauze,  Plain,  Sterilized .  2024000 

Gauze,  Wire  (Laboratory) .  4491000 

Gauze  Wire  Splints .  9375000 

Gelatin  Capsules  .  7741000-6000 

Gelatin  Capsules,  Veterinary  8009300-500 

Gelatin,  Granular  .  1212000—500 

Gem  Paper  Clips .  7536000 

General  Dispensary  Equipment, 

CZ  .  9723000-3005 

General  Dispensary  Equipment,  Zl  9723100 
General  Hospital,  Cantonment 
Type,  Zl,  1000-Bed  Equip¬ 
ment  . 1 .  9723400 

General  Hospitals,  CZ,  Equipment 

9723500-700 


General  Hospital,  Veterinary,  CZ, 

Equipment  for  .  9735000 

General  Hospital,  Veterinary,  Zl, 

Equipment  for  .  9734900 

General  Operating  Case,  Veteri¬ 
nary,  Metal  Containers .  9805200 

General  Operating  Cases,  Veteri¬ 
nary,  Complete  .  9805000 

General  Surgical  Teams  Medical 

Equipment  .  9733006 

Generators,  Field  Operating  Lamp  9931700 

Generators,  Gas,  Kipp .  4274000 

Generators,  X-Ray  Field  Unit.  .  .  .  9606000 
Geneva  Convention  Brassards...  9913500 
Genito-Urinary  Injury  Supple¬ 
mental  Instrument  Sets,  Com¬ 
plete  .  9332000 

Gentian,  Veterinary .  1213000 

Gentian,  Fluid  Extract,  Veterinary  1199000 

Gentian  Violet  .  1213500 

Giemsa  Stain  .  1214500 

Gigli  Saw  Conductors .  3462300 

Gigli  Saw  Handles .  3463000 

Gigli  Saw  Wires .  3464000-61000 

Gimlets,  Set  of  3 .  7806200 

Ginger,  Fluid  Extract .  1200000 

Gland  Hooks,  Veterinary .  8080000 

Glanders  Antigens  .  1733000 

Glass  Beads  .  4031000 

Glass  Cutters  .  7808000 

Glass  Rods  .  4386000-9000 

Glass-Stoppered  Test  Tubes .  4435500 

Glasses,  Cover  .  4189000-4190000 

Glasses,  Cover,  Hemacytometer..  4279000 

Glasses,  Medicine  .  7807000 

Glasses,  Reading,  Magnifying...  5329500 

Glasses,  Reducing,  X-Ray .  6029000 

Glaze,  Model,  Casting  Unit .  5118300 

Globes,  Lantern  .  9932505-9933035 

Globular  Object  Forceps,  Jackson  3228400 

Glove  Pouches,  Rubber .  9926500 

Gloves: 

Autopsy .  3674000 

Gauntlet,  Veterinary  .  8069500 

Impermeable  (Gas  Casualty) 

9926305-320 

Radiopaque  (X-Ray) .  6030000 

Surgeons’  Rubber  .  3680000-5000 

Glue  .  7563000 

Glycerin .  1218000-9000 

Glyceryl  Trinitrate  .  1221000 

Glyceryl  Trinitrate,  Veterinary...  1222000 

Glycyrrhiza  Fluid  Extract .  1200500 

Glycyrrhiza  and  Opium  Com¬ 
pound  . 1223000 

Goggles,  X-Ray,  Operators’ .  6031000 

Gold,  Boxes  for .  7720500 

Gold  Chloride  .  1225000 
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Gold,  Dental: 

Casting,  %-Crown .  5331000 

Casting,  Inlay .  5332000 

Casting,  Saddle  Bar  and  Clasp.  5333000 

Foil  .  5334000 

Lingual  Bars .  5335000-6000 

Plate  .  5337000-8000 

Solder  .  5339000-42000 

Wire  .  5343000-6000 

Gold  Files,  Dental .  5288000-90000 

Goldstein  Nasal  Specula,  Septal.  .  3526000 

Gooch  Crucible  Covers .  4192200 

Gooch  Crucibles .  4192000 

Gorgets,  Lithotomy  .  3289000 

Gouges,  Bone  .  3290000-92200 

Gouges,  Hoof .  8070000 

Gouges,  Mastoid  .  3292400—600 

Gowns,  Operating  .  7160005-015 

Gracey  Pyorrhea  Scalers .  . .  5545600-6600 

Gradle-Schiotz  Tonometers .  3540000 

Graduates  7809000-15000;  9927000-7500 
Graduated  Burettes  ...  4099000;  4100000 
Graduated  Cylinders  .  .  4197000-4203000 
Graduated  Mixing  Cylinders  4204000-7000 
Graduated  Tubes,  Centri¬ 
fuge  .  4141700-2000 

Graefe  Cataract  Knives...  3320000-2000 
Graefe  Fixation  Forceps  with 

Catch  .  3227000 

Grain  Triers  .  8129500 

Grapefruit  Knives  .  7311000 

Grasping  Forceps,  Laryngeal, 

Jackson  .  3244800 

Grass  Hooks  (Sickles) .  7900500 

Graters  .  7297000-8000 

Gravy  Boats  .  7299000 

Grease,  Lubricating,  Dental  Engine 

Handpiece . 5262700 

Green  Bile,  Brilliant,  Bacto .  1107100 

Green,  Brilliant .  1106900;  1107000 

Grids,  X-Ray  .  9607000 

Grids,  Wafer,  Photoroentgeno- 

graphic  .  6031500 

Griddles  .  7300000 

Grinders,  Tool  .  7816000 

Grocer’s  Scales  .  7385000 

Grooved  Directors  .  3173000—500 

Groovers,  Hoof .  8071000-2000 

Guards,  Window,  Hospital  Train, 

Zl .  9927600 

Guaiac  .  1225700 

Guide  Cards  .  7529000-32000 

Guide  Pins,  Hip — Fracture  Appa¬ 
ratus  .  3294700 

Guides,  Rubber  Urethral  Catheter  3112000 
Gummed  Cloth  Reinforcements 

(Eyelets)  .  7635500 

Gummed  Labels  .  7575000-6000 


Gummed  Paper  Tape .  7661000 

Gummed  Paper  Moistening  Ma¬ 
chines  .  7661500 

Guns,  Balling  .  8073000 

Gutta-Percha,  Temporary,  Dental.  5349000 
Gysi  Articulators  .  5013000 


H 


Hacksaw  Blades .  9927800 

Hacksaw  Frames,  Adjustable....  9927700 

Hair  Clippers  .  3652000 

Halstead  Hemostatic  Mosquito 

Forceps  .  3229000 

Halters,  Operating .  8074000 

Hammers: 

Ball  Pein .  5349300 

Claw  .  7817000 

Percussion  .  3687000 

Hammocks,  Balkan  Frame...  3618700-900 

Hand  Atomizers  .  7702000 

Hand  Basins  .  7711000 

Hand  Brushes  .  .  . .  7456000 

Hand  Counters  (Tallies) .  4187400 

Hand  Lathes,  Modified .  9507000 

Hand  Mirrors,  Dental .  5416000 

Hand  Screws,  Wood .  7896700 

Hand  Sprayers,  Continuous .  3771500 

Hand  Towel  Sets .  9784800 

Hand  Towels  .  7178000 

Handles: 

Cautery .  3635000 

Cystoscopic  Forceps  .  3219400 

Dental  Float  .  8064000 

Detachable,  Bard-Parker  Type 

Operating  Knife .  3336500 

Gigli  Saw  .  3463000 

Microtome  Knife .  4342000 

Mop  .  7470000 

Operating  Knife 

3336500;  3337700;  3339000 

Universal,  Veterinary .  8075000 

Handpiece  Emery  Arbors .  5009500 

Handpiece  Mandrels,  Dental  5403000-8000 
Handpieces,  Dental  Engine: 

Angle,  Doriot .  5261005 

Angle,  Wrist  Joint .  5261010 

Straight,  Doriot  .  5263005 

Straight,  Wrist  Joint .  5263010 

Hardwood  Boards  for  Use  in 

9333000  .  9352500 

Harelip  Clamps,  Ivy .  3127700 

Harness,  Casting  .  8076000 

Harvard  Trip  Balance  Weights..  4017300 
Harvard  Trip  Balances,  Single  Beam  4017200 

Hatchets,  Claw .  7818000 

Headband  Mirror  Shields,  Metal.  9370500 


Headband  Mirrors  .  3691000 

Headband  Straps .  3689000 

Headbands,  Metal  .  3690000 

Headlight  Lamp  Bulbs 

3695020-025;  9363410-412 

Headlights  .  3694000 

Headlights,  Battery  Type .  9363200 

Headrests,  Cerebellar,  for  Operat¬ 
ing  Table  .  7099200 

Headrests,  X-Ray  .  6032000 

Heads,  Mop  .  7471000 

Heat  Pad  Refills .  9941500 

Heat  Pads,  Complete .  9941000 

Heater  Spray  Bottles .  5351005—010 

Heater  for  Compound,  Parts: 

Heating  Elements .  5356006—024 

Thermometers  .  5357006—016 

Heater  Cutoffs,  Air,  Dental .  5352000 

Heater  Spraying  Unit  Bottles...  3612200 

Heater  Spraying  Units .  5352500 

Heater  Syringe  Units .  5352600 

Heaters  for  Compound,  Com¬ 
plete  .  5355000 

Heaters,  Water  Glass .  5354000 

Heating  Elements,  Dental  Furnace  5327900 

Heating  Frames,  Dental .  5327000 

Heating  Units,  Electric  Vacuum 

Oven  .  4356400 

Hegar-Mayo  Needle  Holders.  3296700—800 
Hemacytometer  Counting  Cham¬ 
bers  .  4278000 

Hemacytometer  Cover  Glasses.  .  .  4279000 
Hemacytometer  Pipettes,  Red  Cor¬ 
puscle  .  4280000 

Hemacytometer  Pipettes,  White 

Corpuscle  .  4281000 

Hemacytometers  .  4277000 

Hematocrit  Tubes,  Wintrobe .  4281100 

Hematoxyline,  Light  .  1226200 

Hemoglobin,  Bacto  .  1226300 

Hemoglobinometer  Diluting  Pip¬ 
ettes  .  4281400 

Hemoglobinometer  Measuring 

Tubes  .  4281600 

Hemoglobinometers,  Sahli  .  4281200 

Hemoglobinometers,  Tallquist  .  .  .  4284000 
Hemorrhoidal  Clamps  (Kelsey 

Hemorrhoidal  Forceps)  ....  3128000 
Hemostatic  Catheters,  Urethral, 

Rubber  .  3112800 

Hemostatic  Forceps: 

Abbey  (Needle  Holders) .  3228800 

Cystoscopic,  Visual,  McCarthy.  3219300 

Jones,  Straight .  3229500 

Mosquito,  Halstead  .  3229000 

Pean  .  3234500 

Pean,  Veterinary  .  8066200 

Rankin,  Straight .  3230000 
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Hemostatic  Forceps  (continued): 

Rochester-Ochsner,  Straight...  3234000 

Rochester-Pean,  Curved  .  3231000 

Heparin  Solution  .  1226500 

Hexylresorcinol  .  1227600 

Hip  Bone  Nails,  Fracture  Appa¬ 
ratus  (Hip  Joint  Fixation 

Nails)  .  3295000-400 

Hip  Fracture  Apparatus,  Com¬ 
plete  .  3294500 

Hip  Fracture  Apparatus  Guide 

Pins  .  3294700 

Hip  Fracture  Apparatus  Impactor- 

Extractor-Drivers .  3294800 

Hip  Rests  (Pelvic  Supports) .  3776000 

Hirschman  Anoscopes  .  3001500 

Histamine  Phosphate  .  1227800 

Hobbles,  Complete  .  8078000 

Hog  Cholera  Type  Hypodermic 


Syringes . 

.  8120000-1000 

Holders: 

Card  . 

Chart  . 

Crucible  . 

.  4193000 

Dental: 

Cotton  . 

.  5358000 

Mercury  . 

.  5359000 

Napkin  . 

Nerve  Broach  .  . 

.  5361000 

Rubber  Dam  .  .  . 

.  5362000 

Film  Development 

.  6037000-9000 

Film  Development, 

Photoroent- 

genographic  .  .  . 

.  6036500 

Film  Exposure  .  .  .  . 

.  6033000-4000 

Film  Exposure,  Photoroentgeno- 

graphic  .  6032500 

Needle,  Collie*  .  3296500 

Needle,  Dissection  .  4285000 

Needle,  Hegar-Mayo _  3296700-800 

Needle,  Kolle  .  4286000 

Needle,  Pneumothorax  Appa¬ 
ratus  .  3716500 

Razor  Blade,  Veterinary .  8078500 

Rubber  dam  .  5362000 

Homatropine  Hydrobromide  ....  1228000 
Homatropine  Hydrobromide  Oph¬ 
thalmic  Disks  .  9110000 

Hones,  Microtome  Knife . 4347000 

Hones,  Oil  (Oil  Stones) 

7819000-9200;  9928500 
Hoods,  Operating,  Veterinary. .  .  8079000 

Hoods,  Oxygen  Tent .  3864405-415 

Hoof  Instruments: 

Curettes,  Nail  Hole,  Veteri¬ 
nary  .  8054000-5000 

Gouges  .  8070000 

Groovers  .  8071000-2000 


Hoof  Instruments  (continued): 


Knife  Files  .  8061000 

Knife  Sets  .  8086000 

Knives,  Sage .  8088000-9000 

Parers  .  8100000 

Searching  Knives  .  8084000-5000 

Splitters  .  8111000 

Testers .  8124000-5000 

Hooks: 

Dissecting,  Adson,  Blunt .  3301000 

Dura,  Frazier  ...'. .  3302000 

Gland,  Veterinary  .  8080000 

Iris,  Tyrell  .  3303000 

Neurectomy,  Veterinary  .  8081000-2000 

Strabismus  .  3305000-6000 

Horse  Blanket  Pins .  8101500 

Horse  Catheter  Stylets .  8027000 

Horse  Catheters  .  8026000 

Horse  Muzzles  .  8098000 

Horse  Sidelines  .  8108000 

Horse  Slings .  8109000 

Horse  Stomach  Tube  Stylets .  8136000 

Horse  Stomach  Tubes .  8135000 

Horse  Trocars .  8134000 


Horsley  Bone  Forceps,  Rongeur 

3204000;  3206000;  3208000 
Hose,  Compressed  Air,  with  Cutoff, 


for  Atomizer  Set .  5352000 

Hose,  Garden  .  7465000 

Hose  Nozzles  .  7466000 

Hose  Washers  .  7467000 

Hospital  Assortment,  Vulcanite 

Teeth  .  5611500 

Hospital  Beds .  7005000 

Hospital  Buckets,  Set  of  3 .  9914500 

Hospital  Dolls  .  7794600 

Hospital  Expansion  Units,  CZ, 

Medical  Equipment: 

25-Bed  .  9724700 

50-Bed  .  9724900 

100  Bed  .  9725100 

250-Bed  .  9725300 

500-Bed  .  9725500 

Hospital  Expansion  Units,  Zl,  Can¬ 
tonment  Type,  Medical  Equip¬ 
ment: 

25-Bed  .  9724600 

50-Bed  .  9724800 

1 00-Bed  .  9725000 

250-Bed  .  9725200 

500-Bed  .  9725500 

Hospitals,  Field,  Hospitalization 

Unit .  9722705 

Hospital  Ship  Expansion  Units, 

100-Bed .  9723920 

Hospital  Ship  Medical  Equipment 


9723905-915 


Hospital  Sterilizers .  7910005—030 

Hospital,  Surgical,  Portable,  CZ..  9729300 
Hospital  Trains,  CZ,  Medical 
Equipment 

9738200-400;  9738600;  9738800 
Hospital  Trains,  Zl,  Medical 
Equipment 

9738500;  9738700;  9738900-9000 
Hot  Air  Exhaust  Ducts,  Dryer  and 
Loading  Bin  Combination, 

X-Ray  Field  Unit .  9605600 

Hot  Air  Sterilizers .  4402005—3028 

Hot  Plates,  Electric .  7820005—508 

Hot  Plates,  Gas .  7821000 

Hot  Water  Bags  (Hot  Water  Bot¬ 
tles)  .  7705000 

Hot  Water  and  Syringe  Bags.  .  .  .  7706000 
Hubs,  Cartridge  Type  Hypodermic 

Syringe  .  5593400-600 

Human  Plasma,  Dried,  Normal 

1608800-900 

Human  Plasma,  Liquid,  Normal 

1731900-2000 

Human  Skeletons  .  7900800 

Hydrobromic  Acid  .  1015700 

Hydrochloric  Acid  .  1016000—7000 

Hydrogen  Peroxide  .  1228500 

Hydrogen  Peroxide  Solution .  1229000 

Hydrometers  .  4287000—8000 

Hydroquinone  .  1230000 

Hyoscyamus  Extract  .  1188000 

Hypodermic  Cases,  Complete....  9355000 
Hypodermic  Needle  Sterilizer 

Wicks  .  9952000 

Hypodermic  Needle  Sterilizers...  9951500 
Hypodermic  Needles  ....  3847000—53000 
Hypodermic  Needles,  Dental  5593800-4000 
Hypodermic  Needles,  Veterinary 

8098800,8117000-8000 
Hypodermic  Tuberculin  Syringes.  .  3843000 

Hypodermic  Syringes  .  9355000 

Hypodermic  Syringes,  Cartridge 

Type,  Complete  .  . .  5593000;  9509300 
Hypodermic  Syringes,  Hog  Cholera 

Type  .  8120000-1000 

Hypodermic  Syringes,  Veterinary, 

Quitman  Type  .  8116000 

Hypodermic  Tablet  Cases,  Veterin¬ 
ary,  Complete  .  8019000 

Hypodermic  Tablet  Cases,  Veterin¬ 
ary,  Empty  .  8019100 

Hypodermic  Tablets: 

Apomorphine  Hydrochloride  ..  1073000 

Arecoline  Hydrobromide  .  1075000 

Atropine  Sulfate  .  1086000—7000 

Butyn  Sulfate  .  1108500 

Caffeine  and  Sodium  Benzoate  1110000 
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Hypodermic  Tablets  (continued): 

Codeine  Sulfate  .  1149500 

Dilaudid  Hydrochloride  ..  1167905-910 

Emetine  Hydrochloride  .  1172000 

Epinephrine  Soluble  Salt .  1176000 

Glyceryl  Trinitrate  .  1221000—2000 

Morphine  Sulfate  . ." .  1295500 

Pantopon  .  1325300 

Physostigmine  Salicylate.  1348000-9000 
Pilocarpine  Hydrochloride  ....  1352000 

Procaine  Hydrochloride  .  1383000 

Procaine  Hydrochloride  and 

Epinephrine  .  1384000 

Scopolamine  Hydrobromide  .  .  1403000 

Strophanthin .  1455000 

Strychnine  Sulfate  .  1458000-9000 

Hysterectomy  Forceps,  Pean  3235000-6000 

I 


Ice  Bags  .  7707000 

Ice  Bags,  Throat  (Ice  Collars).  .  . .  7707500 

Ice  Caps  .  7707000 

Ice  Cream  Scoops .  7386500 

Ice  Picks  .  7348000 

Ice  Refrigerators .  7376000—7000 

Ice  Tongs  .  7423000 

Iceland  Spar  (Calcium  Carbonate)  1113800 

Ichthammol  (Ichthyol)  .  1231000 

Ignition  Test  Tubes .  443600.0 

Illiterate  Vision  Test  Charts .  3885300 

Illuminators,  Radiographic  .  6040000 

Immersion  Bowl  Stands .  7081000 


Immersion  Oil  (Cedarwood  Oil)..  1131000 
Immune  Serum  Globulin  (Human)  1605500 
Impactor-Extractor-Drivers,  Bone 

Nail .  3294800 

Imperatori  Cleaning  Tools  (for 

Jackson  Instruments)  .  3864700 

Impermeable  Aprons  (Gas  Cas¬ 
ualty)  .  9903000 

Impermeable  Gloves  (Gas  Cas¬ 
ualty)  .  9926305-320 

Impervious  Fabric  .  2038000 

Impervious  Paper .  2032500 

Impression  Compound  .  5362500 

Impression  Compound  Trays .  5362800 

Impression  Paste  .  5423200 

Impression  Trays,  Dental 

5627000-33000;  5636000-43000 

Imprinting  Machine  Ribbons .  9938800 

Imprinting  Machines  .  9938700 

Incubator,  Bacteriological,  Heat¬ 
ing  Units .  4293005-015 

Incubator,  Bacteriological,  Stands 

4294005-020 


Incubator,  1920  Field  Model,  Parts 
for: 

Lamp  Chimneys  .  9432200 

Lamps,  Complete  .  9432100 

Wicks  .  9432300 

Incubator  Thermometers  .  4447000 

Incubators,  Bacteriological  .  4292008-2328 
Incubators,  1920  Field  Model....  9432000 

Indelible  Pencils  .  7627000 

Index  Card  Trays .  7100500 

Index  Cards  . 7526000-8000 

India  Ink  .  7566000 

Indicator  Set  Comparison  Tubes, 

Graduated .  1750600 

Indicator  Set  Distilled  Water 

Tubes .  1750800 

Indicator  Sets: 

Bromthymol  Blue,  Complete...  1751000 

Phenol  Red,  Complete .  1750000 

Indicator  Solutions,  Bromthymol 

Blue  .  1751200 

Indicator  Solutions,  Phenol  Red..  1750200 

Indigo  Carmine  .  1231500 

Individual  Color  Standards..  1750400—014 

Individual  Dressing  Packets .  2031700 

Individual  Medical  Jungle  Kit  M-2 

Containers .  9766100 

Individual  Medical  Jungle  Kits, 

Complete  .  9710700;  9710900 

Individual  Vegetable  Dishes  7274000-6000 
Industrial  Dispensary  Aid  Station  9725610 
Industrial  Dispensary  Equipment 

9725603-605 


Infectious  Abortion  Antigens .  1734000 

Infectious  Abortion  Vaccine, 

Equine  .  1739500 

Infirmary  Equipment,  Air  Corps.  .  9719600 
Infirmary  Equipment,  CZ,  10-Bed.  9725700 
Infirmary  Equipment,  Regimental, 

Zl,  3-Bed .  9725900 

Infirmary  Equipment,  Regimental, 

Zl,  3-Bed,  Supplement  A.  .  .  .  9726100 
Infirmary  Equipment,  Veterinary, 

Zl  .  9735200 

Infirmary  Equipment,  Zl,  10-Bed.  .  9725800 
Inflammable  Liquid  Water  Baths.  .  4476000 
Infra-Red  Lamp  Carbons....  7116200-600 
Infra-Red  Therapeutic  Lamp  Ele¬ 
ments  . 7121400;  7123400 

Infra-Red  Therapeutic  Lamps 

7121200;  7123200 

Infusion  Bottles,  Kelly .  4048500 

Infusion,  Brain  Heart .  1106700 

Infusion  Needles,  Straight .  3358000 

Ingal  Nasal  Specula .  3521000 

Inhalation  Masks,  Resuscitator  and 

Inhalator  (AAF  only) .  3726300 


Inhalators  and  Resuscitators 
(3726100  for  AAF  only) 

3726100;  3726500 
Inhaler  Tubing,  Anesthesia  Ap¬ 


paratus  .  3608505-510 

Inhalers,  Anesthesia,  Yankauer.  .  3696000 

Inhalers,  Benzedrine  .  9102910 

Inhaling  Bags,  Rubber .  3605005-020 

Initial  Puncture  Needles,  Pneumo¬ 
thorax  Apparatus  .  3716700 

Injection  and  Suction  Pumps,  Con¬ 
tinuous  Flow,  Veterinary....  8102000 
Ink  Bottles,  Hard  Rubber  or  Plastic  9929000 

Ink  Containers  .  8052800 

Ink: 

Fabric  Marking .  7568000 

Fingerprint  .  7558000 

India  .  7566000 

Meat  Stamping .  8083200 

Mimeograph  .  7582000 

Numbering  Machine  .  7569000 

Powder  .  9929500 

Stamp  Pad  .  7572000-500 

Stencil  Set  .  7657300 

Tablets  .  9930000 

White,  X-Ray  Marking .  6042000 

Writing  Fluid  .  7572700-800 

Inkstands  .  7573000 

Inlay  Brushes  .  5030000 

Inlay  Casting,  Gold .  5332000 

Inlay  Flasks,  Small  Casting  Ma¬ 
chine  .  5399000 

.  Inlay  Investment  .  5366500 

Inlay  Investment  Control  Powder.  5667000 

Inlay  Investment  Mixers .  5419400 

Inlay  Investment  Scales .  5366800 

Inlay  Wax  .  5676000 

Innerspring  Mattresses .  7160705—710 

Innoculating  Water  Baths .  4477000 

Inosite  (Meat  Sugar) .  1232000 

Insect  Repellent  .  9120105-110 

Insecticide  Powder,  Louse .  9110800 

Inserts,  Developing  Tank,  X-Ray.  .  6166000 
Inserts,  Empty,  Unit  Medical  Equip¬ 
ment  Pack  .  9792300 

Inserts,  Kit  Component .  9707000-500 

Inserts,  Plywood  .  9776000-100 

Inspection  Cases,  Meat  and  Dairy, 

Complete  .  8021000 

Inspection  Cases,  Meat  and  Dairy, 

Empty  .  8021100 

Instruction  Packets,  First-Aid .  2031000 

Instructions,  Vision  Test  Set .  3882000 

Instrument  Cabinets  .  7027000—8000 

Instrument  Cabinets,  Field .  9915000 

Instrument  Case,  Medical  Officer’s, 

Metal  Containers  .  . . .  9705200 
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Instrument  Cases;  See  Cases,  In¬ 
strument,  Complete  or  Cases, 
Instrument,  Empty. 

Instrument  Sets,  Supplemental 

9325000-33500 

Instrument  Sterilizers: 

Medium,  Electric .  7818005—020 

Non-Pressure  Type .  7910413-430 

Pressure  Type .  7910500 

Small,  Electric . 7917005-020 

Instrument  Tables .  7094000-5000 

Instrument  Tables,  Folding .  9957500 

Instrument  Trays .  7940000;  9958500 

Instrument  Trays,  Litter  Operating 

Support  .  9955710 

Instrument  and  Dressing  Cabinets  7029000 
Instrument  and  Dressing  Cabinets, 

Field  .  9915500 

Insulin  .  1233000-500 

Insulin  (Protamine  Zinc) .  1232500 

Intensifying  Screens .  6128300-30300 

Interval  Timer  Clocks .  4182000 

Intestinal  Anastomosis  Clamps, 

Rankin  .  3128700 

Intestinal  Forceps,  Doyen  (Intes¬ 
tinal  Clamps)  .  3237000-8000 

Intestinal  Forceps,  Judd-Allis  (In¬ 
testinal  Clamps)  .  3238500 

Intestinal  Needles,  Half-Circle, 

Taper  Point  .  3379100-80900 

Intestinal  Needles,  Straight,  Taper 

Point  .  3811100-2100 

Intestinal  and  Tissue  Forceps, 

Allis  . 3271000 

Intestinal  Tubes,  Levin......  3870505-509 

Intestinal  Tubes,  Rehfuss .  3871000 

Intradermic  Mallein  .  1735000 

Intradermic  Tuberculin .  1737000 

Intravenous  Canulae,  Webster.  .  3065000 

Intravenous  Infusion  Tubes .  3869800 

Intravenous  Injection  Needle  Sets, 

Veterinary  .  8098900 

Intravenous  Outfits,  Veterinary, 

Complete  .  8083500 

Intravenous  Solution  Reservoirs.  .  3699000 
Intravenous  Tubing,  Latex..  3879200-300 

Introducers,  Needle .  3307000 

Inulin  .  1234000 

Invalid  Chairs  .  7043000 

Invalid  Rings,  Pneumatic .  7783000 

Investment  Compound,  Crown  and 

Bridge .  5366000 

Investment  Inlay  Mixers .  5419400 

Investment,  Model  Casting .  5365500 

Investment  Spiders  .  5327000 

Iodine  .  1235000;  9111800 

Iodine  and  Potassium  Iodide  Pow¬ 
der  .  9111000 


Iodine  Swabs  . 9112000—200 

lodochlorol  .  1236000-7000 

Iodoform . i .  1238000 

lodophthalein  Sodium  .  1238500-700 

Ipecac  .  1239000 

Ipecac,  Fluid  Extract .  1201000 

Ipecac  and  Opium  Powder.  .  1240000— 1000 

Iris  Forceps  .  3240000-2000 

Iris  Hooks,  Tyrell .  3303000 

Iris  Repositors  .  3438000 

Iris  Repositors  and  Probes .  3439000 

Iris  Scissors  .  3478000—9000 

Iron  Agar,  Kligler's,  Bacto .  1241700 

Iron  Wire  for  Dentimeter .  5207000 

Iron  Wire,  Galvanized .  9963000 

Iron  Wire,  Reagent .  1242000 

Irons,  Cautery  .  3636000 

Irrigator  Stands  .  7823000 

Irrigator  Stands,  Folding .  9930500 

Irrigator  Tips  .  3704000 

Irrigator  Tubing  .  3705000 

Irrigators,  Anterior  Chamber .  3309000 

Irrigators,  2-Quart .  7822000 

Ishihara  Type  Color  Test  Books.  . .  3652500 

Isoamyl  Alcohol  .  1049700 

Isodulcite  (Rhamnose,  Bacterio- 

logic)  .  1394000 

Ivory  Rules  .  3734000 

Ivy  Harelip  Clamps .  3127700 

Ivy  Malar  Elevators .  5247000 


J 


Jack  Bean  Meal .  1245000 

Jack  Planes  . .  .  7880400 

Jackets,  Camisole  (Restraint  Jack¬ 
ets)  .  7823500-600 

Jackson  Bronchoscopic  Forceps 

3228200-400;  3243500-5400;  3253500; 

3264400-700;  3265500-700; 

3269100-400 


Jackson  Sponge  Carriers, 

Child’s . 

3070500 

Jaeger  Plate  Lids . 

3422000 

Jaeger  Test  Type  Cards  (Eye  Test 

Charts) . 

3883000 

Jansen-Middleton  Nasal  Forceps.  . 

3258000 

Janus  Green  B . 

Jars: 

1245100 

Anaerobic  Culture  Apparatus.  . 

4007800 

Animal  . 

4299000 

Coplin  Staining  . 

4301000 

Cylindrical,  Plain  .  .  .  . 

4301200 

Dressing  . 

7827000 

Museum  . 

. .  4302000-5000 

Ointment  . 

.  .  7824000-6000 

Specimen . 

. .  4306000-8000 

Suture  . 

7828000 

Jaw  Dilators  .  3161500 

Jelenko  Clasp-Bending  Pliers....  5432500 

Jelly,  Lubricating  .  1245200 

Jelly,  Neosynephrin  Hydrochloride  1300805 

Jennings  Mouth  Gags .  3287000-8000 

Jones  Hemostatic  Forceps .  3229500 

Juice  Extractors,  Electric....  7283506—508 

Juicers,  Beef  . .  7204000 

Jungle  First  Aid  Kit  Containers.  .  .  9766100 
Jungle  Kit,  Medical,  Individual, 

M-l,  Canvas  Rolls .  9710800 

Jungle  Kits,  First-Aid,  Complete.  .  9776300 
Jungle  Kits,  Individual,  Medical, 

M-2,  Containers  .  9766100 

Jungle  Kits,  Medical,  Individual, 

Complete  .  9710700;  9710900 

Juniper  Tar  (Oil  of  Cade) .  1306000 

Jute  Twine  .  7664000-5000 

K 


Kahn  Antigen  Test  Tubes .  4430300 

Kahn  Antigens  .  1703000 

Kahn  Pipettes  .  4365600—700 

Kahn  Precipitin  Test  Tube  Supports  4440500 

Kahn  Precipitin  Test  Tubes .  4436400 

Kahn  Shaking  Apparatus...  4392505—710 

Kahn  Racks  .  4440500 

Kaolin  .  1245600 

Kelly  Hemorrhoidal  Clamps 

(Hemorrhoidal  Forceps)  ....  3128000 

Kelly  Infusion  Bottles .  4048500 

Kelly  Pads  .  3667000 

Kelly  Placenta  Forceps .  3263000 

Kelly  Rubber  Cushions .  7783000 

Keratomes  .  3310000—12000 

Kerosene  Cans,  Lantern  Set .  9771700 

Kerosene  Vulcanizer  Burners....  5668000 

Kerosene  Vulcanizer  Wicks .  5668500 

Kerosene  Vulcanizers . 5667500 

Kerr  Type  Surveyors  and  De¬ 
signers  .  5582700 

Kerr  Type  Casting  Machines....  5394000 
Kerr  Type  Duplicating  Flasks, 

Casting  Machine  .  5394200-300 

Kerr  Type  Electric  Vibrators .  5661300 

Kerr  Type  Flask*,  Casting  Ma¬ 
chine  .  5394500-600 

Kerrison  Mastoid  Rongeur  Forceps 

3252000-3000 

Kettles,  Tea  .  7305000 

Keyhole  Saws  .  7887500 

Kick  Bucket  Frames .  7731500 

Kick  Buckets  .  7731000 

Kid  for  Test  Drum .  3669100 

Kidney  Forceps,  Stille .  3243000 

Killian's  Antrum  Canulae .  3060500 
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Killian’s  Nasal  Specula .  3523000 

Kipp  Gas  Generators .  4274000 

Kirschner  Extension  Apparatus 

Traction  Bows .  3195905-906 

Kirschner  Hand  Drill  Type  Exten¬ 
sion  Apparatus  .  3195500 

Kirschner  Drill  Wires .  3195805-815 

Kirk  Tourniquet  Anchors .  9379500 

Kit  Components: 

Cantle  Ring  Straps .  9706500 

Inserts  .  9707000-500 

Litter  Straps  .  9708000 

Pouch  Laces  .  9709000 

Pouches  .  9708500 

Suspenders  .  9709500 

Kit,  Jungle,  Medical,  Individual, 

M-l,  Canvas  Rolls .  9710800 

Kit,  Water  Testing,  Poisons  Treat¬ 


ment  Control,  Empty  Cases.  9930800 
Kit,  Water  Testing,  Poisons  Treat¬ 
ment  Control,  Replacement 


Sets  .  9930900 

Kits: 

Dental,  Maxillo-Facial,  Com¬ 
plete  .  9506500 

Dental  Officer’s  .  9710000 

Dental  Private’s  .  9710500 

Eye  Surgery  .  9363600 

First-Aid,  See  First-Aid  Kits 
Gas  Casualty  Treatment,  Com¬ 
plete  .  9776700 

Individual,  Medical,  Jungle,  M-2  9766100 
Jungle,  Medical,  Individual, 

M-l,  Complete  .  9710700 

Jungle,  Medical,  Individual, 

M-2,  Complete  .  9710900 

Mandible  Fracture . 371T500— 700 

Medical  Noncommissioned  Of¬ 
ficer’s,  Complete  .  9711000 

Medical  Officer’s,  Complete..,  9711500 
Medical  Parachutist’s,  Complete  9711600 
Medical  Private’s,  Complete.  .  .  .  9712000 
Spare  Parts  and  Repair,  Table 

Unit,  X-Ray  Field  Unit .  9624600 

Spare  Parts  and  Repair,  X-Ray 

Machine,  X-Ray  Field  Unit.  .  9624500 

Suction  (for  Snakebite) .  3705500 

Veterinary  Noncommissioned 

Officer’s  .  9712500 

Veterinary  Officer’s  .  9713000 

Veterinary  Private’s  .  9713500 

Water  Testing,  Chemical  War¬ 
fare  Agents  . .  9931000 

Water  Testing,  Poisonous  Treat¬ 
ment  Control,  Complete....  9930700 
Kitchen  Cars,  Zl,  Medical  Equip¬ 
ment  .  9739000 


Kitchen-Dining-Pharmacy  Cars, 

CZ,  Medical  Equipment.  .  .  .  9738200 

Kitchen  Tables  .  7417000 

Kjeldahl  Connecting  Bulbs .  4311000 

Kjeldahl  Digesting  Apparatus...  4309000 
Kjeldahl  Distilling  Apparatus....  4310000 

Kjeldahl  Flasks  .  4253000 

Kligler's  Iron  Agar,  Bacto .  1241700 

Knife  Backs,  Microtome .  4341000 

Knife  Blades,  Bard-Parker  Type 

3336900-7300;  3338100-500 

Knife  Blades,  Skin  Grafting .  3340800 

Knife  Handles,  Bard-Parker  Type 


3336500;  3337700-3339000 

Knife  Handles,  Microtome .  4342000 

Knife  Handles,  Operating 

3336500;  3337700;  3339000 

Knife  Hones,  Microtome .  4347000 

Knife  Point  Cautery  Burners 

3638000;  3640000 
Knife  and  Saw  Combination....  7314200 

Knife  Sets,  Hoof .  8086000 

Knife  Sharpeners  .  7392700 

Knife  Strops,  Microtome .  .  .  4344000-5000 

Knife  Test  Drums,  Eye .  3669000 

Knight  Nasal  Polypus  Forceps.  .  .  3259000 
Knives: 

Amputating  .  3314000-5000 

Autopsy  (Virchow  Post-Mortem 

Brain  Knives)  .  3316000 

Bistoury  .  3007000-8500;  8002600-700 

Boning  .  7306000 

Bread  .  7307000 

Butcher  .  7307500-9000 

Canaliculus,  Bowman  .  3317000 

Cartilage,  Post-Mortem  .  3318000 

Cataract,  Beer  .  3319000 

Cataract,  Graefe  .  3320000-2000 

Cautery,  Dome  Point .  3637000 

Cautery,  Knife  Point .  3640000 

Cautery,  Needle  Point .  3639000 

Cautery,  Needle  Point,  Nasal.  3640000 

Chopping  .  7310000 

Drawing,  Carpenter's .  7794700 

Ear,  Curved  Blade .  3325200 

Ear,  Myringotome  .  3325000 

Eye  Cautery  .  3629000-33000 

Eye,  Needle  . . .  3329000-30000 

Grapefruit  .  7311000 

Microtome,  Clinical  .  4339000 

Microtome,  Rotary  .  4340000 

Hoof,  Sage .  8088000-9000 

Hoof-Searching  .  8084000—5000 

Laryngeal  .  3331000 

Nasal,  Septum  .  3332000-3000 

Nasal,  Submucous  . 3334000—5000 

Office,  Dental  .  5372000 

Operating .  3335600-6200 


Knives  (continued): 

Paring  .  7312000 

Plaster  .  3340000;  5373000 

Post-Mortem,  Virchow  .  3316000 

Potato  Peeling  .  7312300 

Sabatier  .  7313000-4000 

Skin-Grafting  .  3340500—700 

Skinning  .  7314500 

Slicing  .  7315000 

Table  .  7316000 

Tenotomy  .  3341000 

Tonsil  .  3342000 

Tonsil  Abscess .  3343000 

Koagamin  (Synthetic  Coagulant).  1245700 

Kodalk  X-Ray  Developing  Powder 

13/9005;  1379305 

Kolle  Culture  Flasks .  4238000 

Kolle  Needle  Holders.  . .  4286000 


L 


Labels,  Gummed  .  7575000-6000 

Labels,  Dispensing  Set .  7577000 

Labels,  Micro  Slide .  4312000 

Labels,  Poison  .  7578005-015 

Labels,  Vial  .  7579005-015 

Laboratory  Aprons .  7701000 

Laboratory  Bench  Lights,  Dental..  5393700 
Laboratory  Bunsen  Burners,  Dental  5100000 

Laboratory  Casseroles  .  4128300—600 

Laboratory  Chests,  Field .  9409500 

Laboratory  Cylinders,  Graduated 

4197000-203000 


Laboratory  Cylinders,  Graduated, 

Mixing  .  4204000-7000 

Laboratory  Dental  Cabinets .  9750500 

Laboratory,  Dental,  Central .  9720700 

Laboratory,  Dental,  Complete,  Zl  9721600 
Laboratory,  General,  Medical 

Equipment  .  9727600 

Laboratory,  Medical,  Army  or  CZ.  9727500 
Laboratory,  Medical,  Service  Com¬ 
mand,  Zl  .  9727700 

Laboratory  Pliers,  Dental..  5433500-4000 

Laboratory  Shears,  Dental .  5559500 

Laboratory  Spoons,  Metal .  4400000 

Laboratory  Stains,  Dyes  and 
Indicators: 

Alizarin  Red  S .  1053500 

Aniline  .  1070000 

Aniline  Blue  .  1070300 

Biebrich  Scarlet  .  1101000 

Bismark  Brown  Y .  1103300 

Brilliant  Cresyl  Blue .  1106800 

Brilliant  Green  .  1106900 

Brilliant  Green,  Bacto .  1107000 

Brilliant  Green  Bile .  1107100 
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Laboratory  Stains,  Dyes  and 
Indicators  (continued): 


Bromcresol  Purple  . 

.  1107500 

Bromthymol  Blue  . 

.  1108300 

Carmine  Powder  . 

.  1128000 

Congo  Red  . 

.  1151200 

Crystal  Violet . 

.  1160900 

Crystal  Violet,  Bacto.... 

.  1161000 

Eosin  Y  . 

.  1174105 

Eosin  Y,  Bacto . 

.  1174110 

Fast  Green  . . 

.  1188300 

Fuchsin,  Acid  . 

Fuchsin,  Basic  . 

.  1208405 

Fuchsin,  Basic,  Bacto.... 

.  1208410 

Gentian  Violet  Powder. 

.  ...  .  1213500 

Giemsa  Stain  . 

.  1214500 

Indigo  Carmine  . 

.  1231500 

Janus  Green  . 

.  1245100 

Malachite  Green  . 

.  1266000 

Methyl  Green  . 

.  1288400 

Methyl  Orange  . 

.  1288800 

Methyl  Red  . 

.  1289000 

Methyl  Violet  . 

.  1290500 

Methylene  Blue  . 

.  1290700 

Methylene  Blue,  Bacto.  .  . 

.  1290800 

Neutral  Red  . 

.  1300900 

Nigrosin,  Water-Soluble 

.  1301700 

Oil,  Red  O . 

.  1317500 

Orange  G  . . 

.  1323500 

Safranin  O . . 

.  1398300 

Thionin  . - 

.  1472805 

Thionin,  Bacto  . , 

.  1472810 

Wright’s  Stain  . 

.  1496000 

Laboratory  Sterilizers,  Arnold...  4401000 

Laboratory  Sterilizers,  Pressure  Type 

4011013-035 

Laboratory  Stools,  Dental .  .  . 

.  5577500 

Laboratory  Tables  . 

.  9783000 

Laboratory  Thermometers  . 

4443000-6000 

Laboratory  Tripods  . 

_  4451000 

Laces,  Kit  Component . 

....  9709000 

Lachrymal  Dilators  . 

.  3162000 

Lachrymal  Probes,  Set  of  8, 

Theo- 

bold  . 

Lachrymal  Syringe  Canulae,  Set  of  3  3860600 

Lacmoid  . . 

.  1246000 

Lacquer,  Cast,  Dental . 

.  5118300 

Lactic  Acid  . 

.  1018000 

Lactoglucose  (Galactose)  . .  . 

.  1210000 

Lactometers,  Quevenne,  Milk 

Test- 

ing  Apparatus  . 

.  4351100-200 

Lactose  . 

1247000-8000 

Lactose  Broth,  Bacto . 

Ladder  Wire  Splints . 

Ladders,  Step  . 

Ladles  . 

7317000-8000 

Ladmore  Pluggers,  No.  3 .  5440000 

LaForce  Adenotomes  .  3000800—1200 

Lambert  Chalazion  Forceps .  3218000 

Lambotte  Bone-Holding  Forceps.  .  3203600 

Laminectomy  Retractors  .  3449000 

Lamp  Bulbs: 

Battery  Type  Headlight...  9363410—412 

Blue  .  6043005-010 

Bronchoscopic  .  3344000 

Ceiling  Operating  Lamp..  7833603—625 

Color  Comparator  Set .  9429660 

Cystoscopic  .  3157010-013 

Cysto-Urethroscope  .  3157700 

Darkroom  .  3707515-520 

Dental  Operating  Lamp.  .  .  5389009—022 

Egg  Candler .  8008700 

Exciter,  Photometer  .  4381600 

Galvanometer,  Electric  Cardio¬ 
graph  .  3626605-010 

Galvanometer  for  Photometer.  4381700 

Green  .  7831505-510 

Headlight  .  3695020-025 

Microscope  .  4327705-710 

Microscope  Dark  Field  Appa¬ 
ratus  .  4317505-510 

Microscope  Substage  Lamp....  4329000 

Ophthalmoscope .  3403310-322 

Pilot,  Dental  Operating  Unit 

5658510-525 

Pilot,  Vacuum  Oven .  4356600 

Procto-Sigmoidoscope  ....  3433002—010 

Ruby  .  6045005-010 

Safe  Light _  6048600;  6049505-510 

Viewing  Box  .  5027705-710 

Lamp  Carbons,  Therapeutic.  7116200-600 
Lamp  Chimneys,  M-1920  Field  In¬ 
cubator  .  9432200 

Lamp  Shades,  Glass,  Operating 

Lamp . * .  5388505-515 

Lamp  Socket  Type  Rheostats.  3727508—515 
Lamps: 

Alcohol,  Ether  Cautery  Case..  8013000 

Alcohol,  Glass  .  7832000 

Alcohol,  Glass,  Dental 

5380000;  $382000 

Alcohol,  Glass,  Large .  9506700 

Bed,  Adustable  .  7060500 

Desk  .  7061000-2000 

Diagnostic  (Transilluminators)  .  3867000 
Examining  and  Operating,  Port¬ 
able  .  7.833300 

Headlight  .  3694000 

Infra-Red,  Therapeutic 

7121000;  7123200 
Mercury  Arc,  Air-Cooled,  Thera¬ 
peutic  .  7126005-8500 


Lamps  (continued): 

Microscope  .  4327500 

Operating,  Ceiling 

7833200;  7833503-507 

Operating,  Dental  .  5388005-015 

Operating,  Emergency  .  .  7833705-708 
Operating  and  Examining,  Port¬ 
able  .  7833800 

Operating,  Field  .  9931500 

Operating,  Portable  .  7833809 

Slit,  Stationary .  3707700 

Substage,  Microscope  .  4328000 

Sun  .  7129600 

Table  .  7069000 

Therapeutic,  Carbon  Arc .  7116000 

Therapeutic,  Infra-Red 


7121000;  7123200 
Therapeutic,  Mercury  Arc,  Air- 

Cooled  .  7126005-8500 

Therapeutic,  Ultra-Violet  .  7129600 

Transilluminator  .  3867000 

Ultra-Violet,  Therapeutic .  7129600 

Lancets,  Blood  .  4043000 

Lancets,  Dental .  5390000-1000 

Lane  Bone-Holding  Forceps .  3203500 

Lane  Screwdrivers  .  3489000 

Lane  Screw-Holding  Forceps .  3264800 

Lanolin  (Wool  Fat) .  1495000 

Lantern  Globes  .  9932505—33035 

Lantern  Set  Crates .  9778000 

Lantern  Set  Kerosene  Cans .  9771700 

Lantern  Set,  Complete .  9777500 

Lantern  Wicks  .  9933505-517 

Lanterns  .  9932005-055 

Lanterns,  Muscle  Test .  3708005-010 

Lard,  Benzoinated  .  1248500 

Lard,  Butter  and  Cheese  Triers 

8129000;  8131000 

Lard  and  Butter  Triers .  8131000 

Laryngeal  Aspirating  Tubes .  3548000 

Laryngeal  Cup  Forceps....  3244200—600 
Laryngeal  Dental  and  Tonsil  Syr¬ 
inge  Needles .  3860300—400 

Laryngeal  Dental  and  Tonsil  Syr¬ 
inges  .  3860200 

Laryngeal  Forceps,  Basket  Punch.  3243500 
Laryngeal  Grasping  Forceps....  3244800 

Laryngeal  Knives  .  3331000 

Laryngeal  Mirrors .  3353000—5000 

Laryngeal  Retractors,  Self-Retain¬ 
ing,  Veterinary  .  8106000 

Laryngeal  Rotation  Forceps .  3245200 

Laryngeal  Syringes  .  3860500 

Laryngeal  Tissue  Specimen  Forceps  3245400 
Laryngoscopes  .  .  .  3345000-500;  3346000 
Laryngoscopes,  Anterior  Commis¬ 


sure  .  3345700 

Laryngostomy  Trachea  Tubes....  3559000 
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Lassar's  Zinc  Oxide  Paste .  1502500 

Latex  Intravenous  Tubing...  3879200-300 
Lathes,  Electric,  Dental 

5392007-500;  5393300 

Lathes,  Hand,  Modified .  9507000 

Lathes,  Polishing,  Dental .  5393300 

Laudanum  (Tincture  of  Opium).  .  .  1485000 

Laundry  Bags  .  7151000-2000 

Laundry  Basket  Army  Duck  Bodies  7003000 
Laundry  Basket  Metal  Frames...  7003500 

Laundry  Soap  .  7489000 

Lead  Acetate .  1249000;  9112500 

Lead  Aprons  (X-Ray) .  6002000 

Lead  Foil  .  6046000 

Lead  Letters  (X-Ray) .  6048000 

Lead  Mallets  .  8090000 

Lead  Numbers  (X-Ray  Markers) 


6110200-1200 

Lead  Pencils  .  7624000 

Lead,  Sheet  .  6047000 

Leads,  Refill,  Mechanical  Pencil 


7623810-830 

Ledger  Blank  Books .  7516000 

LeFort  Urethral  Dilators....  3164000-090 
LeFort  Urethral  Sounds.  .  . .  3164000-9000 
Leg  and  Thigh  Half-Ring  Folding 

Splints,  Army  Type .  9371200 

Leg  Baths,  Whirlpool .  7104005-008 

Leg  Splint,  Army,  Half-Ring,  Pier¬ 
son's  Attachments .  3750500 

Leg  Splints,  Half-Ring,  Army....  3750000 

Legal  Cap  Paper .  7605000 

Lemon  Oil  .  1313000 

Lemon  Squeezers  .  7406000 

Lens  Paper  .  4365000 

Lens  Spoons  .  3533000 

Lens  Spoon  Wire  Loops .  3534000 

Lenses,  Condensing,  Eye .  3347000 

Lenses,  Magnifying 


4313000;  5329500;  9433000 
Lenses,  Spectacle,  Single  Vision 

3736300-400 


Lenses,  Trial,  Pocket  Set .  9309800 

Letter  Baskets,  Desk .  7509000 

Leveling  Bulbs,  Carbon  Dioxide 

Apparatus  .  4121200 

Levels,  Spirit .  7834000 

Levin  Duodenal  and  Intestinal 

Tubes  .  3870505-509 

Levulose  (Fruit  Sugar) .  1252000 

Library  Paste  .  7618000 

Lid  Plates,  Jaeger .  3422000 

Liebig  Condensors  .  4187000 

Life  Raft  (Pneumatic)  First  Aid  Kits  9776900 

Lifters,  Section,  Pathological....  4392000 

Ligature  Tape,  Umbilical .  3809000 

Ligature  Wire,  Dental .  5696000 


Light  Bulbs;  See  Lamp  Bulbs 

Lights,  Dental  Laboratory,  Bench.  5393700 

Lights,  Operating;  See  Lamps, 

Operating 

Lights,  Safe,  Ceiling  Type .  6048500 

Lights,  Safe,  Wall  Type .  6049000 

Lights,  Therapeutic;  See  Lamps, 

Therapeutic 

Lime  (Calcium  Oxide) .  1118700 

Linen  Conveyors .  7049000 

Linen  Hampers  .  7050000 

Linen  Napkins  .  7330000 

Linen  Shipping  Tags .  7659000 

Liners,  Permanent,  Acrylic  Denture 

Base  Material .  5207300 

Lingual  Bar  Pliers,  Dental .  5435000 

Lingual  Bars,  Gold .  5335000-6000 

Linseed  Oil .  1314000 

Lipiodol-LaFay  .  1252400-500 

Liquid  Measures .  7323000 

Liquid  Silicate  Cement,  Caulk's..  5125000 
Liquor  Cdrbonis  Detergens  (Solu¬ 
tion  of  Coal  Tar) .  1252700 

Liston  Bone-Cutting  Forceps .  3201000 

Liston-Stille  Double  Action  Bone- 

Cutting  Forceps  .  3200700 

Lithium  Carbonate .  1253300 

Lithium  Citrate  .  1253500 

Lithium  Oxalate  .  1253700 

Lithium  Sulfate  .  1253900 

Lithotomy  Gorgets  .  3289000 

Litter  Bars,  Splint .  3743900 

Litter  Carriers,  Field,  Collapsible.  9917500 

Litter  Operating  Supports .  9955700 

Litter  Securing  Straps .  9938600 

Litter  Slings  .  7848000 

Litter  Straps  _  7849000;  9938300-400 

Litters: 

Aluminum,  Folding  .  9938000 

Aluminum,  Straight  .  9935000 

Ambulance  Cot  .  9934700 

Canvas,  Semi-Rigid .  9936000 

Metal,  Stokes  .  9938500 

Steel,  Straight  .  9937600 

Wood,  Folding  .  9936200 

Wood,  Straight  .  7844000 

Wood,  Straight,  M-1943 .  9936600 


Litters,  Aluminum,  Folding,  Parts 
for;  See  Aluminum  Folding 
Litters,  Parts  for 

Litters,  Aluminum,  Straight,  Parts 
for;  See  Aluminum  Litters, 
Straight,  Parts  for 
Litters,  Ambulance  Cot,  Parts  for: 

Anchoring  Attachments  and 


Floor  Plates  .  9934800 

Mattresses  .  9934900 


Litters,  Steel,  Straight,  Parts  for; 

See  Steel  Litters,  Straight, 

Parts  for 

Litters,  Wood,  Folding,  Parts  for; 

See  Wood  Litters,  Folding, 

Parts  for 

Litters,  Wood,  Straight,  M-1943, 

Parts  for;  See  Wood  Litters, 

Straight,  M-1943,  Parts  for 
Litters,  Wood,  Straight,  Parts  for; 

See  Wood  Litters,  Straight, 

Parts  for 

Little  Aneurism  Needles .  3357500 

Liver,  Injection  .  1256500 

Loading  Bin  and  Dryer  Combina¬ 
tion,  X-Ray  Field  Unit,  Hot 

Air  Exhaust  Ducts .  9605600 

Loading  Bin  and  Dryer  Combina¬ 
tions,  X-Ray  Field  Unit .  9605500 

Lobectomy  Tourniquets  .  3540500 

Localizer  Charts,  Eye .  6051000 

Localizers,  Eye,  Complete .  6050000 

Locking  Tweezers,  Dental .  5652500 

Loeffler  Media  Test  Tubes .  4437000 

Loeffler’s  Blood  Sera .  1106600 

Loeffler’s  Media  .  1821000 

Loops,  Clasp .  5165500 

Looseleaf  Binders .  7511000—2000 

Loupes,  Binocular .  3709000 

Louse  Powder,  Insecticide .  9110800 

Lowsley  Utility  Cystoscopic  Forceps  3219100 
Lubricants,  Dental,  Oleic  Acid...  1022000 
Lubricating  Grease,  Dental  Engine 

Handpiece  .  5262700 

Lubricating  Jelly  .  1245200 

Lucae  Bayonet-Shaped  Ear  Forceps  3225000 

Luer  Needle  Adapters .  3603000 

Luer  Syringe  Adapters .  3846200 

Luer  Syringe  Needle  Wires. .  3855005-025 
Luer  Syringe  Needles....  3847000-53000 

Luer  Syringe  Stopcocks .  3774700—010 

Luer  Syringes  .  3843000—6000 

Luer  Syringes,  Mallein  Type .  8122000 

Luer-Lok  Syringes .  3846500-700 


Lye  .  7468000 

Lymphogranuloma  Venereum  An¬ 
tigens  (Frei  Test  Antigens)..  1703300 

Lyophilized  Antianthrax  Sera, 

Human  .  1584000 

Lyophilized  Complement  Fixation 

Test,  for  Guinea  Pigs .  1703400 


M 


Machines,  Casting  ....  5394000;  5395000 
Machines,  Imprinting  .  9938700 
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Magill  Endotracheal  Catheter  For¬ 
ceps  .  3217400 

Magnesium  Carbonate .  1261000 

Magnesium  Oxide,  Heavy .  1262000 

Magnesium  Sulfate  .  1263000-5000 

Magnets,  Eye  (Lancaster  Model).  3711000 
Magnifiers,  Colony  Counting..,.  4313000 

Magnifiers,  Folding  .  9433000 

Magnifying  Reading  Glasses....  5329500 
Mailing  Cases;  See  Cartons, 

Mailing 

Malachite  Green  .  1266000 

Malar  Elevators,  Ivy .  5247000 

Male  Fern  (Aspidium).. .  1084000 

Mallein,  Intradermic  .  1735000 

Mallein  Test  Cases,  Complete...  8020000 

Mallein  Type  Luer  Syringes .  8122000 

Mallets: 

Carpenter’s  .  7852000 

Hardwood  .  3349000-50000 

Lead,  Veterinary  .  8090000 

Metal,  Dental  .  5400500 

Metal,  Orthopedic  .  3352500 

Plugging  .  5401000 

Maltose,  Bacteriologic  ..........  1266300 

Mandible  Fracture  Kits .  3711500-700 

Mandrels,  Dental  Handpiece  5403000-8000 

d-Mannite  .  1267000 

Manometer  Needles .  3362000 

Manometers,  Spinal  .  3712000 

Map  Tacks  .  3716000 

Mapharsen  (Oxophenarsine 

Hydrochloride)  .  1268010-015 

Marble  Chips  (Calcium  Carbonate)  1115000 

Mare  Catheters  .  8028000 

Marking  Diamonds  (Glass  Marking 

Pencils)  .  4210000 

Marking  Gages  .  7806000 

Mashers,  Potato .  7320000 

Mask  Type  Oxygen-Therapy  Out¬ 
fits,  without  Manifold,  Com¬ 
plete  .  3712600 

Masks,  Inhalation,  Resuscitator  and 

Inhalator  (AAF  Only) .  3726300 

Masks,  Nasal,  Mask  Type  Oxygen- 

Therapy  Outfit .  3712700 

Masks,  Nasal,  Oxygen  Therapy 

Outfit;  See  .  3712700 

Masks,  Oro-Nasal,  Mask  Type 

Oxygen-Therapy  Outfit  _  3712800 

Masks,  Oro-Nasal,  Oxygen-Ther¬ 
apy  Outfit;  See .  3712800 

Masks,  Resuscitation,  Resuscitator 

and  Inhalator .  3726700 

Masks,  Surgical  .  2025400 

Mastoid  Curettes,  Buck _  3141000-2000 


Mastoid  Curettes,  Richard..  3143000—5000 
Mastoid  Curettes,  Whiting.  3146000-8000 
Mastoid  Forceps,  Rongeur.  .  3250000—3000 

Mastoid  Gouges  .  3292400-600 

Mastoid  Retractors  .  3450000 

Mastoid  and  Sinus  Raspatories...  3437000 

Matches,  Safety  .  7855500 

Mats,  Asbestos  .  4009000 

Matrix  Retainers  .  5519000;  5523200 

Matrixes,  Cervical  .  5142500 

Mattress  Covers  ..  7162000;  7162505-510 

Mattress  Pads .  9939500 

Mattresses,  Cotton  .  7160500 

Mattresses,  Inner  Spring....  7160705-710 

Mattresses,  Transport .  9939000 

Maxillo-Facial  Injuries  Supplemen¬ 
tal  Instrument  Sets  Complete, 

M-1942  .  9333000 

Maxillo-Facial  Teams  Medical 

Equipment  .  9733008 

Mayo  Abdominal  Retractors .  3443700 

Mayo  Racks  (Adjustable  Instru¬ 
ment  Tables) .  7095000 

McCarthy  Flexible  Fulgurating 

Electrodes  .  3182800 

McCarthy  Type  Hemostatic  For¬ 
ceps,  Cystoscopic,  Visual...  3219300 
McHardy  Perimeter  Charts..  3714000—100 
McKenzie  Clip-Introducing  Forceps 


(Brain  Clip  Forceps) .  3218500 

Measures,  Liquid  .  7323000 

Measures,  Tape.  3864000;  7929000-30000 

Measuring  Cups  . .  .  .  .  7256000 

Measuring  Devices,  Alloy  Mercury  5002500 
Measuring  Devices,  Silicate 

Cement  .  5138500 

Measuring  Tubes,  Hemoglobinom- 

eter  .  4281600 

Meat  and  Dairy  Inspection  Cases, 

Complete  .  8021000 

Meat  and  Dairy  Inspection  Cases, 

Empty  .  8021100 

Meat  Beam  Scales .  7386000 

Meat  Block  Brushes .  7223000 

Meat  Choppers,  Hand .  7242000 

Meat  Dishes,  Enamelware .  .  .  9923000—500 

Meat  Forceps,  Jackson .  3253500 

Meat  Inspection  Stamps....  8111500-900 

Meat  Saws  .  7381500-3000 

Meat  Slicers  .  7399000 

Meat  Stamping  Ink .  8083200 

Meat  Sugar  (Inosite) .  1232000 

Meat  Triers .  8133000 

Mechanical  Pencils .  7623400 

Mechanical  Refrigerators  .  .  7375505-592 


Mechanical  Stages,  Microscope 

4331005-010 


Media: 

Bacteriological  Examination  of 

Exudate  .  1820000 

Blood  Culture,  Miscellaneous..  1818000 
Blood  Culture  for  Typhoid  Para- 

Typhoid  .  1819000 

Citrate  Desoxycholate  .  1161700 

Loeffler’s  .  1821000 

Medical  Battalion,  Gas  Treatment.  9726400 
Medical  Department  Replacement 
Training  Centers,  Medical 

Equipment  .  9727100 

Medical  Examining  Board,  Selec¬ 
tive  Service,  Medical  Equip¬ 
ment  .  9727300 

Medical  Examining  Board,  Selec¬ 
tive  Service,  Photoroentgeno- 

graphic  Equipment .  9727400 

Medical  Expansion  Units,  Transport  9733055 
Medical  Laboratory,  Army  or  CZ, 

Medical  Equipment  for .  9727500 

Medical  Laboratory,  General, 

Medical  Equipment  for .  9727600 

Medical  Laboratory,  Service  Com¬ 
mand,  Zl,  Medical  Equipment 

for  .  9727700 

Medical  Maintenance,  Amphibian 

Force  .  9728300 

Medical  Maintenance  Unit,  CZ...  9728400 
Medical  Noncommissioned  Offi¬ 
cer’s  Kits,  Complete .  9711000 

Medical  Officer’s  Instrument  Cases, 

Complete .  9705000 

Medical  Officer’s  Instrument  Cases, 

Empty  .  9705100 

Medical  Officer's  Kits,  Complete..  9711500 
Medical  Pack  Chests  A,  Complete.  9761500 
Medical  Pack  Chests  B,  Complete.  9762000 

Medical  Pack  Equipment .  9727000 

Medical  Private's  Kits .  9712000 

Medical  Training  Sets,  Aviation 

9728000-1 00 

Medicine  Droppers .  7795000 

Medicine  Glasses  .  7807000 

Medicine  Glasses,  Dental  (Dappen 

Pots)  .  5502000 

Memorandum  Pads  .  7595000—7000 

Menthol  .  1269000 

Mercresin  Tincture  .  1269500 

Mercurial  Sphygmomanometers..  3738000 

Mercuric  Cyanide .  1272300-500 

Mercuric  Iodide,  Red .  1273000 

Mercuric  Nitrate .  1273500 

Mercuric  Ointment,  Ammoniated.  9114500 

Mercuric  Oxide,  Red .  1274000 

Mercuric  Oxide,  Yellow .  1273900 

Mercurin  (Mercupurin) .  1275400 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


29 


INDEX 


ITEM 


NUMBER  ITEM 


NUMBER  ITEM 


NUMBER 


Mercurin  Suppositories  (Salt  Sup¬ 
positories)  .  1275500 

Mercurochrome  .  1276000 

Mercurous  Chloride,  Mild  (Calo¬ 
mel)  .  1278000-1280000 

Mercurous  Chloride  Ointment 

1282000;  9115000 

Mercury  .  1283000-4000 

Mercury  Arc  Therapeutic  Lamps, 

Air-Cooled  ..  7126005-008,  7128500 

Mercury  Bichloride .  1285200-400 

Mercury  Holders,  Dental .  5359000 

Mercury  Ointment  Ammoniated..  1285000 

Mercury  Oxycyanide  .  1285420 

Mercury  Succinimide  .  1285500 

Mersalyl  and  Theophylline 

(Salyrgan)  .  1285600 

Merthiolate  Ophthalmic  Ointment  1285715 

Merthiolate  Tincture  .  1285705-710 

Mess  Chests,  Complete .  9762500 

Mess  Chests,  Empty .  9763000 

Metacarpal  Saws  .  3464000 

Metal  Polish  .  7483000 

Mefaphen  Ophthalmic  Ointment.  1285815 

Metaphen,  Tincture  .  1285810 

Meters,  pH,  Beckman .  4313500 

Methanol  .  1285900 

Methyl  Green  .  1288400 

Methyl  Orange  .  1288800 

Methyl  Red  .  1289000 

Methyl  Salicylate  (Oil  of  Winter- 

green)  .  1290000 

Methyl  Violet,  2B .  1290500 

Methylene  Blue  .  1290700-800 

Methylene  Blue,  Medicinal .  1290900 

Metrazol  Solution . 1291400-600 

Metric  Rulers  .  6127000 

Metycaine  Hydrochloride .  1292000 

Micro  Attachments,  Colorimeter..  4184200 

Micro  Burettes  .  4101200 

Micro  Burner  Flame  Shields .  4114500 

Micro  Burners .  4114000 

Micro  Guide  Cards,  Milk  Testing 

Apparatus  .  4350000 

Micrometers,  Ocular,  for  Micro¬ 
scope  . 4334000 


Micrometers,  Stage,  for  Micro¬ 


scope  .  4335000 

Microscope  Dark  Field  Apparatus  4317000 
Microscope  Dark  Field  Apparatus 

Lamp  Bulbs .  4317505-510 

Microscope  Funnel  Stops...  4327005-020 

Microscope  Lamp  Bulbs _  4327705-710 

Microscope  Lamps  .  4327500 

Microscope  Objectives  .  4332005-028 

Microscope  Oculars  .  4333004-012 


Microscope  Shields  .  4334500 

Microscope  Stages  .  4331005-010 

Microscope  Substage  Lamp  Bulbs.  4329000 

Microscope  Substage  Lamps .  4328000 

Microscopes,  Binocular .  4316000 

Microscopes,  Dissecting  .  4327300 

Microscopes,  Monocular  .  4315000 

Micro  Slide  Boxes .  4398000 

Micro  Slide  Labels .  4312000 

Micro  Slide  Mailing  Cases .  4399000 

Micro  Slides  .  4395000-7010 

Microtome  Freezing  Attachments.  4338000 

Microtome  Knife  Backs .  4341000 

Microtome  Knife  Handles .  4342000 

Microtome  Knife  Hones .  4347000 

Microtome  Knife  Strops....  4344000-5000 

Microtome  Knives,  Clinical  Micro¬ 
tome  .  4339000 

Microtome  Knives,  Rotary  Micro¬ 
tome  .  4340000 

Microtomes  .  4336000-7000 

Milk  Testing  Apparatus  Parts  and 
Accessories: 

Acid  Measures  .  4352000 

Bottles  .  4348000-9000 

Centrifuge  Tubes  .  4355000 

Guide  Cards  .  4350000 

Lactometers,  Quevenne  ..  4351100-200 
Pasteurizion,  Phosphatase  Type  4355200 

Pasteurization  Tablets  .  4355400 

Pipettes  .  4353000-4500 

Milk  Testing  Bottle  Brushes .  4094500 

Mimeograph  Correction  Fluid...  7585000 

Mimeograph  Ink  .  7582000 

Mimeograph  Pads  .  7583005-010 

Mimeograph  Paper  .  7606000-7000 

Mimeograph  Stencils  .  7584000 

Mimeographs  .  7581000-510 

Mirrors: 

Hand,  Dental  .  5416000 

Headband  .  3691000 

Laryngeal  .  3353000-5000 

Mouth  .  5417000-9010 

Wall  .  7070000 

Miscellaneous  Supplies  Chests, 

Complete  .  9763100 

Mixers,  Barium  . 6109800 

Mixers,  Inlay  Investment .  5419400 

Mixing  Bowls  .  7214000-5000 

Mixing  Slabs,  Dental .  5562000 

Mixing  Slabs,  Square .  9509000 

Mixing  Spoons  .  7405000 

Mobile  Electric  Dental  Engines  5253006—020 

Model  Casting  Investment .  5365500 

Model  Glaze  for  Casting  Unit...  5118300 
Models,  Anatomical  (Mannekins).  7857000 
Mohr’s  Pinchcock  Clamps .  4180000 


Moistening  Machines,  Gummed 

Paper  .  7661500 

Moisture  Determination  Dishes..  4210500 
Molar  Bands,  Matrix  Retainer 

5522000-3000;  5523600 

Molar  Cutters  .  8091000-4000 

Molar  Extractors .  8095000-6000 

Molar  Root  Extractors,  Veterinary  8097000 

Mold  Guides,  Teeth .  5612500 

Molds,  Suppository  .  7925000 

Molt  Curettes,  Dental .  5196600-900 

Molybdic  Acid,  Anhydride  (Molyb¬ 
denum  Trioxide)  .  1019000 

Monkey  Wrenches  .  7954000 

Monocular  Microscopes  .  4315000 

Mop  Handles  .  7470000 

Mop  Heads  .  7471000 

Mop  Wringers  with  Buckets .  7472000 

Morgan-Maxfield  Handpiece  Man¬ 
drels  .  5407000-8000 

Morphine  Sulfate  .  1294000-5500 

Morphine  Tartrate  Solution 

(Syrettes)  .  9115500-5700 

Mortars  and  Pestles .  7858000—60000; 

5420500;  9940000 

Motion  Sickness  Preventive .  1296000 

Motor  Vehicle  First  Aid  Kits 


9777100;  9777300 


Mounts,  Dental  Film .  6110000 

Mouth  Blowpipes  .  5021000 

Mouth  Gags,  Denhart .  3286000 

Mouth  Gags,  Jennings....  3287000—8000 

Mouth  Mirrors,  Dental .  5417000 

Mouth  Mirrors,  Magnifying  Glass 

5419005-010 


Mouth  Mirrors,  Plane  Glass.  5418005—010 

Mouth  Specula,  Veterinary .  8110000 

Mouthpieces,  Fountain  Cuspidor.  5205000 

Mucilage .  7587000-8000 

Mucilage  or  Paste  Brushes .  7523000 

Muffin  Pans  .  7343000 

Muffle  Type  Electric  Furnaces....  4273200 

Mugs,  Coffee  .  7329500 

Multivitamin  Vitamins  .  1490500 

Murphy  Drip  Tubes  (Saline  Tubes) 

3869800;  3872000 

Muscle  Retractors  .  3450500 

Muscle  Test  Lanterns .  3708005—010 

Museum  Jars .  4302000-5000 

Muslin  (Unbleached)  .  2027000 

Muslin  Bandages  .  2008000—9000 

Muslin  Bandages,  Triangular....  2012000 

Mustard,  Black  .  1297000 

Mustard  Pots  .  7366000 

Mustard  Spoons  .  7402000 

Muzzles,  Horse .  8098000 

Myles  Nasal  Specula .  3525000 

Myringotome  Ear  Knives .  3325000 
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N  (1-Naphthyl)  Ethylenediamine 

Dihydrochloride  .  1298700 

Nails,  Assorted  .  9940500 

Nails,  Bone,  Hip  Fracture  Appa¬ 
ratus  (Hip  Joint  Fixation 

Nails)  .  3295000-5400 

Nail  Pullers  .  7861000 

Nail  Sets  .  7861500 

Naphthalene  Flakes .  1298000 

a-Naphthylamine,  Hydrochloride.  1299000 

Napkin  Holders,  Dental .  5360000 

Napkins  .  7330000-1000 

Napkins,  Dental  .  5420700 

Narrow  Mouth  Bottles 

4047000;  4049000-56000;  9404000 

Nasal  Applicators  .  3002000-3000 

Nasal  Catheter  Oxygenation  Ap¬ 
paratus  .  3610800 

Nasal  Chisels  .  3126000 

Nasal  Elevators  .  3184000-5000 

Nasal  Feeding  Tubes .  3873000 

Nasal  Forceps  .  3254000-9000 

Nasal  Mask  Rims,  Anesthesia 

Apparatus  .  3608005-010 

Nasal  Masks,  Mask-Type  Oxygen 

Therapy  Outfit .  3712700 

Nasal  Masks,  Oxygen-Therapy 

Outfit;  See  .  3712700 

Nasal  Rasps  .  3436300 

Nasal  Scissors,  Angular .  3480000 

Nasal  Septum  Knives .  3332000—3000 

Nasal  Snare  Wire .  3497000 

Nasal  Snares  .  3494000 

Nasal  Specula,  Bosworth .  3524000 

Nasal  Specula,  Goldstein,  Septal.  3526000 

Nasal  Specula,  Ingal .  3521000 

Nasail  Specula,  Killian .  3523000 

Nasal  Specula,  Myles .  3525000 

Nasal  Specula,  Veterinary .  8110300 

Nasal  Submucous  Knives.  .  .  3334000-5000 
Needle  Guides,  Spinal  Puncture.  .  3307000 
Needle  Holders; 

Collier  .  3296500 

Dissection  .  4285000 

Hegar-Mayo  .  3296700-800 

Kolle  .  4286000 

Needle  Introducers  .  3307000 

Needle  Protectors,  Indirect  Blood 

Transfusion  Apparatus .  3610400 

Needle  Sets,  Intravenous  Injection, 

Veterinary  .  8098900 

Needle  Sharpeners  .  3735508-512 

Needle  Wires,  Luer  Syringe.  3855005-025 


Needles: 

Abdominal  .  3362300—400 

Anesthesia  .  3355700 

Aneurism,  Cooper  .  3356000 

Aneurism,  Little  .  3357500 

Aspirating,  for  Pneumothorax 

Apparatus  .  3716600 

Blood  Donor  .  3357800 

Catgut,  Half-Circle .  3362500-4100 

Catgut,  %-Circle  .  3366100 

Common  .  7862000 

Donor,  Indirect  Blood  Transfu¬ 
sion  Apparatus  .  3609400 

Eye,  Half-Circle,  Cutting 

Edge  .  3372500-3500 

Eye,  Half-Circle,  Taper 

Point  .  3374100-5100 

Eye,  %-Circle,  Cutting  Edge 

3376500-7500 

Hypodermic  Syringe,  Cartridge 

Type  .  5593800-4000 

Hypodermic,  Veterinary 

8098800;  8117000-8000 

Infusion  .  . .  3358000 

Intestinal,  Half-Circle,  Taper 

Point  .  3379100-80900 

Intestinal,  Straight,  Taper 

Point  .  3381100-2100 

Knives,  Eye  .  3329000-30000 

Luer  Syringe  .  3847000—53000 

Paracentesis  .  3359000 

Pedicle  .  3384000 

Post-Mortem  .  3360000 

Puncturing,  Indirect  Blood  Trans¬ 
fusion  Apparatus  .  3609500 

Recipient,  Indirect  Blood  Trans¬ 
fusion  Apparatus  .  3851000 

Refill,  Pneumothorox  Apparatus  3716800 

Seton,  Jointed  .  8099000 

Skin  Suture,  %-Circle,  Cutting 

Edge  .  3384500 

Spinal  Puncture  (Spinal  Anes¬ 
thesia)  . 3362000-200 

Surgeon's  Regular,  Half-Circle, 

Taper  Point  .  3392200 

Surgeon’s  Regular,  %-Circle, 

Cutting  Edge  .  3392500—7100 

Syringe,  Dental  .  5594400-4500 

Tonsil,  Laryngeal  and  Dental 

Syringe  .  3860300—400 

Tuberculin  Hypodermic  Syringe  3847000 

Uterine,  Half-Circle .  3401100—2100 

Negative  Preservers,  X-Ray  (Paper 

Envelopes)  .  6019700;  6122000-4000 
Nembutal  (Pentobarbital  Sodium)  1330700 

Neo-lopax  .  1300600 

Neostygmine  Methyl  Sulfate.  1384130-135 


Neosynephrin  Hydrochloride  Jelly  1300805 
Neosynephrin  Hydrochloride  Solu¬ 
tion  .  1300810-815 

Nerve  Broach  Holders .  5361000 

Nets,  Bellows  .  4041000 

Neurectomy  Hooks,  Veterinary 

8081000-2000 

Neuro-Surgical  Brain  and  Nerve 
Injury  Supplemental  Instru¬ 
ment  Sets,  Complete,  M-1942  9333500 
Neuro-Surgical  Teams,  Medical 

Equipment  .  9733009 

Neutral  Red  .  1300900 

Nicontinic  Acid  Amide  (Nicotina¬ 
mide)  .  1301500 

Nigrosin  .  1301700 

Nikethamide  .  1301810-820 

Nitrate  Agar  .  1301900 

Nitric  Acid  .  1020000-21000 

Nitrous  Oxide  Cylinders,  Empty 

7784100;  7785110-120 
Nitrous  Oxide  Cylinders,  Filled 

7784000;  7785010-020 

Nitrous  Oxide  Gas .  7805700 

Non-oscillating  Fans .  7798014-027 

Normal  Saline  Solution  (Salt 

Solution)  .  1302000 

Nose  and  Eye  Drops .  91009100 

Note  Books  .  9910500 

Nozzles,  Hose  .  7466000 

Numbering  Machine  Ink .  7569000 

Numbering  Machines  .  7589000 

Numbers,  Lead  (X-Ray  Markers) 

6110200-6111200 

Numerals,  Stencil  Set .  7657400 

Nupercainal  Ointment .  1302400 

Nurse’s  Desks  .  7055000 

Nuts,  Puncturing  Needle,  Indirect 

Blood  Transfusion  Apparatus  3609600 

Nutrient  Agar,  Bacto .  1302800 

Nutrient  Broth,  Bacto .  1302900 

Nutrose,  Bacteriologic  .  1303000 

Nux  Vomica,  Veterinary .  1304000 

Nylon  Sutures  .  3796300 

0 

Oakum  . 8099300;  9208000 

Oatmeal  Dishes  .  7272000 

Objectives,  Microscope .  4332005-028 

Observation  Tubes,  Indirect  Blood 

Transfusion  Apparatus .  3609800 

Obstetrical  Bags,  Empty .  3006100 

Obstetrical  Beds  .  7008000 

Obstetrical  Forceps,  Axis  Traction, 

Tarnier  .  3262000 

Obstetrical  Forceps,  Simpson...  3261000 
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Ochsner  Gall  Bladder  Probes  . . .  3426500 


Oculars,  Microscope .  4333004-012 

Ocular  Micrometers  Microscope.  4334000 
O.  D.  Bandages,  Triangular....  9203900 
O.  D.  Bandages,  Triangular,  Com¬ 
pressed  .  9204100 

Office  Bottles,  Dental .  5024000 

Office  Chairs,  Common .  7041000 

Office  Chairs,  Revolving .  7044000 

Office  Desks  .  7055200-6000 

Office  Knives  .  5372000 

Office  Paste  .  9943000 

Office  Shears  .  7644000 

Office  Sponges .  7645000 

Office  Tables  / . 7096000-7000 

Office  Tape,  Red  .  7662000 

Officer  Personnel  Cars,  CZ,  Medi¬ 
cal  Equipment  .  9738300 

Oil  Cans  .  7737000 

Oil  Cans,  Typewriter  .  7525000 

Oil  Hones  (Oil  Stones) 

7819000-200;  9928500 

Oils: 

Anise  .  1305000 

of  Cade  (Juniper  Tar) .  1306000 

Castor .  1307000;  9116000 

Cedarwood  . 11 30000-1 000 

Chenopodium  .  1308000 

Chenopodium,  Veterinary  ....  1308500 

Cinnamon  .  1309000 

Cod  Liver  .  1310000 

Coriander  .  1311000 

Cottonseed  . 1312000 

Dental  Engine,  Electric .  5256000 

Dental  Operating  Chair .  5144000 

Lemon  .  1313000 

Linseed  .  1314000 

Olive  .  1315000 

Orange  .  1316000 

Peppermint  .  1317000 

Red  O  .  1317500 

Tar,  Rectified,  Veterinary .  1319000 

Theobroma  . .  1320000 

Theobroma,  Modified  ..  1320500-21000 

Transformer,  X-Ray  .  6112000 

Turpentine  .  1322000 

Typewriter  .  7590000 

of  Wintergreen  .  1290000 

Ointment  Boxes  .  7721000-4000 

Ointment  Jars  .  7824000-6000 

Ointments: 

Ammoniated,  Mercury .  1285000 

Bal . 9102800 

Boric  Acid  -  1012200-300;  9101000 

Mercuric,  Ammoniated .  9114500 

Mercurous  Chloride,  Mild  (Calo¬ 
mel  Ointment)....  1282000;  9115000 

Nupercainal  .  1302400 


Ointments  (continued): 

Ophthalmic,  Atropine  Sulfate..  1087500 

Ophthalmic,  Boric  Acid .  1012500 

Ophthalmic,  Eserine  Sulfate..  1178800 

Ophthalmic,  Merthiolate  .  1285715 

Ophthalmic,  Metaphen .  1285815 

Ophthalmic,  Sulfathiazole .  .  .  .  1464000 
Paraffin  Preparation,  Refined..  1328000 

Pontocaine  Compound .  1354400 

Protective,  CWS  .  9118700 

Salicylic  Acid  .  9101500 

Sulfadiazine  .  1462000 

Sulfathiazole  .  9121300 

Sulfur  .  9121500 

Tar  Compound  (Pragmatar) .  .  .  1470300 

Zinc  Oxide . 1502000;  91230000 

Oleic  Acid  (Also  for  use  as  Dental 

Lubricant)  .  1022000 

Oleum  .  1038000 

Olive  Oil  .  1315000 

Openers,  Box  .  7724500 

Openers,  Box  and  Crate .  8003200 

Openers,  Can...  7331500-2000;  8099500 

Operating  Caps  .  9916005-015 

Operating  Cases,  Small,  Improved, 

Complete .  9308500 

Operating  Cases,  Small,  Improved, 

Empty  .  9308600 

Operating  Chairs,  Dental .  5143000 

Operating  and  Examining  Lamps, 

Portable  .  7833300 

Operating  and  Examining  Table 

Pads .  7162800 

Operating  Gowns .  7160005-015 

Operating  Halters  .  8074000 

Operating  Hoods  .  8079000 


Operating  Knife  Blades..  3335600-6200; 

3336900-7300;  3338100-500 
Operating  Knife  Handles 

3336500;  3337700;  3339000 


Operating  Lamps: 

Ceiling  .  7833200;  7833503-507 

Dental  .  5388005-015 

Emergency .  7833705-708 

Field  .  9931500 

Portable  .  7833800 

Operating  Room  Basins .  7712000 

Operating  Room  Stools .  7087000 

Operating  Scissors: 

Straight,  Double-Blunt...  3471000-3000 

Straight,  Double-Sharp .  3474000 

Straight,  One  Point  Sharp  3474500—5000 

Operating  Suit  Coats .  7176005-010 

Operating  Suit  Trousers .  7176205-210 

Operating  Table  Headrests,  Cere¬ 
bellar  .  7099200 

Operating  Tables  .  7098000-9000 

Operating  Tables,  Equine .  8123000 


Operating  Tables,  Folding .  9958000 

Operating  Truck,  Dental,  Equip¬ 
ment  .  9958810 

Operating  Truck,  Surgical,  214-Ton, 

Equipment  .  9959110 

Operating  Trucks,  Dental,  2'/2-Ton  9958805 
Operating  Trucks,  Surgical,  214-Ton  9959105 


Operating  Unit,  Dental,  Parts  For: 

Hose,  Complete  with  Fittings  for 
Thermo-Water  Syringe..  5654212-230 
Hose,  Complete  with  Tips  and 

Sleeves  for  Saliva  Ejector  5654112-125 

Lamp  Bulbs  .  5665010-025 

Pilot  Lamp  Bulbs .  5658510-025 

Tubing,  Complete  with  Fittings 

for  Air  Cutoff .  5659012-030 

Tubing,  Complete  with  Fittings 

for  Warm  Air  Syringe.  .  5659512—530 
Operating  Units,  Dental....  5653511—531 

Operators’  Goggles,  X-Ray .  6031000 

Ophthalmic  Disks,  Fluorescin  and 

Atropine  Sulfate  .  9116300 

Ophthalmic  Disks,  Physostigmine 

Salicylate  .  1350000 

Ophthalmic  Ointments: 

Atropine  Sulfate .  1087500 

Boric  Acid .  1012500 

Eserine  Sulfate .  1178800 

Merthiolate  .  1285715 

Metaphen  .  1285815 

Sulfathiazole .  1464000 

Ophthalmoscope  Lamp  Bulbs.  3403310—322 
Ophthalmoscopes,  Complete  ....  3402900 

Opium  .  1323000 

Optical  Repair  Unit  Trucks .  9958900 

Optical  Repair  Units,  Mobile....  9363800 
Optical  Repair  Units,  Portable...  9363900 
Oral  Projestion  (Pregnenilone) .  .  1380100 

Orange  G  .  1323500 

Orange  Oil .  1316000 

Orangewood  Sticks .  5576000 

Orderly  Cars,  CZ,  Medical  Equip¬ 
ment  .  9738400 

Oro-Nasal  Masks,  Mask  Type  Oxy¬ 
gen  Therapy  Outfit .  3712800 

Oro-Nasal  Masks,  Oxygen  Therapy 

Outfit;  See  .  3712800 

Orthopedic  Fractures  and  Amputa¬ 
tions  Supplemental  Instrument 

Sets  Complete,  M-1942 .  9331000 

Orthopedic  Mallets  .  3352500 

Orthopedic  Tables  .  7099300-400 

Orthopedic  Teams,  Medical  Equip¬ 
ment  .  9733010 

Orthotolidine,  Recrystallized  ....  1325000 
Orthotolidine  Tablets  for  Chlorine 

Test  Set  .  9429600 

Oscillating  Fans  .  7797006—8010 
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Osseous  Chisels,  Dental,  Stout 

5148700-50500 
Osteotome  Bone  Chisels...  3122000-4400 
Oster  Small  Animal  Clipper 

Blades  .  8044800-5000 

Oster  Small  Animal  Clippers,  Elec¬ 
tric  .  8044700 

Ostwald  Pipettes .  4366000—70000 

Otoscopes,  Complete  .  3404000 

Otoscopes  and  Ophthalmoscopes, 

Combined,  Complete .  3404200 

Oven,  Vacuum,  Electric,  Parts  for: 

Heating  Units  .  4356400 

Lead  Gaskets .  4356500 

Pilot  Lamp  Bulbs .  4356600 

Thermometers  . 4356700 

Ovens,  Pathological  (Paraffin  Em¬ 
bedding)  .  4357000 

Ovens,  Vacuum  .  4356300 

Ox  Bile  Extract .  1102600 

Oxophenarsine  Hydrochloride 

(Mapharsen)  .  1268010-015 

Oxygen . 7805800 

Oxygen  Cylinders,  Empty 

7785600;  7786110-120;  7787100 
Oxygen  Cylinders,  Filled 

7785500;  7786010-020;  7787000 


Oxygen  Tent  Cylinder  Trucks  ....  3864600 

Oxygen  Tent  Hoods  .  3864405-415 

Oxygen  Tents .  3864208-216 

Oxygen  Therapy  Apparatus, 

Closed  Circuit .  9364000 


Oxygen  Therapy  Hose  Line  Assem¬ 
bly,  20  Dual  Outlets,  Parts 
for: 

Nasal  Masks;  See .  3712700 

Oro-Nasal  Masks;  See .  3712800 

Oxygen  Therapy  Outfits  with  Mani¬ 
fold,  Complete .  9364300 

Oxygen  Therapy  Outfits,  Mask 
Type,  without  Manifold,  Com¬ 
plete  .  3712600 

Oxygen  Therapy  Outfits,  20  Dual 

Outlets,  Complete  .  9364200 

Oxygenation  Apparatus,  Nasal 

Catheter  .  3610800 

P 


p-Aminobenzoic  Acid  .  1025500 

Pack  Cases,  Empty,  for  Medical 

Equipment  Unit  .  9792200 

Pack  Chest  Canvas  Covers .  9773500 


Pack  Chest,  Canvas  Covers,  Dental  9773700 
Pack  Chests,  Dental,  A,  Complete.  9502200 
Pack  Chests,  Dental,  B,  Complete.  9502300 
Pack  Chests,  Dental,  Empty  9763200-3300 


Pack  Chests,  Empty  .  9763500 

Pack  Chests,  Medical,  A,  Complete  9761500 
Pack  Chests,  Medical,  B,  Complete  9762000 
Pack  Chests,  Veterinary  ...  9812200-2500 
Pack  Equipment,  Battalion 

Medical  .  9720600 

Pack  Euipment,  Dental .  9721800 

Pack  Equipment,  Medical  .  9727000 

Pack  Euipment,  Regimental 

Headquarters  .  9730100 

Pack  Equipment,  Veterinary .  9735500 

Pack,  Medical  Equipment  Unit  .  .  9739500 
Pack,  Unit  Medical  Equipment 


9794100-4800 


Pack,  Unit  Medical  Equipment, 

Empty  Inserts  .  9792300 

Packboard  Adapters  .  9778900 

Packboard  Canvas  Covers  .  9778800 

Packboards  . .• _  9778700 

Packet,  First-Aid,  Parachute, 

Containers  .  9778600 

Packets,  First-Aid  .  2030000 

Packets,  First-Aid  (for  Instruction)  2031000 

Packets,  First-Aid,  Field  Brown 

Dressing  .  9208200 

Packets,  First-Aid,  Parachute, 

Complete .  9778500 

Packing  Vulcanizer .  5669000 

Packs,  Abdominal 


2028000-8500;  9208500;  9211500-700 


Pads: 

Ambulance  Litter  .  9934900 

Asbestos,  for  Casting  Machines.  5396000 

Calendar  .  7591000 

Cotton  .  9211800 

Desk,  Blotter  .  7593000 

Heat,  Complete  .  9941000 

Heat,  Refills  .  9941500 

Mattress  .  9939500 

Memorandum  .  7595000-7000 

Mimeograph  .  7583005-010 

Operating  and  Examining  Table  7162800 

Prescription  .  7594000 

Stamp  . 7598000 

Surgical  .  2031900;  9208700-900; 

9211900-2100 

Surgical,  Kelly,  Rubber 

(Obstetrical  Pads)  .  3667000 

Padget  Dermatomes,  Complete  .  .  3160000 

Padlocks  . 7865000-66000 

Pails: 

Canvas  .  9914000 

Enamelware,  Nested  .  9114500 

Galvanized  Iron .  9405000 

12-Quart  .  7731000 

14-Quart .  7462000 

Paint  .  747 2500-4000 

Paint  Brushes  .  7457000-8000 


Paint  Remover  .  7475000 

Pajama  Coats  .  7163005-010; 

7164005-010 

Pajama  Sets  (Coats)  ..  9779100;  9779300 

Pajama  Trousers  .  7165005-010; 

7166005-010 

Pajama  Sets  (Trousers)  9779200;  9779400 


Panendoscopes 

(Cysto-Urethroscopes) .  3157500 

Pans: 

Bake  .  7334000-5000 

Balance  .  4017500 

Cake  .  7336000-8000 

Dish  .  7339000-40000 

Dust  .  7476000 

Fry  .  7341000-2000 

Muffin  .  7343000 

Pickling  .  5421000 

Refuse,  Animal  Cage .  4117500 

Sauce  .  7344000-5000 

Panel  Screens,  Bed,  3-Section  .  .  7078000 

Pantopon  . 1325300 

Paper: 

Adding  Machine . 7600000 

Ambocepter  .  4004000 

Articulating  .  5422000 

Bags  .  7504000-500 

Bibulous  . 4362000 

Blotting  .  7601000-2000 

Blotting,  Micro  Slide  .  4362000 

Bond,  Photoroentgenographic 

Camera  Unit  .  6113500 

Butter  Dish  .  7266200 

Carbon  .  7603000-4000 

Clips  .  7536000-7000;  9919000 

Containers  (Cardboard)  .  .  9773300—400 

Covers .  5183000 

Cups  ....  7778000;  5189000;  9922300 

Cutters .  7539000 

Cutters,  Ambocepter  Filter  ....  4005000 

Disks,  Assorted  .  5230000 

Electrocardiograph  .  3626705—745 

Emery  .  7477000-500 

Fasteners  . 7549500-50000 

Fastening  Machine .  7550000 

Fastening  Staples  . 7655003-6035 

Filter  .  4357600-64500 

Impervious  .  2032500 

Legal  Cap  .  7605000 

Lens  .  4365000 

Mimeograph  .  7606000—7000 

Napkins .  7331000 

pH  Indicator  .  1326000 

Pie  Plate .  7361200 

Punches  .  7633000-3500 

Sand  .  7478000-8900 

Shipping  Tag  .  7660000 

Spit  Cups  .  7779000 
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Paper  (continued): 

Stands  .  7653000-4000 

Staples  .  7655003-6035 

Tape,  Gummed .  7661000 

Toilet  .  7868000 

Towels  .  7936000 

Tracing,  X-Ray  .  6117000 

Typewriter .  7608000-11000 

Weights  .  7617000 

Wrapping,  Dispensary  7612000-4000 

Wrapping,  Folded  .  7615000 

Wrapping,  Rolls  .  7616000 

Para-Aminobenzoic  Acid  .  1025500 

Para-Aminodimethylaniline 

Monohydrochloride  .  1325500 

Para-Dichlorobenzene  (Moth 

Crystals)  .  1325600 

Para-Dimethylaminobenzaldehyde  1325700 

Paracentesis  Needles  .  3359000 

Parachute  First-Aid  Packets .  9778500 

Parachute  First-Aid  Kits  (Frying 

Pan  Inserts)  . .  9710600 

Parachutists’  First-Aid  Packet 

Containers  . 9778600 

Parachutists’  Medical  Kits, 

Complete  .  9711600 

Paraffin  Embedding  Baths,  1920 
Field  Model  Serological  ^ 

Water  Bath  .  9442300 

Paraffin  Embedding  Boxes .  4090000 

Paraffin  Embedding  Dishes,  Stender 


4224000-5000 


Paraffin  Embedding  Ovens  . 4357000 

Paraffin,  Refined  .  1327000-8000 

Paraldehyde  .  1330000 

Parasite  and  Ova  Vials .  1826000 

Paregoric  .  1486000 

Parers,  Hoof .  8100000 

Paring  Knives  .  7312000 

Paste  .  9943000 

Paste,  Abrasive,  Dental  .  5423000 

Paste,  Electrode  .  1330500 

Paste,  Impression  .  5423200 

Paste,  Library .  7618000 

Paste  or  Mucilage  Brushes .  7523000 

Paste,  Office  .  9943000 

Paste,  Zinc  Oxide,  Lassar’s .  1502500 

Pasteurization,  Milk  Testing 

Apparatus .  4355200 

Pasteurization  Tablets,  Milk  Testing 

Apparatus .  4355400 

Pathological  Ovens .  4357000 

Patients’  Bags .  9904500 

Patients'  Slippers  .  7901005-015 

Pean  Hemostatic  Forceps, 

Veterinary  .  8066200 

Pean  Hysterectomy  Forceps  3235000-6000 
Pectin  Sugar  (Arabinose)  .  1074000 


Pedal  Lift  Waste  Cans .  7738000 

Pedicle  Needles  .  3384000 

Pelvic  Supports  .  3776000 

Pelvimeters  .  3405000 

Penalty  Stamps  .  7651000 

Pencil  Erasers .  7546000 

Pencil  Sharpener  Cutting  Wheels, 

7643005-025 

Pencil  Sharpeners  .  7642000 

Pencils: 

Blue .  7625000 

Dermatographic  (Skin  Marking)  6120000 
Diamond  Point  (Glass  Marking)  4210000 

Drafting  .  7626000 

Eye,  Caustic  .  1406000 

Indelible  .  7627000 

Lead  .  7624000 

Mechanical  .  7623400 

Red  . 7628000 

Silver  Nitrate  .  1406000 

Wax  .  7629000-30000 

Penholders  .  7631000 

Penicillin  Sodium  .  1606800 

Pens,  Steel  (Pen  Points) 

7620000-3000;  9943500 
Pentobarbital  Sodium  (Nembutal)  1330700 


Pentothal  Sodium  .  1330805-810 

Peppermint  Oil  .  1317000 

Peppermint  and  Sodium 

Bicarbonate  . .  1418000 

Pepper  Shakers  . . .  7389000-90000 

Peptone,  Bacto  .  1330900 

Peptone,  Dried  .  1332000 

Peptone  Proteose,  Bacto .  1331000 

Perception  Apparatus  .  3668500 

Percolators  .  7871000 

Percussion  Hammers  .  3687000 

Perfection  Casting  Machines  ....  5395000 

Perforating  Burrs,  Adson-Rogers 

Cranial  Drill .  3182600 

Perimeter  Charts 


3713300-4100;  3714700-800 

Perimeters,  Electric .  3713000 

Perimeters,  Hand  .  3714500 

Periosteal,  Elevators .  3186000-8000 

Permanent  Cement  .  5121000-3000 

Permutit  .  1333500 

Peruvian  Balsam  .  1333000 

Petri  Dish  Bottoms  ....  4222000;  4222204 

Petri  Dish  Holders  .  4223000 

Petri  Dish  Tops  .  4221000;  4222202 

Petri  Dishes  .  4220000;  4222200 

Petrolatum  .  1334000-5000;  91 16500 

Petrolatum  (Vaseline  Gauze)....  9207500 

Petrolatum,  Liquid  .  1336000-8000 

Petroleum  Ether  (Benzin)  .  1178300 

pH  Color  Standards  .  .  .  1750400;  1751400 
pH  Indicator  Strips,  Paper .  1326000 


ITEM 

NUMBER 

pH  Meters  . 

. . .  4313500 

Pharyngeal  Applicators  . 

Phenacetin  (Acetophenetidin) 

.  .  .  3004000 

1005000-1006000 

Phenobarbital  . 

1339400-600 

Phenol  . 

Phenol  Red  (Phenolsulfonph- 

thalein)  . 

Phenol  Red  Indicator  Sets  . .  . 

...  1750000 

Phenol  Red  Indicator  Solution 
Phenol  Red  Individual  Color 

...  1750200 

Standards  . 

Phenol  Red  Tartrate  Agar,  Bacto  1339900 

Phenolphthalein  .  1340000-41000 

Phenolsulfonphthalein  .  1339800;  1342000 

Phenothiazine,  Veterinary .  1343000 

Phenyl  Salicylate  .  1345000 

Phorometers  .  3715000-200 

Phosphomolybdic  Acid  .  1025700 

Phosphoric  Acid  .  1026000 

Phospho-Soda,  Fleet's  .  1346000 

Phosphotungstic  Acid  .  1027000 

Photoelectric  (Duboscq) 

Colorimeters  . .  4184000 

Photometer,  Electric,  Parts  for: 

Exciter  Lamp  Bulbs .  4381600 

Galvanometer  Lamp  Bulbs  ....  4381700 

Test  Tubes  .  4381800 

Test  Tube  Adapters .  4381900 

Operational  Manuals .  4382000 

Photometers,  Electric  .  4381500 

Photoroentgenographic  Camera 

Units  .  6121000 

Photoroentgenographic  Equipment, 

Complete .  9727400 

Photoroentgenographic  Paper  ...  6113500 
Photoroentgenographic 

Stereoscopes  .  6136300 

Photoroentgenographic  Wafer 

Grids  .  6031500 

Photoroentgenographic  X-Ray 

Film  .  6019500 

Physical  Examination  Set,  Flight  Surgeon's, 

Chests,  Empty .  9780000 

Physical  Examination  Sets,  Recruiting, 

Chests,  Empty  .  9781000 

Physical  Examination  Sets,  Flight 

Surgeon's,  Complete  .  9779500 

Physical  Examination  Sets,  Recruiting, 

Complete .  9780500 

Physician's  Bags,  Empty .  3006500 

Physician’s  Scales  . 7889000 

Physiological  Sodium  Chloride  Solution, 

Dextrose,  5% .  1165000 

Physostigmine  Salicylate  .  1348000 

Physostigmine  Salicylate  Ophthalmic 

Disks  . 1350000 
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Physostigmine  Salicylate, 

Veterinary  .  1349000 

Pickling  Pans  .  5421000 

Picric  Acid  (Trinitrophenol)  1027800—8000 

Picks,  Dental,  Veterinary  .  8101000 

Picks,  Ice  .  7348000 

Pie  Plates  .  7361000-200 

Pierson's  Attachments,  Army  Half-Ring 

Leg  Splint  .  3750500 

Pill  Boxes  .  7725000 

Pill  Tiles .  7875000;  9944500 

Pillar  Retractors  .  3176000 

Pillow  Case  Sets .  9781200 

Pillow  Cases  .  7169000 

Pillows,  Feather  .  7167000 

Pilocarpine  Hydrochloride, 

Veterinary  .  .  .  ’. .  1352000 

Pilot  Lamp  Bulbs,  Dental 

Operating  Unit  .  5658510-525 

Pin  Guides,  Hip  Fracture  Apparatus  3294700 
Pin  Holders,  Boehler  Type,  Steinmann 

Extension  Apparatus  ...  3196100-200 

Pincers,  Carpenter's  .  7875500 

Pinchcock  Clamps  .  4180000-600 

Pine  Tar,  Commercial .  9122000 

Pine  Tar,  Veterinary  .  1470500 

Pins: 

Common  .  7876000 

-  Horse  Blanket .  8101500 

Rolling .  7378000 

Safety  .  7877000-9000 

Steinmann  .  3196504-508 

Whitehead  (Map  Tacks) .  3716000 

Pipe  Wrenches .  7955000 

Pipette  Boxes  .  4381000 

Pipettes: 

Blood  Diluting  .  4280000—1000 


Corpuscle,  Hemacytometer 

4280000-1000 

Cream  Test,  Milk  Testing 

Apparatus  .  4353500 

Diluting,  for  Hemoglobinometer  4281400 
Direct  Count,  Milk  Testing 

Apparatus  .  4354000 

Kahn  .  4365600-700 

Milk  Dilution,  Milk  Testing 

Apparatus .  4354500 

Milk  Testing  Apparatus  .  4353000 

Ostwald  .  4366000-70000 

Serological  4365600-700;  4371000-5000 

Volumetric .  4378000-80500 

Pitchers  .  7351000-4000 

Pitchers,  Cream  .  7349000-50000 

Pitchers,  Enamelware  .  7880000 

Pitressin  Solution  .  1352505-510 

Pituitary  Forceps,  Bayonet-Shaped, 

Adson  .  3262500 


Pituitary  Solution,  Posterior  Lobe 

(Posterior  Pituitary  Injection)  1353000 
Pic  Carbonis  (Crude  Coal  Tar)..  1143200 


Placenta  Forceps,  Kelly .  3263000 

Plague  Vaccine  .  1607000 

Planes: 

Fore .  7880200 

Jack  .  7880400 

Rabbet  .  7880500 

Smoothing  .  7881000 

Plantar  Arch  Supports  ....  3614200—800 

Plasma  Chests,  Complete  .  9763900 

Plasma,  Human,  Normal,  Dried 

(Blood  Plasma)  .  1608800-900 

Plasma,  Human,  Normal,  Liquid 

(Blood  Plasma) .  1731900-2000 

Plasmochin  .  1353700 

Plaster,  Adhesive  .  2034000-5500 

Plaster,  Adhesive,  Field  Brown  . .  9209000 

Plaster  'Bowls  .  5026000 

Plaster  Knives .  3340000 

Plaster  Knives,  Dental .  5373000 

Plaster  of  Paris .  2037000-200 

Plaster  of  Paris  Bandages .  9203000 

Plaster  of  Paris,  Dental  .  5424300 

Plaster  Spatulas,  Dental .  5569000 

Platform  Scales  .  7890000 

Plaster  of  Paris  Shears  .  3492000 

Plaster  of  Paris  Spreaders .  3535200 

Plaster  Saws  .  3465000 

Plate,  Gold,  Dental  .  5337000—8000 

Plates: 

Base,  Dental  .  5Q16000 

Base,  Dental,  Wax .  5671000 

Bone,  Molybdenum,  Sherman 

3411000-9000 
Bread  and  Butter.  .  .  7356000;  9946000 

Clipper  Bottom .  8031000 

Clipper  Top .  8035000 

3-Compartment  .  7360000 

Counting,  Wolffhuegel .  4188000 

Cover  .  7249500 

Desiccator,  Scheibler  .  4209000 

Desiccator,  Vacuum  .  4209500 

Dessert  .  7358000 

Dinner  .  7359000;  9946500 

Fingerprint  .  7559000 

Hot,  Electric  .  7820005-508 

Hot,  Gas .  7821000 

Lid,  Jaeger .  3422000 

Pie  .  7361000-200 

Porcelain,  for  Desiccator  ....  4209500 

Platform  Scales  .  7890000 

Platform  Trucks  .  7940500 

Platforms,  Drinkwater  Food  Cart  7239000 
Plating  Clamps,  Bone  ....  3127000-7200 
Plating  Clamps,  Bone,  Extra  Small  3127400 
Platinic  Chloride .  1354000 


Platino-lridium  Needles,  Dental 


Syringe  .  5594400—500 

Platinum  Crucibles  .  4193500 

Platinum  Foil  .  5313300 

Platinum  Wire .  4489000—90000 

Pliers: 

Clasp-Bending,  Dental  .  5432500 

Combination  .  7882000 

Contouring,  Dental 

5429000;  5431000-2000 

Dressing,  Dental .  5426000-7000 

Flat  Nose,  No.  104,  Dental  ..  5427500 

Lingual  Bar,  Dental .  5435000 

Parallel  Jaws,  Laboratory  ....  5433500 
Prostatic  No.  Ill,  Dental  ....  5435500 
Round  Nose,  No.  107,  Dental  .  .  5428000 

Side  Cutting  .  7883000 

Slip  Joint .  9947000 

Smooth  Beak,  Office,  Dental  .  .  5430000 

Universal,  Laboratory .  5434000 

Wire  Nippers .  5435700 

Pluggers,  Dental: 

Amalgam,  Black  .  5436000—9000 

Ladmore,  No.  3  .  5440000 

Root  Canal  .  5444000—60000 

Woodson  .  5450000—2000 

Plugging  Mallets .  5401000 

Plungers,  Colorimeter .  4185205—215 

Plywood  Inserts  .  9776000—100 

Pneumatic  Life  Raft  First  Aid-Kits.  9776900 
Pneumothorax  Apparatus, 

Complete  .  3716200 

Pneumothorax  Apparatus, 

Parts  for: 

Aspirating  Needles .  3716600 

Initial  Puncture  Needles .  3716700 

Needle  Holders  .  3716500 

Refill  Needles .  3716800 

Pocket  Cases,  Veterinary,  Complete  8023000 
Pocket  Cases,  Veterinary,  Empty  8023500 

Pocket  Set  Trial  Lenses  .  9309800 

Points,  Angle  Handpiece  .  .  5454000—63000 
Points,  Cautery: 

Dome  Point .  3637000 

Eye  .  3629000-33000 

Knife  Point  .  3638000 

Knife  Point,  Nasal  .  3640000 

Needle  Point .  3639000 

Points,  Dental: 

Aseptic  .  5453000 

Carborundum  Mounted  .  5454000—83000 

Diamond  Mounted  .  5453200—800 

Root  Canal  .  5494000—6000 

Points,  Drill,  for  Skull  Traction 

Tongs .  3539605—10 

Points,  Straight  Handpiece  5474000-8300 
Poison  Ivy  Extract,  Therapeutic  1607500 
Poison  Labels  .  7578005-015 
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Poison  Oak  Extract,  Therapeutic.  1607600 
Polaroid  Type  Lenses,  Trial  Lens 

Case  . 3090500 

Poles,  Balkan  Frame  .  3619100 

Poles,  Folding  Wood  Litter .  9937500 

Poles,  M-1943  Straight  Wood 

Litter  .  9936800 

Poles,  Wood  Litter .  7846500 

Polish,  Metal  .  7483000 

Polishers,  Rubber  Cup .  5500000 

Polishing  Lathes,  Dental,  with  Dust 

Collector  .  5393300 

Polishing  Strips .  5580000—2500 

Politzer  Air  Bags .  3616000 

Polypus  Forceps,  Nasal,  Knight  .  .  3259000 
Polyvalent  Gas  Gangrene  Anti- 
Toxin  without  Tetanus  Anti- 

Toxin  .  1605005-015 

Pontocaine  Compound  Ointment.  .  1354400 
Pontocaine  Hydrochloride  ..  1354500—600 
Porcelain: 

Crucibles .  4194000 

Desiccator  Plates  .  4209500 

Evaporating  Disks .  4214000—6000 

Funnels  .  4268500-700 

Porch  Arm  Chair .  7034000 

Portable  Surgical  Hospital,  CZ.  .  .  9729300 
Posterior  Lobe  Pituitary  Solution 

(Posterior  Pituitary  Injection)  1353000 
Post-Mortem  Brain  Knives,  Virchow  3316000 
Post-Mortem  Cartilage  Knives  ....  3318000 
Post-Mortem  Case  Containers, 

Metal,  for  Instruments  ....  9309200 
Post-Mortem  Cases,  Complete 

(Autopsy  Cases)  .  9309000 

Post-Mortem  Cases,  Empty .  9309100 

Post-Mortem  Cases,  Veterinary, 

Complete  .  8024000 

Post-Mortem  Cases,  Veterinary, 

Empty  .  8024100 

Post-Mortem  Gloves  .  3674000 

Post-Mortem  Knives,  Virchow....  3316000 

Post-Mortem  Needles .  3360000 

Post-Mortem  Scales  .  7886000 

Posterior  Lobe,  Pituitary  Solution  1353000 

Potassium  Acetate  .  1355000 

Potassium  Acid  Phthalate .  1028200 

Potassium  Arsenite  .  1356500 

Potassium  Arsenite  Solution 

(Fowler’s  Solution)  .  1356000 

Potassium  Bicarbonate  .  1357000 

Potassium  Bismuth  Tartrate  with 

Butyn  in  Oil .  1357200-500 

Potassium  Bromide  .  1358000 

Potassium  Carbonate  . 1359000 

Potassium  Chlorate  .  1360000 

Potassium  Chloride  .  1361000 

Potassium  Chromate  .  1362000 


Potassium  Dichromate  .  1363000 

Potassium  Ferricyanide  (Red 

Prussiate)  .  1364000 

Potassium  Ferrocyanide  (Yellow 

Prussiate) .  1365000 

Potassium  Gluconate  .  1365500 

Potassium  Hydroxide  .  1366000 

Potassium  lodate  .  1366700 

Potassium  Iodide  .  1367000 

Potassium  Iodide  and  Iodine....  9111000 

Potassium  Metabisulfite  .  1369000 

Potassium  Nitrate  .  1371000 

Potassium  Oxalate  .  1371500 

Potassium  Permanganate  .  .  1372000-3000 

Potassium  Persulfate  .  1373300 

Potassium  Phosphate,  Dibasic.  .  .  .  1374000 
Potassium  Phosphate,  Monobasic.  1375000 

Potassium  Phthalate  Acid .  1028200 

Potassium  and  Sodium  Tartrate..  1376000 

Potassium  Sulfate  .  1376600 

Potassium  Tartrate  and  Antimony  1071000 

Potassium  Tellurite  .  1376800 

Potassium  Thiocyanate  .  1377000 

Potato  Mashers  .  7320000 

Potato  Peeler  Knives .  7312300 

Pots: 

Chamber  .  7883700 

Coffee  .  7362000-3000 

Dappen  (Medicine  Glasses)...  5502000 

French  Fry  .  7365000 

Mustard  .  7366000 

Stock  .  7367000-71000 

Tea  .  7372000 

Tea  or  Coffee .  7373000 

White  .  5502000 

Potter-Bucky  Diaphragm  .  6014000 

Potts  Elevators  .  5249500-600 

Pouches,  Rubber  Glove .  9926500 

Pouches,  Kit  Component .  9708500 

Powder,  Bile  (Culture  Media)....  1102000 

Powder  Boxes  .  7726000 

Powder  Cans,  Sprinkling .  3772000 

Powder,  Developing,  X-Ray 

1379000;  1379300 
Powder,  Developing,  X-Ray, 

Kodalk  Type  ....  1379005;  1379305 
Powder,  Fixing,  X-Ray.  .  .  .  137900—380000 

Powder,  Foot .  1204000;  9109600 

Powder,  Ink  .  9929500 

Powder,  Inlay  Investment  Control.  5366700 

Powder,  Insect,  Body .  9110800 

Powder  Protective,  for  Aerylic 

Material  .  5502500 

Powder,  Soap,  Scouring .  7491000 

Powder  Sprinklers  .  3772000 

Pragmatar  (Tar  Compound  Oint¬ 
ment)  .  1470300 


Preformed  Brain  Clips .  3893000 

Pregneninolone  (Oral  Progestin).  1380100 

Preparation  Bottles  .  5024000 

Preparation  Dishes,  Stender  4224000-5000 
Prescription  Balance  Weights...  7709000 

Prescription  Balances  .  7708000 

Prescription  Bottles  .  7945700-51000 

Prescription  Filing  Books .  7521000 

Prescription  Pads  .  7594000 

Prescription  Scale  Weights .  7892000 

Prescription  Scales  .  7891000 

Preservers,  Photoroentgeno- 

graphic  (Paper  Envelopes)..  6019700 
Preservers,  X-Ray  Negative  (Paper 

Envelopes)  .  6122000-4000 

Pressboard  .  7632500 

Pressers,  Cork .  7775000 

Presses,  Flask  (Vulcanizer 

Presses)  .  5503000 

Pressure  Regulators,  Acetylene.  .  5022600 
Pressure  Regulators  and  Gages, 

Anesthesia  Apparatus  .  3606005-020 
Pressure  Sterilizers,  Field...  9401008—028 
Pressure  Sterilizers,  Laboratory 


4011013-035 

Pressure  Tubing,  Rubber .  4463000 

Pressure  Type  Dressing 

Sterilizers  .  7910103-36 

Pressure  Type  Instrument  Steri¬ 
lizers  .  7910500 

Pressure  Type  Water  Sterilizers 


7910206-250 

Prince  Advancement  Forceps....  3200000 

Prince  Rule  Cards .  3735100 

Prince  Rules  .  3735000 

Printing  Frames,  X-Ray .  6027000 

Priodax  (Oral  Gall  Bladder  Dye).  1380150 

Probes,  Abscess,  Dental .  5504000 

Probes  and  Repositors,  Iris .  3439000 

Probes,  Surgical: 

Bullet,  Fluhrer  .  3426000 

Gall  Bladder  .  3426500 

Lachrymal,  Set  of  8,  Theobold.  3427000 

Salivary  Duct  .  . .  3428000 

Straight,  with  Eye .  . .  3424000;  9364500 

Uterine,  Sims  .  3430000 

Veterinary  .  8101700—800 

Procaine  Hydrochloride  . .  1380200-83500 
Procaine  Hydrochloride  and 

Epinephrine  .  1384000 

Processing  Units,  Darkroom,  for 

X-Ray  Field  Unit .  9611500 

Procto-Sigmoidoscope  Lamp 

Bulbs  .  3433002-010 

Procto-Sigmoidoscopes,  Electric, 

Complete  .  3432000 
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Proctoscopic  Tables  .  7099700 

Propadrine  Hydochloride  .  1384110 

Prophylactic  Prostigmine  Solution  1384135 
Prophylactic  Station  Equipment,  Zl  9729500 
Prophylactic  Unit,  Venereal, 

Chests,  Empty  .  9793000 

Prophylactic  Units,  Venereal....  9792500 
Prophylaxis  Syringes,  Urethral...  3861000 
Prostatic  Resectoscope  Sheaths..  3725200 

Prostatic  Resectoscopes  .  3725000 

Prosthesis  Balls  (Eye  Spheres)...  3672200 
Prosthetic  Pliers,  No.  Ill,  Dental  5435500 
Prostigmine  Methyl  Sulfate  Solu¬ 
tion  (Neostigmine  Sul¬ 
fate)  .  1384130-135 

Protamine  Zinc  Insulin .  1232500 

Protargol  .  1384500;  9120000 

Protective  Ointment,  CWS .  9118700 

Protein  Silver,  Mild  (Argyrol) 

1384200;  9119000 
Protein  Silver,  Strong  (Protargol) 

1384500;  9120000 

Proteose  No.  3  Agar,  Bacto .  1384700 

Proteose-Peptone,  No.  3,  Bacto..  1384800 
Prussiate  Red  (Potassium  Ferri- 

cyanide)  .  1364000 

Prussiate  Yellow  (Potassium  Ferro- 

cyanide)  .  1365000 

Pulleys,  Balkan  Frame .  3619300 

Pullers,  Nail  .  7861000 

Pulp  Canal  Cleaners .  5166000-8000 

Pumice  .  1385000-6000 

Pump,  Filter,  Airejector  Type, 

Couplings  .  4383400-600 

Pump,  Filter,  Couplings .  4383100 

Pumps,  Filter  .  4383000 

Pumps,  Filter,  Airejector  Type...  4383200 
Pumps,  Injection  and  Suction, 

Continuous  Flow,  Veterinary  8102000 

Pumps,  Vacuum,  Electric .  4384100 

Punch  Forceps,  Basket  Type, 

Laryngeal  .  3243500 

Punch  Forceps,  Rubber  Dam .  5317000 

Punches,  Dental,  Veterinary.  8104000-500 

Punches,  Paper  .  7633000-3500 

Puncturing  Needle  Nuts,  Indirect 

Blood  Transfusion  Apparatus  3609600 
Puncturing  Needles,  Indirect 

Blood  Transfusion  Apparatus  3609500 

Purdy  Alcohol  Lamps .  5382000 

Purified  Saponin  Powder .  1402000 

Pus  Basins  .  7713000 

Pyorrhea  Scalers;  See  Scalers, 

Dental 

Pylorus  Clamps .  3129000-500 

Pyrogallic  Acid  (Pyrogallol) .  .  .  .  1028500 


Q 


Quebec  Colony  Counters .  4187200 

Quevenne  Lactometers,  Milk  Test¬ 
ing  Apparatus  .  4351100-200 

Quitman  Type  Hypodermic 

Syringes  .  8116000 

Quinacrine  Hydrochloride 

(Atabrine)  .  1084000-600 

Quinidine  Sulfate  .  1387000 

Quinine  Dihydrochloride  .  1389000 

Quinine  Sulfate  .  1390000-1000 


R 


Rabbet  Planes  .  7880500 

Rachiotomes  .  3434000 

Racks: 

Bedpan  .  9947200 

Clip-Holding  .  3717500 

Clothes  .  7051000 

Film-Drying  . .  6124700 

Urinal  .  9947300 

Urinal  and  Bedpan .  7072000 

Radial  Gas  Burners .  4111000 

Radiator  Brushes  .  7458500 

Radiographic  and  Fluoroscopic 

X-Ray  Machines .  6090400-1500 

Radiographic  Illuminator 

Fluorescent  Tubes  .  6040500 

Radiographic  Illuminators  .  6040000 

Radiographic  or  Treatment  Cones 

6012500-3500 

Radiopaque  Aprons  .  6002000 

Radiopaque  Gloves  .  6030000 

Raffinose,  Bacteriologic  .  1392000 

Ralston  Distilling  Apparatus .  4227000 

Rankin  Hemostatic  Forceps .  3230000 

Rasp  Blades,  Dental  Float .  8065000 

Rasps  and  Trocars,  Antrum, 

Wiener-Pierce  .  3436200 

Rasps: 

Antrum  .  3434200 

Antrum  or  Frontal  Sinus .  3436000 

Bone  .  3434500-700 

Nasal  .  3436300 

Wood,  Half-Round .  7883900 

Raspatories,  Mastoid  and  Sinus..  3437000 

Raspatories,  Rib  .  3437200-400 

Ratchet  Braces  .  7729000 

Ratchet  Screw  Drivers .  7896500 

Razor  Blade  Holders,  Veterinary.  8078500 

Razor  Blades,  Safety .  3721000 

Razors,  -Safety,  Complete .  3720000 

Reading  Glasses,  Magnifying...  5329500 


Reagent  Bottles  .  4061000-81000 

Reamers,  Root  Canal .  5506000-11000 

Reception  Room  Desks...' .  7058000 

Reception  Room  Tables .  7100000 

Recipient  Needles,  Indirect  Blood 

Transfusion  Apparatus .  3851000 


Recipient  Sets,  Complete,  Indirect 

Blood  Transfusion  Apparatus  3609700 
Recruiting  Physical  Examination 


Set  Empty  Chests .  9781000 

Recruiting  Physical  Examination 

Sets  .  9780500 

Rectal  Snares,  Electric .  3494500 

Rectal  Specimen  Forceps,  Turrell 

Type  .  3263500 

Red  Oil,  “O" .  1317500 

Red  Prussiate  (Potassium  Ferri- 

cyanide)  .  1364000 

Reducing  Flux  .  5313000 

Refill  Needles,  Pneumothorax 

Apparatus  .  3716800 

Reflectors,  Angle  .  3723000 

Refractometers  .  4384200 

Refrigerators,  Ice  .  7376000-7000 

Refrigerators,  Mechanical  . .  7375505-592 

Refuse  Pans,  Animal  Cage .  4117500 

Regimental  Headquarters,  Medi¬ 
cal  Equipment  .  9730000 

Regimental  Headquarters,  Medi¬ 
cal  Equipment,  Pack  Type..  9730100 
Regimental  Infirmary  Equipment, 

Zl,  3-Bed  .  9725900 

Regimental  Infirmary  Equipment, 

Zl,  3-Bed,  Supplement  A.  .  . .  9726100 
Regional  Station  Hospitals,  Zl.  .  .  .  9730200 
Regulators,  Acetylene  Pressure...  5022600 

Rehfuss  Duodenal  Tubes .  3871000 

Reinforcements  (Eyelets),  Gummed 

Cloth  .  7635500 

Removers,  Crown,  Simplex .  5188500 

Removers,  Crown  and  Splint .  5187500 

Removers,  Paint  . 7475000 

Repellent,  Insect .  9120105—110 

Replacement  Sets,  Poisons  Treat¬ 
ment  Control  Water  Testing 

Kit  . 9930900 

Replacement  Facings,  Dental  5286000-7000 

Repositors  and  Probes,  Iris .  3439000 

Repositors,  Iris  .  3438000 

Rescue  Boats,  Small,  Medical  Equip¬ 
ment  .  9730305-310 

Resectoscopes,  Prostatic  .  3725000 

Reservoirs,  Intravenous  Solution .  .  3699000 
Residual  Chlorine  Disks,  Color 

Comparator  Set  .  9429651 

Resistance,  Microscope  Dark  Field 

Apparatus  .  4318005-010 
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Resorcinol  . 1393000 

Rests,  Analytical  Balance .  4016000 

Rests,  Hip  .  3776000 

Rests,  Sacral  (Myerding  Pelvic 

Supports)  .  3776000 

Restraint  Apparatus .  7884000 

Restraint  Jackets  (Camisole 

Jackets) .  7823500-600 

Restraint  Chests,  Veterinary, 

Complete  .  9814000 

Restraint  Chests,  Supplemental, 

Veterinary,  Complete  .  9815000 

Resuscitator  and  Inhalitor,  In¬ 
halation  Masks  (for  Army 

Air  Forces  Only  .  3726300 

Resuscitator  and  Inhalator  Resusci¬ 
tation  Masks  .  3726700 

Resuscitators  and  Inhalators .  3726500 

Resuscitators  and  Inhalators  (for 

Army  Air  Forces  Only) .  3726100 

Retainers,  Foot  Dressing,  Veteri¬ 
nary  .  8105000 

Retainers,  Matrix .  5519000;  5523200 

Retinoscopes,  Electric,  Complete.  3440500 

Retinoscopes,  Thorington  .  3440000 

Retractors: 

Abdominal,  Double-Ended  ....  3441000 

Abdominal,  Flexible .  3441200 

Abdominal,  Self-Retaining  ....  3443000 
Abdominal,  Single-Ended.  3443400—600 
Abdominal,  Single-Ended,  Mayo  3443700 

Abdominal,  Supra-Pubic  .  3444000 

Brain,  Cushing  .  3445000 

Brain,  Frazier,  Set  of  3 .  3445500 

Brain,  Self-Retaining,  Weitlaner  3445700 

Buckley,  Tissue  .  5524000 

Decompression  .  3446000 

Eye  .  9365200 

Eye,  Desmarres,  Medium .  3447000 

Eye,  Fisher  .  3448000 

Laminectomy,  Frazier .  3449000 

Laryngeal,  Self-Retaining, 

Veterinary  .  8106000 

Mastoid,  Jansen  .  3450000 

Muscle,  Valkman  .  3450500 

Prostatic,  Young  .  3451000-2000 

Tibia  .  3452500 

Tissue  .  3453000 

Tissue,  Nested  .  3454000 

Tonsil  .  3455000 

Trachea  .  3456000-7000 

Vein  .  3458000 

Reversed  Letter  Vision  Test 

Charts  .  3885400 

Revolving  Chairs,  Office .  7044000 

Revolving  Stools,  Adjustable...,  7088000 
Revolving  Stools,  Dental  Labora¬ 
tory  .  5577500 


Rhamnose  (Isodulcite),  Bacteri- 

ologic  .  1394000 

Rheostats,  Lamp  Socket  Type  3727508—518 
Rheostats,  Muffle  Type  Furnace.  .  .  4273300 

Rib  Spreaders  .  3535000 

Ribbed  Funnels,  Glass .  4267000-8000 

Ribbons,  Computing  and  Record¬ 
ing  Machine  .  7636007-075 

Ribbons,  Imprinting  Machine....  9938800 

Ribbons,  Typewriter  .  7637005-8035 

Riboflavin  .  1395000 

Rib  Raspatories  .  3437200-400 

Rib  Shears  .  3493200 

Richard  Mastoid  Curettes..  3143000—5000 
Rims,  Face  Mask  (Anesthesia 

Apparatus)  .  3607021-022 

Rims,  Nasal  Mask  (Anesthesia 

Apparatus)  .  3608005-010 

Ringer’s  Solution  Tablets .  1396000 

Rings,  Litter  .  7847000 

Ring  Rotation  Forceps,  Fluoro¬ 
scopic,  Jackson  .  3264500 

Ring  Rotation  Forceps,  Medium, 

Jackson  .  3264400 

Rings,  Rubber,  for  Kipp  Gas 

Generator  .  4275000 

Rings,  Suberite  .  4385000 

Rings,  Support  Stand .  4425000-6000 

Rip  Saws  .  7888000 

R-Meters  .  61265000 

Robes,  Bath .  7170805-1010 

Rochester  Gallstone  Forceps .  3228600 

Rochester  Ochsner  Hemostatic 

Forceps  .  3234000 

Rochester-Pean  Hemostatic 

Forceps  .  3231000 

Rocking  Chairs  .  7045000 

Rods,  Glass .  4386000-9000 

Rods,  Splint  Accessory .  3763000—4000 

Rolls,  Canvas,  Individual  Medical 

Jungle  Kit,  M-l .  9710300 

Rolls,  Cotton,  Dental .  5181000-2000 

Rolls,  Wrapping  Paper .  7616000 

Roller  Bandages,  Gauze...  2004000-6000 

Rollers,  Fingerprint  .  7560000 

Rolling  Pins  .  7378000 

Root  Canal  Files .  5298000-5301000 

Root  Canal  Pluggers .  5444000-6000 

Root  Canal  Points .  5494000-6000 

Root  Canal  Reamers .  5506000-11000 

Root  Extractors,  Molar .  8097000 

Ropes,  Balkan  Frame .  3619500 

Rosin,  Cakes  .  5527000 

Rotary  Egg  Beaters .  7202000 

Rotary  Microtomes,  Automatic.  .  .  4336000 

Rotation  Forceps,  Right  Angle.  .  .  3264700 
Rotation  Laryngeal  Forceps, 

Jackson  .  3245200 


Rouge,  Dental  .  5528000 

Rubber  Analysis  Extraction  Appa¬ 
ratus  .  4229000 

Rubber  Bands 

7506000-8000;  9905500 

Rubber  Blankets .  9909500 

Rubber  Bulbs  .  4097000-8000 

Rubber  Cement  .  3644000 

Rubber  Cup  Polishers .  5500000 

Rubber  Cushions,  Open  Center..  7783000 

Rubber,  Dam  .  5529000 

Rubber  Dam  Clamp  Forceps .  5316000 

Rubber  Dam  Clamps....  51559000-64000 
Rubber  Dam  Holders,  Dental....  5362000 

Rubber  Dam  Punch  Forceps .  5317000 

Rubber,  Denture: 

Base,  Light  Red .  5532000 

General  Purpose,  Pink .  5533000 

Veener,  Pink  .  5534000 

Rubber  Glove  Pouches .  9926500 

Rubber  Rings,  Kipp  Gas  Generator  4275000 

Rubber  Sheeting  .  7900000 

Rubber  Stamps  .  7652000 

Rubber  Stamps,  Audiometer . 3613100 

Rubber  Stoppers,  One-Hole  4407500—11000 
Rubber  Stoppers,  Solid....  4412000—9500 
Rubber  Stoppers,  Serum  Vial....  4473200 
Rubber  Stoppers,  Two-Hole  4420000-22000 

Rubber  Tips,  Crutch .  3664000 

Rubber  Tubing,  See  Tubing 

Rubber  Tubing,  Blowpipe  Outfit.  .  3774000 

Rubberized  Aprons  .  7701000 

Rugs  .  7073700 

Rules: 

Bronchoscopic  .  3733000 

Carpenter’s  .  7885000 

Ivory  .  3734000 

Prince  (for  Refraction) .  3735000 

Slide  .  4390000 

Rulers: 

Office  .  7639000-40000 

Wood  .  7639000-40000 

Wood,  Metric .  6127000 

X-Ray,  Transparent .  6127500 

Russell's  Double  Sugar .  1169600 


s 


Sabatier  Knives  .  7313000-4000 

Sabouraud’s  Dextrose  Agar .  1163500 

Saccharin  Sodium  .  1397500 

Saccharose  (Sucrose)  .  1398000 

Sacral  Rests  (Meyerding  Pelvic 

Supports)  .  3776000 

Sacks,  Emesis  .  9924700 

Saddle  and  Bridge  Flasks,  Small 

Casting  Machine  .  5400000 
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NUMBER  ITEM 


NUMBER 


Saddle  Bar  and  Clasp  Gold 

Castings  .  5333000 

Safe  Light  Lamp  Bulbs 

6048600;  6049505-510 
Safe  Lights  (Darkroom)  Ceiling 

Type  .  6048500 

Safe  Lights  (Darkroom)  Wall  Type  6049000 

Safes  .  7074000-6000 

Safety  Matches  .  7855500 

Safety  Pins  .  7877000-9000 

Safety  Razor  Blades .  3721000 

Safety  Razors  .  3720000 

Safety  Valve  Disks  Vulcanizer.  .  .  5669500 

Safranin  O  .  1398300 

Sahli  Type  Hemoglobinometers. .  4281200 

Salivary  Duct  Probes,  Anel .  3428000 

Salt  (Sodium  Chloride) .  1429000 

Salt  Shakers  .  7391000-2000 

Salt  Solutions  .  1302000;  1429500 

Salt  Tablets  .  9120200 

Salycilic  Acid  .  1030000 

Salycilic  Acid  Ointment .  9101500 

Salyrgan  (Mersalyl  and  Theo¬ 
phylline)  .  1285600 

Sandarac  Varnish  .  5535000 

Sand  Bags  .  6003000-4000 

Sandpaper  .  7478000-8900 

Sandpaper  Disks  5231000-4000 

Santonin  .  1401000 

Saponin  .  1402000 

Sauce  Pans .  7344000—5000 

Saucers  .  7379000;  9949000 

Saucers,  Fruit .  7381000 

Saw  Conductors,  Gigli .  3462300 

Saw  Files,  Taper .  7799500-600 

Saw  Handles,  Gigli .  3463000 

Saw  and  Knife,  Combination....  7314200 

Saw  Sets  .  7888500 

Saw  Wires,  Stille-Gigli,  (Saw 

Blade  Wires)  .  3460000-1000 

Saws,  Crosscut  .  7886000-7000 

Saws,  Keyhole  .  7887500 

Saws,  Meat  .  7381500-3000 

Saws,  Rip  .  7888000 

Saws,  Surgical: 

Amputating  .  3459000 

Metacarpal  .  3464000 

Nasal,  Bayonet  Shape...  3464700-800 

Plaster  .  3465000 

Scales 

Autopsy  .  7888600 

Baby  .  7888700 

Dietetic  .  7384000 

Egg  Weighing,  Complete .  8107500 

Grocer’s  .  7385000 

Inlay  Investment  .  5366800 

Meat,  Beam  . .- .  7386000 


Scales  (continued): 

Physician’s  .  7889000 

Platform  .  7890000 

Portable  .  7890500 

Prescription  .  7891000 

Scalers,  Dental: 

No.  3  .  5541000 

No.  6  .  5542000 

No.  33  .  5544000 

No.  34  .  5545000 

Pyorrhea,  Gracey .  5545600-6600 

Pyorrhea,  Towner .  5549500-900 

Pyorrhea,  Younger-Good  .  5551500-2500 
Scalpels;  See  Knives 

Scarlet  Biebrich  .  1101000 

Scarlet  Fever  Streptococcus 

Antitoxin  .  1608100 

Scarlet  Fever  Streptococcus 

Toxin  for  Dick  Test .  1608200 

Scarlet  Fever  Streptococcus  Toxin.  1608300 

Scheibler  Desiccator  Plates .  4209000 

Scheibler  Desiccators  .  4208000 

Schnidt  Tonsil  Forceps,  Hemostatic  3272500 
Schwartz  Mastoid  Gouges . .  .  3292400-500 
Schweigger  Perimeter  Charts  3714700-800 
Scissors,  Surgical: 

Bandage  .  3468000 

Dissecting,  Curved  .  3469000-700 

Dissecting,  Straight  ....  3470000—0500 

Double-Blunt,  First  Aid .  9369000 

Double-Blunt,  Operating, 

Straight  .  3471000-3000 

Double-Sharp,  Operating, 

Straight  .  3474000 

Enterotomy  .  3475500 

Enucleation  .  3476000 

First  Aid  .  9369000 

Iris  .  3478000-79000 

Nasal  Angular  .  3480000 

1  Point  Sharp .  3474500-5000 

1  Point  Sharp,  Straight .  9369200 

Saw-Tooth,  Dean  .  3481300 

Strabismus  .  3481000 

Suture  .  3481500 

Tenotomy  .  3482000 

Tonsil  .  3483000 

Uterine  .  3484000 

Scissors-Tourniquet-Forceps  Sets..  9379700 
Scoops,  Flour  and  Sugar. . .  7387000—8000 

Scoops,  Gall  Stone .  3485000 

Scoops,  Ice  Cream .  7386500 

Scopolamine  Hydrobromide  ....  1403000 

Scouring  Powder  .  7491000 

Scouring  Soap,  Coarse .  7490000 

Scratch  Awls  .  7703500 

Scratch  Brushes  (Bur  Cleaning).  5031000 
Screens,  Bed,  Folding .  7078000 
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Screens,  Bjerrum  (Tangent  Cur¬ 
tains  .  3862400 

Screens,  Intensifying  ....  6128300-30300 

Screw  Cap  Test  Tubes .  4438500 

Screw  Neck  Bottles  with  Caps, 

Vial  Type  .  4056200-500 

Screwdriver  Bits  .  7719000-9400 

Screwdrivers  .  7893000—4000 

Screwdrivers,  Bone  .  3489000 

Screwdrivers,  Bone,  Screw-Retain¬ 
ing  .  3490000 

Screwdrivers,  Ratchet  Type .  7896500 

Screw-Holding  Forceps,  Lane....  3264800 

Screws,  Bench  .  7892500 

Screws,  Bone,  Molybdenum  3486000-8200 

Screws,  Hand  .  7896700 

Screws,  Wood,  Assorted .  7892200 

Scrub  Brushes  .  7459000 

Sealing  Wax  .  7670000 

Seconal  Sodium  .  1403100 

Section  Lifters,  Pathological....  4392000 

Sectional  Bookcase  Bases .  7013000 

Sectional  Bookcase  Tops .  7013200 

Sections,  Bookcase  .  7011000-2000 

Sediment  Tester  Filter  Discs .  8125600 

Sediment  Testers  .  8125400 

Segond  Vulsellum  Tumor  Forceps  3283000 

Selenite-F  .  1403200 

Selenium,  Powder  .  1403300 

Self-Retaining  Catheters,  Urethral, 

Rubber  .  3113000-300 

Senn  Bullet  Forceps .  3216000 

Senna  Powder  Compound 

(Glycyrrhiza)  .  1403500 

Separators,  Elliott  . '. .  5557000 

Separatory  Funnels  .  4269000—7200 

Septum  Knives  .  3332000-3000 

Sera: 

Agglutinating,  Diagnostic  ....  1705000 
Albumin,  Human,  Concentrated  1606500 

Antianthrax  .  1584000 

Antianthrax,  Veterinary  .  .  1613600—700 
Antimeningococcic,  Polyvalent.  1590000 
Antipneumococcic,  Theraueptic, 

by  Type  .  1600200-1100 

Antipneumococcic,  Typing,  by 

Types  .  1594001-233 

Antipneumococcic,  Typing  Mix¬ 
ture  .  1595001-206 

Blood-Grouping,  Anti-A  .  .  1608400-500 
Blood-Grouping,  Anti-B  .  .  1608600-700 
Globulin,  Human,  Immune....  1605500 

Serological  Pipettes  .  4371000-5000 

Serological  Water  Bath,  1920 
Field  Model,  Parts: 

Paraffin-Embedding  Baths  ....  9442300 
Test  Tube  Racks .  9442400 
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Serological  Water  Baths,  1920 

Field  Model  . 

.  9442000 

Serological  Water  Baths,  Inacti- 

voting  . 

.  4479008-014 

Serological  Water  Baths,  Inacti- 

voting  and  Wasserman 

.  4479500 

Serological  Water  Baths,  Wasser- 

man . 

.  4480008-014 

Serum  Vial  Stoppers,  Rubber...  4473200 

Serum  Vials  . 

.  4471700 

Serving  Trays  . 

.  7427000 

Setan  Needles,  Jointed  .  . 

.  8099000 

Sewage  Effluent  Bottles... 

.  1809000 

Sewing  Machines  . 

.  7851500-700 

Shade  Guides,  Silicate  Cement.  .  .  5139000 

Shade  Guides,  Teeth . 

.  5613000 

Shades,  Eye  . 

3671000-2000 

Shades,  Glass,  Operating  Lamp 

5388505-555 

Shakers,  Pepper,  . 

7389000-90000 

Shakers,  Salt  . 

7391000-2000 

Shakers,  Sugar  . 

7392300-2500 

Shaking  Apparatus,  Kahn.. 

.  4392505-710 

Shalfcross  Cystic  Duct  Forceps...  3218600 

Shannon  Files . 

7555000-6000 

Sharpeners,  Knife  . 

.  7392700 

Sharpeners,  Needle  . 

.  3735508-512 

Sharpeners,  Pencil  . 

.  7642000 

Shears: 

Common  . 

.  7897000 

Crown,  Universal  . 

.  5559300 

Fetlock  . % . 

.  8040000 

Laboratory,  Dental  .... 

.  5559500 

Office  . 

.  7644000 

Plaster  . 

.  3492000 

Rib  . 

Tin  Snips  . 

.  7899000 

Sheaths,  Bakelite,  Prostatic 

Resectoscope  . 

.  3725200 

Sheet  Sets  . 

.  9781400 

Sheet  Wadding  . 

.  2042000 

Sheeting,  Rubber  . 

.  7900000 

Sheets  . 

.  7172000 

Shell  Natron  (Carbon  Dioxide 

Absorbent)  . 

.  9120150 

Shellac  . 

.  5560000 

Sherman  Bone  Plates,  Molybde- 

num  . 

3411000-9000 

Sherry  Wine  . 

.  1494500 

Shields,  Eye  (Eye  Shades).. 

3671000-2000 

Shields,  Filling,  Test  Tube. 

.  4434500 

Shields,  Metal,  for  Hand  Cen- 

trifuge  . 

.  4141000 

Shields,  Metal,  for  Headbai 

nd 

Mirror  . 

Shields,  Microscope  . 

.  4334500 

Shipping  Tags  . 

765900-60000 

Shock  Team  Set  Containers 

.  9370900 

ITEM 


NUMBER 


Shock  Team  Set  Instrument  Cases, 

Empty  .  9370800 

Shock  Team  Sets,  Complete .  9370700 

Shock  Teams,  Medical  Equipment  9733012 

Shoes,  Bed  .  7009005-010 

Short  Wave  Diathermy  Appa¬ 
ratus  .  7105505-506 

Shovels  .  7487000 

Shovels,  Entrenching  .  9949300 

Shut-off  Clamps  .  4180800 

Sickles  (Grass  Hooks).' .  7900500 

Side-Curved  Forceps,  Jackson  3^65500-700 

Sidelines,  Horse  .  8108000 

Sieves,  Flour  .  7393000-4000 

Sigmoidoscopes,  Electric  .  3432000 

Silence  Cloths  (Table  Covers)....  7422000 
Silencers,  Metal,  for  Furniture  Legs 


7080505-532 

Silicate  Cement,  Cases,  ^hipty...  5124000 

Silicate  Cement,  Liquid .  5125000 

Silicate  Cement  Measuring  De¬ 
vices  .  5138500 

Silicate  Cement,  Powder..  5126500-35500 
Silicate  Cement  Shade  Guides.  ..  .5139000 

Silicate  Cement  Varnish .  5141000 

Silk,  Impervious  .  2038000 

Silk  Sutures,  Braided,  Non- 

Capillary  . 3789000-100; 

3797100-100-8800;  9377000 

Silk  Sutures,  Dermal .  3799500-600 

Silkworm  Gut  Sutures .  3805000-700 

Silver  Alloy  Wire,  Dental  5696700-703000 

Silver  Nitrate  .  1405000-6000 

Silver  Nitrate  and  Formaldehyde.  1407000 

Silver  Sulfate  .  1410000 

Silver  Wire  Performed  Brain  Clips  3893000 

Simmons'  Citrate  Agar .  1142400 

Simplex  Crown  Remover .  5188500 

Simpson  Obstetrical  Forceps .  3261000 

Sims  Uterine  Probes.. .  3430000 

Sinus  Curettes,  Set  of  6 .  3148300 


Sinosoidal  Machines,  Portable  7132005-010 


Skene  Tenaculum  Forceps .  3268000 

Skene  Vulsellum  Forceps .  3281000 

Skeletons,  Human  .  7900800 

Skids,  Bone  (Levers) .  3493500 

Skim  Milk,  Bacteriologic .  1410300 

Skimmers  .  7395000 

Skin  Grafting  Knife  Blades .  3340800 

Skin  Grafting  Knives .  3340500-700 

Skin  Grafting  Sets  (Padget 

Dermatomes) .  3160000 

Skin  Marking  Pencils .  6120000 


Skin  Suture  Needles,  %  Circle, 

Cutting  Edge  (King  Needles) 

3384500-6500 

Skinning  Knives  .  7314500 


ITEM 


NUMBER 


Skins,  Chamois  .  7463000 

Skiodan  .  1410600 

Skiodan  Solution  .  1410500 

Skull  Traction  Tong  Drill  Points  3539605—610 

Skull  Traction  Tongs .  3539500 

Slabs,  Mixing,  Dental .  5562000 

Slabs,  Mixing,  Square .  9509000 

Sleeves,  Sphygmomanometer  ....  3738300 

Slicers,  Bread  .  7397000 

Slicers,  Meat  .  7399000 

Slicing  Knives  .  7315000 

Slide  Boxes,  Micro .  4396000 

Slides,  Micro .  4395000-6000 

Slides,  Micro,  Dark  Field...  4397005-010 

Slide  Rules  .  4390000 

Slings,  Horse  .  8109000 

Slings,  Litter .  7848000 

Slip-joint  Pliers  .  9947000 

Slippers,  Cotton  .  7901005—015 

Slit  Lamps,  Stationary .  3707700 

Small  Animal  Electric  Clipper 

Blades,  Oster  .  8044800-5000 

Small  Animal  Electric  Clippers, 

Oster  .  8044700 

Smallpox  Vaccine  .  1609000 

Smoking  Stands  .  7082300 

Snakebite  Suction  Kits .  3705500 

Snap  Cuffs  for  Sphygmomano¬ 
meter  .  3737500 

Snares,  Surgical: 

Ear  .  3493700 

Nasal  .  3494000 

Rectal,  Electric  .  3494500 

Tonsil  .  3495500 

Snare  Wire  .  3496000—8000 

Snellen  Test  Type  Cards .  3884000 

Snell’s  Ventricular  Burrs,  Veteri¬ 
nary  .  8007000 

Soap  Boxes  .  9913000 

Soaps: 

Laundry  .  7489000 

Scouring,  Coarse  .  7490000 

Scouring  Powder  .  7491000 

Soft  .  1412000-3000 

White,  Floating  .  7493000 

Sobisminol  Solution  .  1413500 

Soda  Lime  (Sodium  Calcium 

Hydrate)  .  1425000-500 

Sodium  Acetate  .  1413600 

Sodium  Alurate  .  1413705-708 

Sodium  Amytal .  1413715-720 

Sodium  Ascorbate  (Ascorbic  Acid)  1413400 

Sodium  Barbital  .  1413800 

Sodium  Benzoate .  1414000 


Sodium  Benzoate  with  Caffeine 

1109000-10000;  1110500 
Sodium  Beta-Glycerophosphate  . .  1433500 
Sodium  Bicarbonate  .  1415000-7000 
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NUMBER 


Sodium  Bicarbonate  and 

Peppermint  .  1418000 

Sodium  Bisulfite  .  1418500 

Sodium  Borate  .  1419000 

Sodium  Bromide  .  1421000-2000 

Sodium  Calcium  Hydrate  (Soda 

Lime)  .  1425000-500 

Sodium  Carbonate,  Anhydrous...  1426000 
Sodium  Carbonate,  Monohydrated 

1427000-8000 

Sodium  Chloride  (Salt).  1429000;  9120200 
Sodium  Chloride,  Isotonic  Solution  1429500 
Sodium  Chloride  Tablets  (Salt 


Tablets)  . 

.  9120200 

Sodium 

Citrate  . 

1429800-30700 

Sodium 

Cyanide  . 

.  1431000 

Sodium 

Dichromate  . 

.  1432000 

Sodium  Fluoride  . 

.  1433000 

Sodium  Glycerophosphate  . 

.  1433500 

Sodium 

Hydroxide  . 

.  1434000 

Sodium 

Iodide  . 

.  1435000 

Sodium 

Molybdate  . 

.  1435500 

Sodium 

Morrhuate  . 

.  .  1435700-800 

Sodium 

Nitrate  . 

.  1436000-7000 

Sodium 

Nitrite  . 

.  1437000 

Sodium 

Nitroferricyanide  (Sodium 

Nitroprusside)  .  1438000 

Sodium  Oxalate  .  1439000 

Sodium  Penicillin  .  1606800 

Sodium  Perborate  .  1439300 

Sodium  Phosphate  .  1442000 

Sodium  Phosphate,  Dibasic .  1440000 

Sodium  Phosphate,  Effervescent.  .  .  1441000 
Sodium  Phosphate,  Monobasic.  .  .  .  1440500 

Sodium  Phosphate,  Tribasic .  1440800 

Sodium  Salicylate  .  1444000-5000 

Sodium  Sulamyd  .  9120300 

Sodium  Sulfate .  1446000 

Sodium  Sulfide  .  1446600 

Sodium  Sulfite .  1448000;  1448200 

Sodium  Thiosulfate .  1449000-50000 

Sodium  Tungstate  .  1451000 

Solder,  Gold  .  5339000-42000 

Soldering  Flux,  Dental  Soldering 

Machine  .  5400310 

Soldering  Machines,  Dental, 

Complete .  5400300 

Soldering  Tongs,  Dental .  5616000 

Soldering  Tweezers,  Dental 

5652000;  5653000 

Sorbite,  Bacteriologic .  1452000 

Sounds,  Uterine  .  3509000 

Sounds,  Van  Buren....  3499000-3505000 

Soup  Bowls  .  7216000-7000 

Spare  Parts  and  Repair  Kits,  Table 

Unit,  X-Ray  Field  Unit .  9624600 

Spare  Parts  and  Repair  Kits,  X-Ray 

Machine,  X-ray  Field  Unit.  . .  9624500 


Spatulas  .  7902000-4000 

Spatulas,  Abdominal  .  3510000 

Spatulas,  Brain,  Cushing .  3511000 

Spatulas,  Dental: 

Cement  .  5568000 

Plaster  .  5569000 

Stellite  . 5570000 

Wax  .  5571000-2000 

Spatulas,  Eye  .  3513000 

Spaying  Ecraseurs  .  8058500 

Specialists'  Chairs .  7046000 

Specialist's  Ear,  Nose  and  Throat 
Suction  and  Pressure  Cabi¬ 
nets  .  3624506-514 

Specific  Gravity  Bottles .  4082000 

Specimen  Bottles,  Histo-Pathologi- 

cal  .  1806000 

Specimen  Collecting  Cups  for 

Suction  Tube .  3553700 

Specimen  Jars  .  4306000-8000 

Specimen-Transmitting  (Blood  Fil¬ 
trate)  Bottles .  1805000 

Specimen  Vials  .  4471000 

Spectacle-Fitting  and  Repair  Cases, 

Complete  .  3627500 

Spectacle  Parts: 

Fronts  . 3736100 

Lenses,  Single  Vision .  3736300-400 

Temples .  3736200 

Spectacles,  Ultra-Violet  .  7139000 

Specula: 

Ear,  Set  of  3 .  3515000 

Esophageal  .  3516500 

Eye,  Veterinary  .  8109500 

Eye,  Weeks . ‘  3518000 

Eye,  Ziegler  .  3520000 

Mouth,  Veterinary  .  8110000 

Nasal  .  3521000;  8110300 

Nasal,  Bosworth  .  3524000 

Nasal,  Killian  .  3523000 

Nasal,  Myles  .  3525000 

Nasal,  Septal,  Goldstein .  3526000 

Vaginal,  Bivalve .  3528000 

Vaginal,  Veterinary  .  8110500 

Vaginal,  Weighted  .  3532000 

Veterinary  .  8109500-8110500 

Sphenoid  Canulae,  Casselberry.  .  3066000 

Spheres,  Eye  (Prosthesis  Balls)..  3672200 

Sphygmomanometer  Parts: 

Bulbs  . 3738100 

Compression  Bags  .  3738200 

Sleeves  .  3738300 

Snap  Cuffs  .  3737500 

Valves  .  3738400 

Sphygmomanometers,  Aneroid, 

Complete  (Tycos)' .  3737000 

Sphygmomanometers,  Mercurial  .  3738000 

Spinal  Fluid  Bottles .  1806500 


Spinal  Fluid  Counting  Chambers.  4188400 

Spinal  Manometers  .  3712000 

Spinal  Puncture  Needle  Guides..  3307000 
Spinal  Puncture  Needles....  3362000-200 

Spirit  Levels  .  7834000 

Spit  Cups,  Paper  .  7779000 

Splint  Accessories: 

Buckles  .  3757000-9000 

Felt  .  3760000-61500 

Litter  Bars  .  3743900 

Rods,  Steel  .  3763000-4000 

Sheet  Aluminum  .  3765000 

Steel,  Flat .  3767000-8000 

Straps  .  3745500 

Supports  and  Foot  Rests.  3751500-700 

Webbing .  3769000-71000 

Splint  Set  Empty  Cases.  9782000;  9782300 

Splint  Sets  .  9781500 

Splint  Sets,  Army .  9782200 

Splints: 

Arm,  Army  Type,  Half  Ring, 

Folding  .  9371100 

Army,  Leg,  Half-Ring .  3750000 

Basswood  .  3738600—800 


Cabot  . 

Leg  and  Thigh,  Army  Type,  Half- 

3739000 

Ring,  Folding  . 

9371200 

Thomas,  Arm,  Hinged . 

3748000 

Wire  Gauze  . 

9375000 

Wire  Ladder  . 

3754000 

Wrist,  Cock-up  . 

3754500 

Splinter  Forceps,  Veterinary . 

8066500 

Splitters,  Hoof  . 

8111000 

Spokeshaves  . 

7905000 

Sponge  Basins  . 

7715000 

Sponge  Carriers . 

3070500 

Sponge  Cups  . 

7538000 

Sponge  Cups,  Foerster . 

3267000 

Sponges,  Office  . 

Sponges,  Surgical 

7645000 

92 1 0500-900;  92 1 2300-700 

Spoons: 

Basting  .  7400000—1 000 

Lens  .  3533000 

Metal,  Laboratory  .  4400000 

Mixing  .  7405000 

Mustard  .  7402000 

Table  .  7403000-500 

Tea  .  7404000 

Spray  Bottle  Heater  Syringe  Units  5352600 
Spray  Bottle  Heaters,  Dental  5351005-010 

Sprayers,  Hand,  Continuous .  3771500 

Spraying  Unit  Spray  Bottle  Heaters  5352500 

Spreaders,  Plaster  of  Paris .  3535200 

Spreaders,  Rib  .  3535000 

Sprinklers,  Powder .  3772000 

Spuds,  Eye  .  3536000 

Sputum  Bottles  1810000;  4083000 
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Squadron  Aid  Station  Equipment  9730500 

Squeezers,  Lemon  .  7406000 

Squibb  Separatory  Funnels.  4271000-2000 

SS  Agar,  Bacto .  1452800 

Stage  Micrometers,  Microscope .  .  4335000 
Stages,  Mechanical,  Microscope 

4331005-010 

Staining  Basins  .  9402000 

Staining  Dish  Handles .  4223800 

Staining  Dish  Racks .  4223700 

Staining  Dishes  .  4223600 

Staining  Dishes,  Complete .  4223500 

Stamp  Outfits  .  7650000 

Stamp  Pad  Ink .  7572000-500 

Stamp  Pads  .  7598000 

Stamps: 

Anatomical  .  7646000 

Audiometer  .  3613100 

Correspondence  .  7647000 

Dating  .  7648000 

Meat  Inspection  .  8111500-900 

Penalty  . 7651000 

Rubber  .  7652000 

Stands: 

Folding,  Irrigator .  9930500 

Immersion  Bowl  .  7081000 

Irrigator  .  7823000 

Paper  .  7653000-4000 

Smoking  .  7082300 

Straddle  .  7082500 

Support  .  4423000-4000 

Typewriter  .  7083000 

Staple  Buttons  .  7734500 

Staplers,  Paper .  7550000 

Staples,  Paper  Fastening...  7655003-6035 

Starch,  Corn  .  1453000 

Starch,  Soluble  (Amylodextrin) .  .  1454000 

Station  Equipment,  Prophylactic, 

Zl  .  9729500 

Station  Hospitals,  CZ,  Medical 

Equipment: 

25-Bed  .  9731000 

50-Bed  .  9731200 

75-Bed  .  (1)  9731200  (1)  9724700 

100-Bed  .  9731500 

150-Bed  _  (1)  9731500  (1)  9724900 

200-Bed  _ (1)  9731500  (1)  9725100 

250  Bed  .  9732000 

300-Bed  - (1)  9732000  (1)  9724900 

350-Bed  ....  (1)  9732000  (1)  9725100 

400-Bed 

(1)  9732000  (1)  9725100  (1)  9724900 

450-Bed  -  (1)  9732000  (2)  9725100 

500-Bed  .  9732300 

600-Bed  _  (1)  9732300  (1)  9725100 

700-Bed  _ (1)  9732300  (2)  9725100 

750-Bed  .  9732500 


Station  Hospitals,  CZ,  Medical 
Equipment  (continued): 

800-Bed  _  (1)  9732500  (1)  9724900 

900-Bed 

(1)  9732500  (1)  9725100  (1)  9724900 
Station  Hospitals,  Zl,  Cantonment 
Type,  Medical  Equipment: 

25-Bed  .  9730900 

50-Bed  .  9731100 

75-Bed  .  (1)  9731100  (1)  9724600 

100-Bed  .  9731300 

150-Bed  _  (1)  9731300  (1)  9724800 

200-Bed  _  (1)  9731300  (1)  9725000 

250-Bed  9731700 

300-Bed  _  (1)  9731700  (1)  9724800 

350-Bed  _  (1)  9731700  (1)  9725000 

400-Bed 

(1)  9731700  (1)  9725000  (1)  9724800 

450-Bed  _  (1)  9731700  (2)  9725000 

500-Bed  .  9732100 

600-Bed  _  (1)  9732100  (1)  9725000 

700-Bed  _  (1)  9732100  (2)  9725000 

750-Bed  .  9732400 

800-Bed  _  (1)  9732400  (1)  9724800 

900-Bed 

(1)  9732400  (1)  9725000  (1)  9724800 

Station  Hospitals,  Regional,  Zl...  9730200 

Stationery  Cabinets  .  9751000 

Steam  Boilers,  Portable  for 

Sterilizers  .  9910000 

Steam  Sterilizers,  Arnold .  4401000 

Steel  Pens .  7620000-3000 

Steel  Wire,  Corrosion-Resisting 

3889000-91000 

Steel  Wool  .  7493500 

Steels,  Butcher’s  .  7409000 

Steinmann  Extension  Apparatus 

Chucks  .  3196300 

Steinmann  Extension  Apparatus, 

Complete  .  3196010 

Steinmann  Extension  Apparatus, 

Boehler  Type  Pin  Holders 

3196100-200 

Steinmann  Pins,  Extension 

Apparatus  .  3196504—508 

Stellite  Burnishers  .  5103500—7000 

Stellite  Spatulas,  Dental .  5570000 

Stems,  Cystoscopic  Forceps,  For¬ 
eign  Body  .  3219800-900 

Stems,  Cystoscopic  Forceps, 

Rongeur  .  3219600—700 

Stencil  Set  Alphabets .  7657100 

Stencil  Set  Brushes .  7657200 

Stencil  Set  Ink .  7657300 

Stencil  Set  Numerals .  7657400 

Stencil  Sets  .  7657000 

Stencils,  Mimeograph  .  7584000 

Stender  Preparation  Dishes  4224000-5000 


Stenographer's  Blank  Books .  7520000 

Step  Ladders  .  7831000 

Stereoscopes,  Complete  .  6136000 

Stereoscopes,  Photoroentgeno- 

graphic  .  6136300 

Stereoscopic  Dissecting  Micro¬ 
scopes,  Low  Power .  4327300 

Sterilizer  Chests,  Complete .  9764000 

Sterilizer  Controls  .  7911000 

Sterilizer  Drums  .  7913000-4000 

Sterilizer  Heating  Elements.  .  .  7915000 
Sterilizer  Wicks,  Hypodermic 

Needle  .  9952000 

Sterilizers: 

Arnold,  Steam  .  4401000 

Bedpan  .  7909000 

Dressing  and  Utensil .  9950000-300 

Dressing,  Pressure  Type..  7910103-136 

Hospital  .  7910005-030 

Hot  Air  .  4402005-3028 

Hypodermic  Needle  .  9951500 

Instrument  .  9952300—4028 

Instrument,  Electric,  on  Stand 

7918005-020 

Instrument,  Electric  .  7917005-020 

Instrument,  Nonpressure  Type 

7910413-430 

Instrument,  Pressure  Type....  7910500 
Utensil,  Nonpressure  Type  7910305-335 
Water,  Pressure  Type....  7910206—250 
Sterilizers  and  Washers,  Bedpan 

and  Urinal  .  7908805-810 

Stethoscope,  Parts  For: 

Bells  .  3774100 

Ear  Tips  .  3774200 

Tubing  .  3774000 

Stethoscopes  .  37773000-500 

Stibophen  .  1208000 

Sticks,  Orangewood  .  5576000 

Stille  Double  Action  Bone  For¬ 
ceps,  Rongeur  .  3204500-5000 

Stille-Gigli  Saw  Wires  (Saw 

Blades)  .  3460000-1000 

Stille  Kidney  Forceps .  3243000 

Stock  Pots  .  7367000-71000 

Stocks,  Veterinary  .  8112000 

Stockinet  .  2039000-41000 

Stomach  and  Rectal  Cases,  Vet¬ 
erinary,  Complete  .  9806000 

Stomach  and  Rectal  Cases,  Vet¬ 
erinary,  Empty  .  9806100 

Stomach  Tube  Stylets,  Horse....  8136000 

Stomach  Tubes  .  3875000 

Stomach  Tubes,  Veterinary  8134800-5000 

Stone,  Artificial  .  5577000 

Stone,  Carborundum  .  8112100 

Stone  Spring  Tissue  Forceps....  3270200 
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Stone-Removing  Cystoscopic  For¬ 
ceps,  Ureteral,  Ferguson....  3218900 
Stools: 

Common  .  7086000 

Foot,  Operating  Room .  7087000 

Revolving,  Adjustable  .  7088000 

Revolving,  Laboratory,  Dental.  .  5577500 

Stop  Watches  .  3886000 

Stopcocks,  Glass  .  4407000 

Stopcocks,  Luer  Syringe....  3774700—710 
Stoppers,  Rubber,  One-Hole 


4407500-11000 


Stoppers,  Rubber,  Serum  Vial...  4473200 
Stoppers,  Rubber,  Solid.  . .  4412000-19500 
Stoppers,  Rubber,  Two-Hole 


4420000-22000 
Stout  Chisels,  Osseous.  .  . .  5148700-50500 

Stout  Elevators,  A .  5246500 

Stovarsol  (Acetarsone)  .  1002200 

Stovarsol  (Acetarsone)  Tampons..  1002300 

Stoves,  Alcohol  .  7919800 

Stoves,  Gasoline  .  9955000-5500 

Strabismus  Hooks  .  3305000-6000 

Strabismus  Scissors  .  3481000 

Straddle  Stands . .  7082500 

Strainers  .  7410000-1000 

Strainers,  Chinese  .  7412000 

Straps  and  Buckles  (for  Splint 

Set)  .  7923000-4000 

Straps,  Headband  .  3689000 

Straps,  Litter  .  7849000 

Straps,  Splint  .  3745500 


Stretchers,  Hospital,  Wheeled 


7033000;  9917000 
Strings,  Electro-Cardiograph  .  .  .  3627000 

Strips,  Celluloid  .  5578000 

Strips,  Polishing,  Dental...  5580000-2500 

Strophanthin  .  1455000 

Strops,  Microtome  Knife.  .  .  4344000-5000 

Strychnine  Sulfate  .  1456000-9000 

Stylets,  Colt  Catheter .  8025500 

Stylets,  Horse  Catheter .  8027000 

Stylets,  Horse  Stomach  Tube....  8136000 

Suberite  Rings  , .  4385000 

Submucous  Nasal  Knives..  3334000-5000 
Substage  Lamp  Bulbs,  Microscope  4329000 
Substage  Lamps,  Microscope....  4328000 

Sucrose  (Saccharose)  .  1398000 

Suction  Apparatus,  Portable.  3775006-014 
Suction  Kits  (for  Snake  Bite)....  3705500 
Suction  Tube  Specimen  Collecting 

Cups  .  3553700 

Suction  Tubes,  Abdominal .  3547700 

Suction  Tubes,  Complete .  3553500 

Suction  Tubes  with  Obturator, 

Adson  .  3553800 

Sugar  Bowls  ...  7218000-20000;  9912000 
Sugar  of  Lead .  9112500 


Sugar  Scoops  .  7387000—8000 

Sugar  Shakers  .  7392300—2500 

Sulfadiazine  .  1462100—2200 

Sulfadiazine  Ointment  .  1462000 

Sulfadiazine  Sodium,  Sterile....  1462300 

Sulfadiazine  Tablets  .  9120400 

Sulfaguanidine  .  1462600 

Sulfanilamide  ....  1463300-500;  1463700 
Sulfanilamide,  Crystalline 


1463600;  9121100 

Sulfanilic  Acid  .  1032000 

Sulfapyridine  .  1463800—900 

Sulfathiazole .  1464100—1464300 

Sulfathiazole  Ointment  .  9121300 

Sulfathiazole  Ophthalmic  Oint¬ 
ment  .  1464000 

Sulfathiazole  Sodium,  Sterile...  1464400 
Sulfocarbolate  Compound, 


Veterinary . 

.  1464500 

Sulfosaiicylic  Acid . 

1032800-33000 

Sulfur  Ointment . 

.  9121500 

Sulfur,  Precipitated  . 

.  1467000 

Sulfur,  Sublimed  . 

.  1466000 

Sulfuric  Acid . 

Sulfuric  Acid,  Aromatic 

1034000-6000 

(Elixir  of  Vitriol) . 

.  1037000 

Sulfuric  Acid,  Fuming  (Oleu 

m)...  1038000 

Sulfurous  Acid  . 

.  1039000 

Supplemental  Instrument  Set, 

Empty  Cases;  See  Cases, 
Empty,  for  Supplemental 
Instrument  Sets. 


Supplemental  Instrument  Sets, 

Complete: 

Chest  Injuries,  M-1942 .  9325000 

Ear,  Nose  and  Throat  Injuries, 


M-1942  .  9327000 

Eye  Injuries,  M-1942 .  9329000 

Fractures  and  Amputations,  Or¬ 
thopedic,  M-1942  .  9331000 

Genito-Urinary  Injuries  .  9332000 

Maxillo-Facial  Injuries,  M-1942  9333000 
Neuro-Surgical,  Brain  and 

Nerve  Injuries,  M-1942 .  9333500 

Supplemental  Lenses  Sets,  Trial 

Lenses  Case  .  3090500 

Supplemental  Medical  Supplies 

Chests,  Complete  .  9762300 

Support,  Litter  Operating,  Parts: 

Cases,  Empty  .  9955705 

Instrument  Trays  .  9955710 

Support  Stands  .  9955715 

Support  Stand  Rings .  4425000-6000 

Support  Stands  .  4423000-4000 

Supports: 

Animal  Cage  .  4116000 

Color  Comparison  Tube..  4454005—010 
Litter  Operating  .  9955700 


Supports  (continued): 

Pelvic  (Hip  Rests) .  3776000 

Test  Tube  .  4440000-42000 

Suppository  Molds  .  7925000 

Surgeon's  Gloves  .  3680000-5000 

Surgeon's  Regular  Needles,  Half- 

Circle,  Taper  Point .  3392200 

Surgeon's  Regular  Needles,  %- 

Circle,  Cutting  Edge.  .  3392500—7100 

Surgical  Applicators  .  3005000 

Surgical  Cushions,  Rubber  (Kelly 

Pads)  .  3667000 

Surgical  Dressing  Sets .  9782500 

Surgical  Dressing  Sets,  Veterinary  9816000 
Surgical  Hospitals  ....  9729300—9733000 
Surgical  Pads 

2031900;  9208700-900;  9211900-2100 

Surgical  Scissors,  Dean .  3481300 

Surgical  Sponges 

9210500-900;  9212300-700 


Surgical  Supplies  Chests,  Com- 


plete  . 

9764200-300 

Surgical  Trucks . 

.  .  .  .  9959000 

Surgical  Trucks,  Operating. 
Surgical  Trucks,  Operating, 

. . . .  9959105 

Medical  Equipment  .... 

.  . .  .  9959110 

Survey  Units,  Anti-Malarial. 

.  . . .  9720210 

Surveyors  and  Designers,  Kerr 

Type  . 

.  . . .  5582700 

Suspenders,  Kit  Component. 

....  9709500 

Suspensory  Bandages  . 

.  .  . .  2011000 

Suture  Jars  . 

. . . .  7828000 

Suture  Scissors  . 

. . . .  3481500 

Suture  Thread  . 

3662200-600 

Sutures: 

Catgut,  Chromic .  3777000—80000 

Catgut,  Chromic,  with  Needle 

Affixed  .  3776200-400 

Catgut,  Plain .  3784000—7000 

Eye,  Catgut,  Mild  Chromic,  with 
Needle  Affixed  .  .  .  3788300;  3788500 
Eye,  Catgut,  Plain,  with  Needle 

Affixed  .  3788100-200;  3788400 

Eye,  Silk,  with  Needle  Affixed 

3788600-900 

Nylon,  Braided,  Non-Capillary  3796300 
Silk,  Braided,  Non-Capillary 
3789000-100;  3796900-8800;  9377000 


Silk,  Dermal  .  3799500-600 

Silkworm  Gut .  3805000-700 

Tape  (Umbilical)  .  3809000 

Veterinary  .  8112200-3200 

Swabs,  Iodine .  9112000-200 

Swabs,  Sterile  .  1822000 

Sweepers,  Carpet  .  7495000 

Sweeping  Brush  Handles .  7459700 

Sweeping  Brushes  .  7459500 


Syrettes,  Morphine  Tartrate.  9115500-700 
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Syringe  Bulbs,  Water .  5598000 

Syringe  Canulae  .  3860500 

Syringe  Fillers,  Automatic,  Veter¬ 
inary  .  8115500 

Syringe  Hubs,  Cartridge  Type 

Hypodermic  Syringe  .  .  5593400-600 

Syringe  Needle  Wires .  3855005—025 

Syringe  Needles,  Cartridge  Type 

Hypodermic  Syringe  .  .  5593800—4000 


Syringe  Needles,  Dental  Syringe 

5594400-500 

Syringe  Needles,  Luer  Syringe 

3847000-53000;  8117000-8000 
Syringe  Needles,  Tonsil,  Laryngeal 

and  Dental  .  3860300-400 

Syringe  Units,  Heater  Spray 

Bottles  .  5352600 

Syringe  and  Needle  Blocks .  9747500 

Syringes: 

Blower,  Chip  and  Hot  Air.  .  .  .  5018000 

Dental  .  3860200 

Dose,  Veterinary  .  8114000-5000 

Ear  .  3813000 

Ear  and  Ulcer .  3815500 

Glass  .  3816000-7000 

Hypodermic,  Cartridge  Type.  .  .  5593000 
Hypodermic,  Cartridge  Type, 

Complete  .  9509300 

Hypodermic,  Hog  Cholera  Type 

8120000-1000 

Hypodermic,  Tuberculin  .  3843000 

Hypodermic,  Veterinary,  Quit- 

man  Type  .  8116000 

Luer  .  3843000-6000 

Luer-Lok  .  3846500-700 

Luer,  Mallein  Type .  8122000 

Tonsil,  Dental  and  Laryngeal.,  3860200 

Urethral,  Prophylaxis  .  3861000 

Water,  Dental  .  5597000 

T 


T  Connections,  Compressor  Unit.  .  5177000 


Table  and  Stool  Sets .  9783500 

Table: 

Cloths  .  7421000 

Covers  (Silence  Cloths) .  7422000 

Forks  .  7289000 

Frames,  Cafeteria  .  7414000 

Knives  .  7316000 

Lamps  .  7069000 

Pods  .  7162800 

Spoons  . .  7403000-500 

Tops  .  9784000 

Tops,  Aseptic .  5602005-025 


Table  (continued): 

Tops,  Cafeteria .  7414500 

Units,  X-Ray  Field  Unit .  9614500 

Tables: 

Aseptic,  Complete .  5601000 

Autopsy .  7088500 

Bedside  .  7089000 

Bedside,  Folding .  9956500 

Dining,  Extension  .  7415000 

Dining,  Folding .  9957000 

Examining  .  7093000 

Fracture .  7099300-9400 

Instrument  (Mayo  Racks)  .  7094000-5000 

Instrument,  Folding  .  9957500 

Kitchen  . 7417000 

Laboratory  .  9783000 

Office .  7096000-7000 

Operating  .  7098000-9000 

Operating,  Equine  .  8123000 

Operating,  Folding  .  9958000 

Orthopedic  .  7099300-400 

Proctoscopic  .  7099700 

Radiography  and  Fluoroscopy  .  6156800 
Radiography  and  Therapy  ...  6156900 

Reception  Room  .  7100000 

Tilting,  for  Radiography  and 

Fluoroscopy  .  6157000 

Typewriter  .  9784500 

Urological,  X-Ray .  6158000 

X-Ray  .  6156800-7000 

Tablet  Boxes,  Folding .  7728000 

Tablets: 

Burow’s  Solution .  1108400 

Ink  .  9930000 

Pasteurization,  Milk  Testing 

Apparatus  .  4355400 

Sodium  Chloride  (Salt 

Tablets)  .  9120200 

Water  Purification  .  9121805-810 

Tableware  Chests,  Complete  ....  9764500 

Tableware  Chests,  Empty .  9765000 

Tack  and  Pin  Forceps,  Tucker  ....  3267800 
Tackle  Blocks  (Safety  Hoists)  ....  8123500 

Tacks  and  Brads,  Assorted .  7926700 

Tacks,  Carpet  .  7927000-8000 

Tacks,  Litter  .  7851000 

Tacks,  Thumb  .  7658000 

Tags,  Shipping  .  7659000-60000 

Talc  .  1470000 

Tallquist  Hemoglobinometers  .  . .  4284000 

Tally  Registers  .  4187400 

Tampons,  Acetarsone  (Stovarsol)  1002300 

Tangent  Curtains  . 3862400-600 

Tank  Inserts,  Film  Developing...  6166000 

Tanks,  Alcohol  Stove  .  7919900 

Tanks,  Developing,  X-Ray, 

3-Component  .  6167500 


Tanks,  Developing,  Dental  Film  ..  6167000 
Tanks,  Wash,  X-Ray  Field  Process¬ 
ing  Unit  .  9611700 

Tannic  Acid  (Tannin) .  1039800-40000 

Tape  Measure..  3864000;  7929000-30000 
Tape: 

Cotton  .  3863000 

Gummed  Paper  .  7661000 

Office  Red . 7662000 

Sutures,  Cotton  .  8113200 

Umbilical  Ligature  .  3809000 

Tar  Compound  Ointment 

(Pragmatar)  .  1470300 

Tar,  Crude  (Pix  Carbonis) .  1142000 

Tarnier  Axis  Traction  Obstetrical 

Forceps  .  3262000 

Tar  Oil,  Rectified,  Veterinary  .  .  .  1319000 

Tar,  Pine  .  1470500;  9122000 

Tartaric  Acid .  1041000 

Tartar  Emetic  .  1071000 

Tartrate  Agar,  Phenol  Red,  Bacto  1339900 

T-Bevels  .  7926500 

Tea  Cups  . 7256500 

Tea  or  Coffee  Pots .  7373000 

Tea  Kettles  .  7305000 

Tea  Pots  n .  7372000 

Tea  Spoons  .  7404000 

Teams,  Medical  Equipment  For: 

Gas  .  9733005 

General  Surgical  .  9733006 

Maxillo-Facial  .  9733008 

Neuro-Surgical  .  9733009 

Orthopedic  .  9733010 

Shock .  9733012 

Thoracic  Surgery  .  9733014 

Teeth,  Combination  Set . .  9509500 

Teeth  Mold  Guides  .  5612500 

Teeth  Shade  Guides .  5613000 

Teeth,  Vulcanite  .  5612050-055 

Teeth,  Vulcanite,  Hospital 

Assortment  .  5611500 

Telescopes,  Cystoscopic,  Foro- 

blique  Type .  3538500 

Temples,  Spectacle  .  3736200 

Temporary  Cement,  Anodyne....  5142200 

Tenaculum  Forceps,  Skene .  3268000 

Tench-Donham  Vulcanizer  Flasks  5665500 

Tenotomy  Knives .  3341000 

Tenotomy  Scissors .  3482000 

Tents,  Darkroom,  X-Ray  Field 

Unit .  9617500 

Tents,  Oxygen .  3864208-216 

Terminal  Cocks,  Compressor  Unit  5178000 

Terpin  Hydrate .  1471000 

Test  Drums,  Complete .  3669000 
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Test  Glasses,  Urinalysis  .  .  . 

.  4429000 

Thermometers  (continued): 

Tips,  Duodenal  Tube,  Buckstein  .  . 

3870000 

Test  Tube  Accessories: 

Incubator  . 

....  4447000 

Tips,  Ear,  for  Stethoscope  . 

3774200 

Adapters,  Photometer  .  . 

.  4381900 

Laboratory  . 

4443000-6000 

Tips,  Irrigator . 

3704000 

Brushes  . 

4095000-5500 

Vacuum  Oven . 

....  4356700 

Tips,  Rubber,  Crutch . 

3664000 

Clamps  . 

.  4181000 

Vulcanizer . 

....  5670000 

Tires,  Adjustable  Bed  Casters  7006705—710 

Filling  Shields  . 

Ward  . 

....  7933000 

Tires,  Drinkwater  Food  Cart  .  .  .  . 

7239500 

Test  Tube  Racks: 

Thermos  Type  Food  Carriers 

. . . .9918000 

Tirrill  Type  Bunsen  Burners . 

4107000 

Copper  . 

.  4440000 

Thiamin  Hydrochloride . 

1472500-600 

Tissue  Forceps,  10-Inch  . 

3271200 

1920  Field  Model  Serological 

Thiamin  Hydrochloride 

Tissue  Forceps,  Spring  .  .  .  3269500—70000 

Water  Bath . 

.  9442400 

Solution  . 

1472405-410 

Tissue  Forceps,  Spring,  Stone.... 

3270200 

Kahn  Precipitin  . 

.  4440500 

Thimbles,  Extraction  . 

....  4230000 

Tissue  and  Intestinal  Forceps,  Allis  3271000 

Wassermann .  4439000;  4441000 

Thioglycollate  Supplement  . 

. . . .  1472700 

Tissue  Retractors,  Buckley,  Dental 

5524000 

Wood  . 

.  444°000 

Thionin  . 

1472805-810 

Tissue  Retractors,  Nested  . 

3454000 

Test  Tubes 

Thomas  Arm  Splints . 

....  3748000 

Tissue  Retractors,  4  Sharp  Prongs 

3453000 

4430000-34000; 

4435000-39000 

Thoracic  Aspirating  Trocar  .  . 

....  3546600 

Tissue  Specimen  Forceps,  Jackson 

Test  Wools,  Vision  Test  Set 

Thoracic  Surgery  Teams,  Medical 

(Light,  Bronchial)  . 

3269300 

Testers,  Hoof  . 

8124000-5000 

Equipment . 

. . . .  9733014 

Tissue  Specimen  Forceps, 

Testers,  Sediment  . 

.  8125400 

Thorington  Retinoscopes  .  .  .  . 

....  3440000 

Laryngeal  . 

3245400 

Tetanus  Antitoxin,  Prophylactic  ..  1611000 

Thread,  Cotton  3662200-700, 

7934010-040 

Tissue  Specimen  Forceps,  Square 

Tetanus  Antitoxin,  Therapeutic  ..  1612000 

Thread,  Suture  . 

3662200-700 

End  . 

3269400 

Tetanus  Toxoid,  Plain . 

.  1612500-700 

Throat  Forceps,  Jackson  .  .  .  . 

.  .  .  .  3269100 

Tissues,  Cellulose  . 

7935400 

Tetanus  Toxoid,  Plain,  Veterinary  1615000 

Throat  Ice  Bags . 

....  7707500 

Toasters,  Electric . 

7422700 

Tetrachlorethylene  . 

.  1472000 

Thumbtacks  . 

....  7658000 

Toboggan  Litter  Adapters  . 

9901700 

Theelin  (Estrone)  . 

.  1178900 

Thymol  . 

.  .  .  .  1473000 

Toilet  Paper  . 

7868000 

Theobold  Lachrymal  Probes 

Thymol  Iodide  . 

....  1474000 

Toilet  Paper  Fixtures  . 

7869000 

Set  of  8  . 

.  3427000 

Thyroid  . 

1475000-6000 

Tolu  Balsam  . 

1488000 

Theobroma  Oil  . 

Tibia  Bolts  . 

Toluene  . 

1488300 

Theobroma  Oil,  Modified  . 

1320500-1000 

Tibia  Retractors  . 

....  3452500 

Tongs: 

Theobromine  with  Calcium 

Tiles,  Pill .  7875000;  9944500 

Crucible  . 

4448000 

Salicylate  (Theocalcin) 

.  1472305 

Tilting  Tables,  Radiography  a 

nd 

Flask  . 

5615000 

Theobromine  with  Sodium 

Fluoroscopy  . 

.  .  .  .  6157000 

Ice  . 

7423000 

Salicylate  . 

.  1472310 

Time  Regulators,  Gas  Vulcanizer  5667100 

Skull  Traction  . 

3539500 

Theophylline  Ethylenediamine 

Timers,  Interval  . 

. . . .  4182000 

Soldering,  Dental  . 

5616000 

(Aminophylline)  . 

.  1059500-700 

Tin  Foil  . 

.  . . .  5614500 

Tongue  Depressors: 

Therapeutic  Baths,  Arm  (Whirlpool 

Tin  Snips . 

....  7899000 

Electric  . 

3159500 

Arm  Bath)  . 

.  7103005-008 

Tinctures: 

Metal  . 

3159000 

Therapeutic  Baths,  Leg  (Whirlpool 

Aconite,  Veterinary  . 

....  1477000 

Wood  . 

3668000 

Leg  Bath) . 

.  7104005  008 

Belladonna  . 

....  1477500 

Tonometers  . 

3540000 

Therapeutic  Lamp  Carbons 

7116200-6600 

Benzoin  Compound  . 

....  1478000 

Tonsil  Abscess  Knives . 

3343000 

Therapeutic  Lamps,  Carbon 

Arc..  7116000 

Cardamon  Compound  .  .  . 

....  1479000 

Tonsil  Dissectors  . 

3176000 

Therapeutic  Lamps,  Infra-Red 

Digitalis  . 

....  1167500 

Tonsil  Forceps,  Hemostatic, 

7121200;  7123200 

Mercresin  . 

....  1 269500 

Schnidt  . 

3272500 

Therapeutic  Lamps,  Mercury 

Arc  .  7126005-008;  7128500 

Therapeutic  Ultra-Violet  Lamps  ..  7129600 
Therapy  and  Radiography  Tables  6156900 
Thermionic  Rectification  X-Ray 

Machines  .  6109500 

Thermometers: 

Breeder’s .  8126000 

Chemical  .  443000-5000 

Chemical,  Precision  .  4446000 

Clinical  .  7932000 

Clinical,  Veterinary  .  8127000 

for  Compound  Heater  ...  5357006-016 

Dairy .  8128000 

Developing  Tank  .  6167900 


Merthiolate .  1285705-710 

Metaphen  .  1285810 

Myrrh  .  1483000 

Nux  Vomica  .  1484000 

Opium  (Laudanum)  . .  1485000 

Opium,  Camphorated 

(Paregoric)  .  1486000 

Zephiran  Chloride  .  1498710 

Tips,  Cautery: 

Dome  Point .  3637000 

Eye  .  3629000-33000 

Knife  Point  .  3638000 

Knife  Point,  Nasal  .  3640000 

Needle  Point  .  3639000 

Needle  Point,  Nasal .  3641000 

Tips,  Cystoscope,  Rubber .  3157200 


Tonsi 

Tonsi 

Tonsi 

Tonsi 

Tonsi 

Tonsi 

Tonsi 

Tonsi 

Tonsi 

Tonsi 


Tonsi 


Forceps,  Seizing  ....  3273000-4000 

Knives  .  3342000 

Retractors  .  3455000 

Scissors .  3483000 

Seizing  Forceps,  Andrews  3273000 
Seizing  Forceps,  Tyding  .  .  3274000 

Snare  Wires .  3498000 

Snares  .  3495500 

Syringe  Needles .  3860300-400 

Syringes,  Laryngeal  and 

Dental  .  3860200 

lectomy  Ice  Collars  (Throat 

ce  Bags) .  7707500 

Tool  Chests,  Complete  .  .  7750000;  7751000 
Tool  Chests,  Empty  ...  7750100;  7751100 
Tool  Grinders  .  7816000 
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Tool  Trays .  9792000 

Tools,  Cleaning,  Imperatori 

(Jackson  Istruments)  .  3864700 

Toomey  Cystoscopic  Evacuators  .  .  3193300 
Tooth-Extracting 

Forceps  .  5319000;  5326400 

Top  Plates,  Clipper .  8035000 

Tops: 

Animal  Jar,  Wire .  4300500 

Aseptic  Table  .  5 602005—025 

Cafeteria  Table  .  7414500 

Petri  Dish  .  4221000;  4222202 

Table .  9784000 

Tourniquet  Anchors,  Kirk .  9379500 

Tourniquet-Scissors-Forceps  Sets  .  .  9379700 

Tourniquets,  Esmarch  .  3865000 

Tourniquets,  Field  .  9378000 

Tourniquets,  Lobectomy  .  3540500 

Towel  Clamps  (Towel 

Forceps)  . 3275000-6000 

Towel  Sets,  Bath .  9784700 

Towel  Sets,  Hand .  9784800 

Towels: 

Bath  .  7177000 

Dish  .  7424000 

Hand  .  7178000 

Paper  .  7936000 

Towner  Pyorrhea  Scalers  .  .  .  5549500-900 
Toxic  Gases  and  Chlorine 

Colorimeters  .  9429700 

Toxin,  Diphtheria,  Schick  Test  ...  1603000 
Toxin,  Diphtheria,  Schick  Test 

Control  .  1603100 

Toxin,  Scarlet  Fever,  Streptococcus, 

for  Dick  Test .  1608200 

Toxin,  Scarlet  Fever,  Streptococcus, 

Immunizing  .  1608300 

Toxoid,  Diphtheria,  Alum- 

Precipitated  .  1604000 

Toxoid,  Diphtheria,  Plain  .  1604100 

Toxoid,  Tetanus,  Plain  .  1612500-700 

Toxoid,  Tetanus,  Plain,  Veterinary  1615000 

Trachea  Dilators .  3163000 

Trachea  Retractors  .  3456000-7000 

Trachea  Tubes  .  3556000-8500 

Trachea  Tubes,  Laryngostomy  .  .  .  3559000 
Trachea  Tubes,  Veterinary  8136200—8000 

Tracheal  Bougies  .  3042000-6000 

Tracing  Paper,  X-Ray .  6117000 

Traction  Bows .  3195905-906 

Training  Equipment,  No.  1, 

Medical  .  9733100 

Training  Equipment,  No.  2, 

Medical  .  9733200 

Training  Sets,  Medical 

Aviation  .  9728000-8100 


Transformer  Units,  X-Ray  Field  Unit 


Chest  MD  X-2  .  9608600 


Transformer  Oil,  X-Ray .  6112000 

Transformers,  Cautery  .  3643206-215 

Transfusion  Apparatus,  Complete.  3609200 
Transfusion  Needles  . .  3609400;  3609500 
3852000-3000 

Transilluminator  Lamp  Bulbs  3868005—025 
Transilluminators  (Diagnostic 

Lamps)  .  3867000 

Transparent  Rulers .  6127500 

Transport  Mattresses  .  9939000 

Transport  Medical  Equipment.  .  .  .  9733050 
Transport  Medical  Expansion  Units  9733055 

Tray  Service  Trucks .  7427000 

Tray  Sets,  Types  1  to  7 

Inclusive  .  9789000-91500 

Trays: 

Bed  .  7425000 

Butler’s  .  7426000 

Card  Index  .  7100500 

Crown  and  Bridge .  5622000 

Dental  Cabinet . 5111016—020 

Developing,  X-Ray  . 6168000-9000 

Edentulous  .  5631000-5633000 

5641000-5643000 

Field  .  9785000-88500 

Food  .  9958400;  9958600 

Impression .  5627000-33000 

5636000-43000 

Impression  Compound  .  5362800 

Instrument  .  7940000;  9958500 

Letter,  Wire  .  7509000 

Metal .  5634000 

Orthodontic 


5627000-33000;  5636000-43000 


Serving  .  7427000 

Serving,  Butler's .  7426000 

Tool  .  9792000 

Treatment  Chairs  .  7046000 

Treatment  or  Radiographic 

Cones  .  6012500-3500 

Trephines,  Cranial  .  3543000 

Trephine  Sets,  Eye  .  3543600 

Trial  Frames,  Trial  Lens  Case  ....  3091000 

Trial  Lens  Case,  Lenses  for, 

Polaroid  Type .  3090500 

Trial  Lens  Pocket  Sets .  9309800 

Trial  Lenses  Cases,  Complete  ....  3090000 

Triangles,  Crucible 

Holding  .  4449000-50000 

Triangular  Bandages,  Muslin  ....  2012000 

Triangular  Bandages,  Compressed, 

White  .  9204000 

Triangular  Bandages,  od .  9203900 

Triangular  Bandages,  od.. 

Compressed  .  9204100 

Triangular  Files  .  7799000 

Triasyn  B .  1488700 


Tribasic  Sodium  Phosphate  .....  1440800 
Tribromoethanol  (Avertin 

Solution)  .  1087800 

Trichloracetic  Acid  .  1041800—2000 

Triers .  8129000-33000 

Trimmers,  Vulcanite,  Dental  5645000—6000 
Trinitrophenol  (Picric 

Acid)  .  1027800-8000 

Triple  Typhoid  Vaccine, 

Prophylactic  .  1730000 

Tripods,  Bunsen  Burner  .  4109000 

Tripods,  Laboratory  .  4451000 

Trocar  and  Rasp,  Wiener-Pierce  .  .  3436200 
Trocars: 

Antrum  .  3544000 

Ascites  . 3545000-6500 

Drainage  .  3546600 

Emmett  .  3546700 

Gall  Bladder .  3547000 

Hydrocele  (Thoracic,  Aspirating)  3546600 

Veterinary .  8133500—4000 

Troches,  Ammonium  Chloride  ...  1066000 
Trousers,  Convalescent  Suit  ..  7175005-010 
Trousers,  Operating  Suit  ....  7176205—210 
Trousers,  Pajama 


7165005-010;  7166005-010 


Trucks: 

Cylinder,  Oxygen  Tent .  3864600 

Dental  Laboratory  .  9958700 

Dental  Operating .  9958805 

Optical  Repair  Unit .  9958900 

Platform  .  7940500 

Surgical  .  9959000 

Surgical  Operating  .  9959105 

Tray  Service  .  7427500 

Warehouse,  Hand  .  7941000 

Trunnion  Cups,  Electric  Centrifuge  4133000 
Trunnion  Rings,  Electric  Centrifuge  4136000 
Trunnion  Cup  Rubber  Cushions 

Electric  Centrifuge  .  4134000 

Try  Squares .  7942000 

Tryparsamide  .  1489100 

Tryptone,  Bacto  .  1489200 

Tryptose,  Bacto  .  1106550;  1489300 

Tube  Adapters,  X-Ray  Field  Unit  9620800 

Tube,  Aeration,  Inlet .  4451500 

Tube,  Aeration,  Outlet .  4451600 

Tube  Baskets,  Culture  .  4030000 

Tube  Stand  Units,  X-Ray, 

Rail  Mounted  .  6169200 

Tube  Units,  X-Ray  Field  Unit 

Chest  MD  X-3 . .  9608700 


Tubes: 

Aeration  .  4451500 

Antigen,  Kahn  .  4430300 

Aspirating .  3548000;  3550000 

Aspirating,  Bronchial, 

Curved  .  3550:00;  3550100 
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Tubes  (continued): 

Aspirating,  Bronchial, 

Straight  .  3550300;  3550500 

Aspirating,  Open-End,  Light  .  .  3550600 


Aspirating,  Open-End  with 
Warning  Stop, 

Bronchoscopic  .  3550700-800 

Blood  Collecting .  1825700 

Breathing  (Coburg-Connell 

Airways)  .  3551000-1500 

Centrifuge,  Glass  ...  4141700;  4144000 

Centrifuge,  Metal  .  4137000—8000 

Centrifuge,  Milk  Testing 

Apparatus .  4355000 

Chemical  .  4431000 

Constriction  Tube  (Needle  Pro¬ 
tector),  Indirect  Blood  Trans¬ 
fusion  Apparatus  .  3610400 

Colon  .  3868500 

Color  Comparison 

1750600;  4452000-3500 
Color  Comparator  Set.  . .  9429656-658 

Column  Unit,  X-Ray .  6169200 

Culture  .  4432000 

Diagnostic,  Ear .  3869000 

Digestion,  Folin-Wu  .  4454500 

Distilled  Water .  1750800 

Drip,  Glass .  3869800 

Drying  .  4455000-6000 

Duodenal,  Buckstein .  3870000 

Duodenal,  Double  Lumen, 

Complete  .  3552000 


Duodenal  and  Intestinal,  Levin 


38705005-509 

Duodenal,  Rehfuss  .  3871000 

Ear,  Diagnostic .  3869000 

Electric  Centrifuge .  4137000-8000 

Fluorescent,  for  Radiographic 

Illuminator  .  6040500 

Hematocrit  Wintrobe  .  4281100 

Mailing — See  Mailing  Cartons 
Measuring,  Hemoglobinometer  4281600 
Miller-Abbot,  Double  Lumen, 

Intestinal  .  3552000 

Murphy,  Drip  .  3872000 

Nasal  Feeding  .  3873000 

Rebreathing  .  3551000-500 

Saline,  Murphy  .  3872000 

Stomach  .  3875000 

Stomach,  Veterinary  ...  8134800-5000 

Suction  .  3553500 

Suction,  Abdominal  .  3547700 

Suction  with  Obturator,  Adson  3553800 
Support,  Color  Comparison  4454005—010 
Test — See  Test  Tubes 

Trachea  . 3556000-8500 

Trachea,  Laryngostomy .  3559000 

Trachea,  Veterinary  ...  8136200-80000 


Tubes  (continued): 

Vacuum  .  4457000 

Vacuum,  Blood  Collecting .  1825700 

Vacuum,  Gage .  4470600 

X-Ray,  X-Ray  Field  Unit .  9620900 

Tuberculin  .  1489500-600 

Tuberculin  Hypodermic  Syringe 

Needles  .  3847000 

Tuberculin  Hypodermic  Syringes  3843000 
Tuberculin,  Intradermic, 

Veterinary  .  1737000 

Tubing  Adapters,  Curved .  4001000 

Tubing  Adapters,  Luer  Needle  . .  3603000 

Tubing  Clamps .  3651000 

Tubing  Pinchcocks  .  4180000 

Tubing: 

Acid  Cured  Rubber,  Special  . . .  4464000 
Anesthesia  Apparatus  ....  3608505—510 

Brass,  Blowpipe  Outfit .  5022800 

Dental  Operating  Unit  ..  5659012—030 

Drainage  .  3875300;  3879100 

Glass  . 4458000-9000 

Intravenous,  Latex  . 3879200—300 

Irrigator,  Valentine  .  3705000 

Latex .  3879200-300 

Metal,  Compressor  Unit .  5176000 

Rubber,  Blowpipe  Outfit .  3774000 

Rubber,  Gas  Burner .  4461000 

Rubber,  Pressure .  4463000 

Square,  Dental  .  5649000-51000 

Stethoscope  .  3774000 

Venoclysis,  Latex .  3879200-9300 

Warm  Air  Syringe,  Dental 

Operating  Unit .  5659512-530 

Tubs,  Foot .  7943000 

Tubs,  Wash,  Set  of  3 .  9959200 

Tucker  Bead  Forceps .  3200500 

Tucker  Tack  and  Pin  Forceps  ....  3267800 

Tumblers,  Glass  .  7428000 

Tumor  Forceps,  Vulsellum  .  3283000 

Tuning  Fork  Sets .  3285000 

Turbidimeters  .  4465000 

Turners,  Cake .  7429000 

Turpentine,  Canada  Balsam .  1090000 

Turpentine  Oil  .  1322000 

Turrell  Type  Rectal  Specimen 

Forceps  .  3263500 

Tweezers,  Locking,  Dental .  5652500 

Tweezers,  Soldering,  Dental 

5652000;  5653000 

Twine,  Cotton  .  7663000 

Twine,  Jute .  7664000-5000 

Tyding  Tonsil-Seizing  Forceps  .  .  .  3274000 

Tycos  Sphygmomanometers  .  7377000 

Typewriter: 

Brushes  .  7524000 

Desks .  7059000 

Erasers  .  7547000 


Typewriter  (continued): 
Oil . 

.  7590000 

Oil  Cans . 

.  7525000 

Paper . . 

, ..  7608000-11000 

Ribbons  . . 

.  . . .  7637005-8035 

Stands . 

.  7083000 

Tables  . 

.  9784500 

Typewriters  . . 

.  7668010-035 

Typhoid  Mailing  Cases 

.  4125000 

Typhoid  Para-Typhoid 

Blood 

Culture  Media  .  .  . 

.  1819000 

Typhoid  Vaccine,  Triple, 

Prophylactic  .  .  .  . 

.  1730000 

Typist's  Chairs  . 

.  7046500 

Tyrell  Iris  Hooks . 

.  3303000 

1-Tyrosine  . 

u 


Ulcer  and  Ear  Syringes .  3815500 

Ultra-Violet  Spectacles .  7139000 

Ultra-Violet  Therapeutic  Lamps  ..  7129600 

Umbilical  Sutures .  3809000 

Unit  Medical  Equipment: 

Pack  No.  1  .  9794100 

Pack  No.  2  .  9794200 

Pack  No.  3  .  9794400 

Pack  No.  4  .  9794600 

Pack  No.  5  .  9794800 

Unit  Medical  Equipment  Pack 

Cases,  Empty .  9792200 

Unit  Medical  Equipment  Pack 

Inserts,  Empty .  9792300 

Unit  Medical  Equipment  Pack 

Packboards  .  9778700 

Unit  Medical  Equipment  Packs, 

Complete  .  9794100—4800 

Unit,  Medical  Maintenance,  CZ.  .  9728400 


Unit,  Operating,  Dental,  Parts  for; 


See  Operating  Unit  Dental, 

Parts  for. 

Units,  Operating,  Dental.  .  .  .  5653511—531 
Upper  Trays,  Orthodontic  and 

Edentulous  . 5636000-43000 

Uranium  Nitrate .  1489800 

Urea  .  1490000 

Urea  Apparatus,  Van  Slyke- 

Cullen;  Follows .  4465000 

Urease  .  1490200 

Urethral  Bougies .  3047000-52000 

Urethral  Canulae .  3067000 

Urethral  Catheter  Guides,  Rubber  3112000 


Urethral  Catheters,  Rubber  3107000-11000 
Urethral  Catheters,  Rubber, 

Hemostatic  .  3112800 
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Urethral  Catheters,  Robber, 

Self-Retaining  .  3113000-300 

Urethral  Catheters,  Woven  3114000—7000 
Ureteral  Catheters,  X-Ray, 

Olivary  Tip .  3099000-3100000 

Ureteral  Catheters,  X-Ray, 

Whistle-Tip  .  3101000-2000 

Urethral  Dilators .  3164000—9000 

Ureteral  Forceps  Cystoscopic, 

Stone  Removing,  Ferguson  .  .  3218900 
Urethral  Prophylaxis  Syringes  .  .  3861000 
Urethral  Sounds,  LeFort  ...  3164000-9000 
Urethral  Sounds,  Van  Buren 

3499000-505000 

Uric  Acid . 1043000 

Urinal  and  Bedpan  Racks 

7072000;  9947300 
Urinal  and  Bedpan  Sterilizers 

and  Washers .  7908805—810 

Urinals  .  7944000—500 

Urinalysis  Sets,  Small,  Complete  .  .  9441000 

Urinalysis  Test  Glasses .  4429000 

Urinalysis  Test  Tubes .  4431000 

Urine  Vials  .  1828000 

Urinometers  .  4470000 

Urological  X-Ray  Tables .  6158000 

Utensil  Chests,  Cooking .  9752000 

Utensil  Chests,  Cooking,  Empty  .  .  9752500 
Utensil  and  Dressing  Sterilizers 

9950000-300 

Utensil  Sterilizers,  Nonpressure 


Type  .  7910305-335 

Uterine  Curettes .  3149000-51500 

Uterine  Dilators,  Goodel  .  3171000 

Uterine  Dilators,  Set  of  6  .  3172000 

Uterine  Dressing  Forceps .  3222000 

Uterine  Needles,  Half-Circle, 

Cutting  Edge .  3401100-2100 

Uterine  Probes,  Sims .  3430000 

Uterine  Scissors  .  3484000 

Uterine  Sounds  .  3509000 

Utility  Cars,  CZ,  Medical 

Equipment  .  V/38600 

Utility  Cases,  Canvas,  Empty  ....  9751500 

Utility  Cystoscopic  Forceps, 

Lowsley  .  3219100 

Utricle  Canulae  .  3068000 


V 


Vaccine  Ampules .  4007000-100 

Vaccine,  Autogenous, 

Therapeutic  .  1803000 

Vaccine,  Autogenous, 

Therapeutic  Veterinary  ....  1804000 

Vaccine  Bottles .  4084000-8000 

Vaccine,  Cholera  .  1601500 


Vaccine,  Equine,  Encephalomyelitis, 


Bivalent  .  1739300 

Vaccine,  Equine,  Infectious 

Absorption  .  1739500 

Vaccine,  Plague  .  1607000 

Vaccine,  Smallpox  .  1609000 

Vaccine,  Triple  Typhoid .  1730000 

Vaccine,  Typhus  .  1612800 

Vaccine,  Yellow  Fever .  1613000-200 

Vacuum  Bottles .  1815500 

Vacuum  Cleaners  .  7495500 

Vacuum  Dessicator  Plates  .  4209500 

Vacuum  Dessicators  .  4209300 

Vacuum  Gage  Tubes .  4470600 

Vacuum  Gages .  4470500 

Vacuum  Oven  Parts .  4356400—700 

Vacuum  Ovens,  Electric .  4356300 

Vacuum  Pumps,  Electric .  4384100 

Vacuum  Tubes  .  4457000 

Vacuum  Tubes,  Blood  Collecting  ..  1825700 

Vaginal  Specula,  Bivalve .  3528000 

Vaginal  Specula,  Veterinary  ....  8110500 

Vaginal  Specula,  Weighted .  3532000 

Valentine  Irrigators  .  3700000 

Valve  Adapters,  Commercial  Tank 

to  Medical  Valve  .  7789000 

Valves,  Bench,  Blowpipe  Outfit  .  .  5023000 
Valves,  Sphygmomanometer  ....  3738400 

Van  Buren  Sounds .  3499000-3505000 

Van  Slyke-Cullen  Urea  Apparatus 

Follows  .  4465000 

Vaporizers,  Electric .  7945500 

Varnish,  Sandarac .  5535000 

Varnish,  Silicate  Cement .  5141000 

Veal,  Bacto .  1490250 

Vegetable  Cutter,  Cuber  and 

Slicer  . .  7262300 

Vegetable  Dishes  7274000-6000;  9924500 
Vein  Retractors .  3458000 


Venereal  Diseases  Dispensary 

Equipment  and  Supplies,  Zl  9736800 
Venereal  Diseases  Hospital 

Expansion  Units,  Cantonment 


Type,  Zl: 

25-Bed  .  9737300 

50-Bed  .  9737200 

100-Bed  .  9737100 

250-Bed  .  9737000 

500-Bed  .  9736900 

Venereal  Prophylactic  Unit, 

Empty  Chest .  9793000 

Venereal  Prophylactic  Units .  9792500 

Ventricular  Burrs,  Snell’s, 

Veterinary .  8007000 

Veterinary  Chests,  Empty  .  9812000 

Veterinary  Convalescent  Hospital, 

CZ,  500-Patient  .  9733500 


Veterinary  Corps  Brassards .  9913700 

Veterinary  Dental  Cases,  Com¬ 
plete  .  9802000 


Veterinary  Dental  Cases,  Empty  .  9802100 
Veterinary  Detachment,  Food  In¬ 
spection,  Medical  Equipment.  9733700 


Veterinary  Disinfectors .  8057200 

Veterinary  Dispensary  Equipment, 

CZ  .  9734000 

Veterinary  Dispensing  Set  Con¬ 
tainers  .  7794200 

Veterinary  Dispensing  Sets,  Com¬ 
plete  .  7794000 

Veterinary  Evacuation  Hospital, 

150-Patient  .  9734500 

Veterinary  Foot  Cases,  Complete.  9803000 

Veterinary  Foot  Cases,  Empty  .  .  9803100 

Veterinary  Gas  Casualty  Set  Apron 

Cases,  Complete .  9815500 


Veterinary  Gas  Casualty  Set  Can¬ 
vas  Covers  for  Chests  A  and  B  9773700 
Veterinary  Gas  Casualty  Set  Cases, 


Chest  A,  Complete .  9815600 

Veterinary  Gas  Casualty  Set 

Cases,  Chest  B,  Complete...  9815700 
Veterinary  Gas  Casualty  Set  Empty 

Chests  . .  9815800 

Veterinary  Gas  Casualty  Sets,  Com¬ 
plete  .  9815400 

Veterinary  General  Hospital,  CZ, 

Equipment  for .  9735000 

Veterinary  General  Operating 

Case  Metal  Containers .  9805200 

Veterinary  General  Operating 

Cases,  Complete  .  9805000 

Veterinary,  General  Operating 

Cases,  Empty  .  9805100 

Veterinary  Hemostatic  Forceps 

Cases,  Complete .  9804000 

Veterinary  Hemostatic  Forceps 

Cases,  Empty  .  9804100 

Veterinary  Infirmary  Equipment, 

Zl .  9735200 

Veterinary  Noncommissioned  Offi¬ 
cer’s  Instrument  Cases,  Com¬ 
plete  .  9805500 

Veterinary  Noncommissioned  Offi¬ 
cer’s  Instrument  Cases,  Empty  9805600 
Veterinary  Noncommissioned  Offi¬ 
cer’s  Kits,  Complete  .  9712500 

Veterinary  Officer's  Kits,  Complete  9713000 


Veterinary  Pack  Chests  ....  9812200-500 

Veterinary  Pack  Equipment  ,  ...  9735500 

Veterinary  Private's  Instrument 

Cases,  Complete  .  9805700 

Veterinary  Private’s  Instrument 

Cases,  Empty  .  9805800 
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Veterinary  Private's  Kits,  Com¬ 


plete  .  9713500 

Veterinary  Restraint  Chests,  Com¬ 
plete  .  9814000 

Veterinary  Station  Hospitals,  CZ  9736100 
Veterinary  Station  Hospital  Equip¬ 
ment,  Zl: 

10-Patient  .  9736500 

25-Patient  .  9736400 

50-Patient  .  9736300 

100-Patient  . 9736200 

150-Patient  .  9736000 

Veterinary  Stomach  and  Rectal 

Cases,  Complete .  9806000 

Veterinary  Stomach  and  Rectal 

Cases,  Empty  .  9806100 

Veterinary  Supplemental  Chests, 

Complete .  9815000 

Vial  Corks  .  7771000 

Vial  Labels .  7579005-015 

Vial  Stoppers,  Rubber .  4473200 

Vials: 

Glass  . 9960500-1000 

Glass-Stoppered  .  9961000 

Hard  Rubber  or  Plastic .  9961500 

Parasite  and  Ova .  1826000 

Prescription  Bottle  _  7945700-51000 

Rubber-Stoppered  .  8140000 

Serum  .  4471700 

Specimen .  4471000 

Typhoid  Carrier  Examination  .  1827000 

Urine  .  1828000 

Vibrators,  Electric,  Casting  Unit  .  5661300 

Viewing  Box  Lamp  Bulbs.  .  .  .  5027705-710 

Viewing  Boxes  .  5027500 

Violet,  Crystal .  1160900-1000 

Vises,  Dental  Laboratory .  5661500 

Vision  Test  Apparatus .  3879400—800 

Vision  Test  Cards .  3879900 

Vision  Test  Charts,  Illiterate .  3885300 

Vision  Test  Charts,  Reversed  Letters  3885400 

Vision  Test  Set  Components: 

Dials  .  3881000 

Instructions  .  3882000 

Test  Type  Cards  .  3883000-4000 

Test  Type  Wools .  3885000 

Vision  Test  Sets,  Complete  .  3880000 

Vitamin  K  .  1490405-410 

Vitamins  A  and  D,  Concentrated.  .  1490300 

Vitamins,  Multivitamin  .  1490500 

Vitriol  Elixir  of  (Sulfuric  Acid, 

Aromatic)  .  1037000 

Volland  Lancets  No.  2 .  5391000 

Volumetric  Flasks  .  4254000-60000 

Volumetric  Pipettes  .  4378000-80500 

Vulcanite  Files,  Dental  ....  5304000-5000 

Vulcanite  Finishers .  5309000-10000 

Vulcanite  Teeth  .... _ .  5612050-055 


Vulcanite  Teeth,  Hospital  Assort¬ 
ment  .  5611500 

Vulcanizer  Flask  Compress .  5664000 

Vulcanizer  Flasks,  Tench-Donham  .  5665500 

Vulcanizer  Packing  .  5669000 

Vulcanizer  Safety  Valve  Disks  .  .  5669500 

Vulcanizer  Thermometers .  5670000 

Vulcanizers,  Gas,  Complete .  5666500 

Vulcanizers,  Kerosene,  Complete  .  5667500 

Vulseilum  Forceps,  Skene .  3281000 

Vulsellum  Tumor  Forceps,  Segond  3283000 


w 


Wadding,  Sheet .  2042000 

Wafer  Grids,  Photoroentgeno- 

graphic  .  6031500 

Wall  Bracket  Dental  Operating 

Lamps  .  5388005 

Wall  Bracket  Electric  Dental  En¬ 
gines  .  5253505-510 

Wall  Clocks .  7047500;  7048010 

Wall  Mirrors  .  7070000 

Wall  Type  Safe  Light  Bulbs  .  6049505—510 

Wall  Type  Safe  Lights .  6049000 

Wangensteen  Type  Modified  Drain¬ 
age  and  Suction  Apparatus, 

Complete  .  3610600 

War  Gas  Determination  Dishes, 

Color  Comparator  Set .  9429652 

Ward  Cars,  CZ,  Medical  Equip¬ 
ment  .  9738800 

Ward  Cars,  Modified,  Zl,  Medical 

Equipment .  9738900 

Ward  Cars,  Zl,  Medical  Equip¬ 
ment  . .  9738700 

Ward  Dressing  Cases,  Complete  .  9310000 

Ward  Dressing  Cases,  Empty  ....  9310100 

Ward  or  Porch  Arm  Chairs .  7034000 

Ward  Thermometers .  7933000 

Wardrobes  .  7101005-010 

Wardrobe  Bags .  7152500 

Warehouse  Trucks  .  7941000 

Washboards  . 9961600 

Wash  Cloths .  7159000 

Wash  Tanks,  Auxiliary,  for  Field 

X-Ray  Processing  Unit .  9611700 

Wash  Tubs .  9959200 

Washers  and  Sterilizers,  Bed  Pan 

and  Urinal  . » _  7908805-010 

Washers,  Hose  .  7467000 

Washing  Machines .  9961700 

Wassermann  Mailing  Cases .  4126000 

Wassermann  Racks  (Test  Tube 

Supports)  .  4441000 

Wassermann  Serological  Water 

Baths .  4480008-014 


Wassermann  Test  Tube  Support 

Racks .  4441000 

Wassermann  Test  Tubes  .........  4439000 

Waste,  Cotton .  9962000 

Waste  Cans,  Pedal  Lift .  7738000 

Waste  Paper  Baskets .  7510000 

Waste  Receptacles,  Pedal  Lift  .  .  7738000 

Watch  Glasses  .  4474000—^00 

Watches,  Stop  .  3886000 

Water  Baths,  Inflammable  Liquids  4476000 

Water  Baths,  Innoculating .  4477000 

Water  Bath,  Serological,  1920  Field 
Model,  Parts  for: 

Baths,  Paraffin  Embedding....  9442300 

Test  Tube  Racks .  9442400 

Water  Baths,  Serological,  Field, 

M-1920,  Complete  .  9442000 

Water  Baths,  Serological,  Inacti¬ 
vating  .  4479008-014 

Water  Baths,  Serological,  Inactivat¬ 
ing  and  Wassermann  ......  4479500 

Water  Baths,  Serological,  Wasser¬ 
mann  .  4480008-014 

Water  Bottles,  Chemical  Examina¬ 
tion  .  1815000 

Water  Bulbs,  Dental .  5598000 

Water  Cans  .  9915700 

Water  Coolers  (Inverted  Bottle 

Type)  .  7953000 

Water,  Distilled,  Sterile,  Pyrogen- 

Free  .  1491000-1700 

Water  Glass  Heaters,  Dental  ....  5354000 

Water  Mailing  Cases .  4127000 

Water  Purification  Tablets  ..  9121805-810 

Water  Sterilizers,  Pressure  Type 

7910206-250 

Water  Stills  .  4226015-038 

Water  Syringe  Bulbs,  Dental  . .  .  5598000 

Water  Syringes,  Dental .  5597000 

Water  Testing  Kits,  Chemical  War¬ 
fare  Agents  .  9931000 

Water  Testing  Kits,  Poisons  Treat¬ 
ment  Control,  Complete  ....  9930700 
Water  Testing  Kits,  Poisons  Treat¬ 
ment  Control,  Empty .  9930800 

Water  Testing  Kits,  Poisons  Treat¬ 
ment  Control,  Replacement 

Sets  .  9930900 

Wax: 

Bone,  Sterile  . .  1492000 

Casting  .  5672200-3400 

Casting,  Ready-Made  Shapes  .  5673600 

Dental  .  5671000-6000 

Pencils  . .  7629000-30000 

Sealing  .  7670000 

White .  1493000 

Wax  Spatulas,  Dental .  5571000-2000 
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Webbing,  Splint  Accessory  3769000-71000 


Wedelstaedt  Chisels .  5158500—700 

Weighing  Bottles  .  4089000 

Weighted  Vaginal  Speculae .  3532000 

Weights: 

Analytical  Balance  .  4017000 

Check,  Egg  Weighing  Scale...  8107700 

Harvard  Trip  Balance .  4017300 

Paper  . 7617000 

Prescription  Balance .  7709000 

Prescription  Scale .  7892000 

Portable  Balance,  Dental .  5015000 

Weitlaner  Brain  Rectractors,  Self- 

Retaining  .  3445700 

Wet  Dressing  Bags .  3616300-500 

Whalebone  Filiforms  .  3199000 

Wheel  Chairs  .  7043000 

Wheeled  Carriages  .  .  .  7033000;  9917000 
Wheels,  Dental: 

Abrasive  .  5695700 

Brush  .  5677000-8000 

Carborundum  .  5683000—9000 

Chamois .  5691000 

Cloth,  Buffing  .  5692000-3000 

Coarse  .  5689000 

Felt  .  5694000 

Wheels,  Drinkwater  Food  Cart 

Chassis  .  7238000 

Whips,  Wire  (Egg  Beaters) .  7203000 

Whirlpool  Arm  Baths  . 7103005—008 

Whirlpool  Leg  Baths .  7104005-008 

Whiskey  . 1494000 

White  Corpuscle  Pipettes .  4281000 

Whiting  Mastoid  Curettes  .  .  3146000-8000 
Wicks: 

Alcohol  Lamps 


5381000;  5383000;  7833000 
1920  Field  Model  Incubator...  9432300 


Kerosene  Vulcanizer .  5668500 

Lantern  .  9933505-517 

Wide  Mouth  Bottles .  4056600-60500 

Wide  Range  pH  Determination 

Disks  .  9429654 

Wiener-Pierce  Antrum  Trocars  and 

Rasps . .  3436200 

Wilde  Ear  Forceps .  3224000 

Window  Guards,  Hospital  Train, 

Zl .  9927600 

Wine,  Sherry  .  1494500 

Wing  Tops,  Bunsen  Burner .  4110000 

Winter  Elevators  .  5249700-52000 

Wintrobe  Hematocrit  Tubes .  4281100 

Wire: 

Copper  .  4488000 

Corrosion-Resisting  Steel,  Dental 

3880000-90000 


Wire  (continued): 

Dental  Ligature  .  5696000 

Galvanized  Iron  .  9963000 

Gold,  Dental .  5343000-6000 

Iron,  Reagent  .  1242000 

Kirschner  .  3195805-815 

Needle,  Luer  Syringe .  3855005-025 

Platinum  .  4489000 

Silver  Alloy,  Dental  .  .  5696700-5703000 

Snare  .  3496000-8000 

Square  .  5701000-3000 

Steel  .  3889000-91000 


Wire  Drills,  Extension  Apparatus 


3195805-815 

Wire  Gauze,  Laboratory  . 

.  4491000 

Wire  Gauze  Splints . 

.  9375000 

Wire  Ladder  Splints . 

.  3754000 

Wire  Lens  Spoons . 

.  3534000 

Wire  Nippers,  Dental  .... 

.  5435700 

Wire  Tops,  Animal  Jar  .  .  . 

.  4300500 

Wires,  Cleaning,  Jackson 

Instru- 

ments . 

.  3888000 

Wires,  Stille-Gigli  Saw  (Saw 

Blades)  .  3460000-1000 

WolfFhuegel  Counting  Plates....  4188000 
Wolf-Tooth  Forceps,  Veterinary 


8067000-8000 

Wood  Applicators .  3611000 

Wood  Chisels  .  7752500-4000 

Wood  Litters,  Folding .  9936200 

Wood  Litters,  Straight  . .  7844000;  9936600 

Wood  Rasp  Files .  5308000 

Wood  Rasps,  Half-Round .  7883900 

Wood  Screws,  Assorted .  7892200 

Wood  Spoons .  7405000 

Woodson  Pluggers .  5450000—2000 

Wool  Fat,  Hydrous  (Lanolin) .  1495000 

Wools,  Test,  Vision  Test  Set .  3885000 

Woulff  Bottles  .  4089500 


Wound  Tablet  Packets  (for  Training 

Purposes) .  9122500 

Wrapping  Paper,  Dispensary  7612000-4000 

Wrapping  Paper,  Folded .  7615000 

Wrapping  Paper,  Rolls .  7616000 

Wrenches,  Ether  Cautery  Case..  8014000 

Wrenches,  Monkey .  7954000 

Wrenches,  Pipe .  7955000 

Wright’s  Stain  .  1496000 

Wright's  Stain  Mailing  Cases  ...  4124500 

Wringers,  Clothes .  9965000 

Wringers,  Mop .  7472000 

Wrist  Joint  Handpieces,  Dental  En¬ 
gine  .  5261010;  5263010 

Wrist  Splints,  Cock-up  .  3754500 

Writing  Fluid  .  7572700-800 


X-Ray  Aprons  (Radiopaque)  ....  6002000 

X-Ray  Calipers  .  6007900 

X-Ray  Developing  Cooling  Units.  6013800 
X-Ray  Developing  Powder  ..  1379000-305 
X-Ray  Developing  Trays  ...  6168000-9000 

X-Ray  Developing  Units .  6013700 

X-Ray  Field  Unit  Components: 

Auxiliary  Wash  Tanks,  Process¬ 
ing  Unit  .  9611700 

Bi-Plane  Markers  and  Reorientat¬ 
ing  Devices  .  9619100 

Control  Unit  Chests,  MD  X-4  9608808-810 
Darkroom  Processing  Units....  9611500 

Darkroom  Tents  .  9617500 

Dryer  and  Loading  Bin  Combina¬ 
tions  .  9605500 

Film  Chests .  9602500 

Foreign  Body  Localization  Fluor¬ 
oscopic  Units  .  9621500 

Generators  .  9606000 

Grids,  Portable .  9607000 

Hot  Air  Exhaust  Ducts,  Dryer  and 

Loading  Bin  Combination...  9605600 

Shockproof  Cables .  9620500 

Spare  Parts  and  Repair  Kits, 

Table  Unit  .  9624600 

Spare  Parts  and  Repair  Kits, 

X-Ray  Machine  .  9624500 

Table  Units  .  9614500 

X-Ray  Film  .  6017005-6019010 

X-Ray  Film,  Dental .  6015005-5010 

X-Ray  Film  Dryers .  6014500 

X-Ray  Film  Filing  Cabinets,  Com¬ 
ponents: 

Base  Sections  .  6006000 

Dental,  Tops .  6007700 

Unit  Sections .  6006500 

X-Ray  Film  Filing  Cabinets,  Dental  6007500 

X-Ray  Filters .  6020000 

X-Ray  Fixing  Powder  ....  1379900—80000 

X-Ray  Gloves  (Radiopaque) .  6030000 

X-Ray  Headrests .  6032000 

X-Ray  Machines: 

Dental  .  6088005-010 

Energizing  Units  for  Urological 

Tables  .  6159000 

Mobile  .  6067000 

Photoroentgenographic  Camera 

Units  .  6121000 

Portable  .  6090000 

Radiographic  and  Fluoroscopic 

6090400-1500 

X-Ray  Machines,  Complete,  X-Ray 

Field  Unit  .  9608508-510 
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X-Ray  Negative  Preservers  (Paper 

Envelopes)  .  6019700;  6122000—4000 


X-Ray  Printing  Frames  .  6027000 

X-Ray  Reducing  Glasses .  6029000 

X-Ray  Tables: 

Four-Position,  Radiographic  and 

Fluoroscopic  .  6156800 

One-Position,  Radiography  and 

Therapy  .  6156900 

Tilting,  Radiographic  and  Fluor¬ 
oscopic  .  6157000 

Urological  .  6158000 

X-Ray  Tube  Adapters,  Urological 

Table  .  9620800 

X-Ray  Tube  Stand  Units .  6169200 


Xylene  .  1497000 

Xylose,  Bacteriologic  .  1498000 


Y 

Y-Tube  Adapters  .  4002000 

Yankauer  Anesthesia  Inhalers  .  .  3696000 

Yatren  (Chiniofon)  .  1136000 

Yeast,  Dried  (Primary  Yeast)  ....  1498500 

Yellow  Fever  Vaccine .  1613000-200 

Yellow  Prussiate  (Potassium  Ferro- 

cyanide)  .  1365000 

Younger-Good  Pyorrhea  Scalers 

5551500-2500 


z 


Zephiran  Chloride  Solution  ....  1498705 
Zephiran  Chloride,  Tincture  ....  1498710 

Zinc  .  1500500 

Zinc  Chloride  and  Creatinine  ....  1 156000 

Zinc  Chloride  .  1500000 

Zinc  Oxide  Ointment.  .  1502000;  9123000 

Zinc  Oxide  Paste,  Lassar's .  1502500 

Zinc  Oxide  .  1501000 

Zinc  Peroxide  .  1502700 

Zinc  Stearate  .  1503000 

Zinc  Sulfate  .  1504000 
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Headquarters,  Army  Service  Forces, 

Washington  25,  D.  C.  1  March  19M* 

Army  Service  Forces  Medical  Supply  Catalog  MED  6,  SETS:  Small 
Assemblies,  Kits  and  Chests,  has  been  prepared  under  the  supervision  of 
The  Surgeon  General  and  is  published  for  the  information  and  guidance  of 
all  concerned. 

[CSPX  400.152  (1  March  1944).] 

By  command  of  Lieutenant  General  Somervell: 

W.  D.  Styer, 

Major  General,  General  Staff  Corps, 

Chief  of  Staff . 


OFFICIAL: 

J.  A.  Ulio, 

Major  General, 

The  Adjutant  General.  • 


DISTRIBUTION: 

As  prescribed  in  par.  9a,  FM  21-6,  except  as  follows:  ROTC  (0),  Gen 
and  Sp  Serv  Schools  (1),  Med  Dept  Concentration  Centers  (2),  Med  Pro¬ 
curement  Dist  (50),  PE  (20)  ;  D  (3)  except  Numbered  Gen  Hosp  (25), 
Named  Gen  Hosp  (50),  Hosp  Centers  (3)  ;  B  (2)  except  Aux  Surgical  Gp 
(1) ,  Gen  Dispensary  (4) ,  Med  Examing  Unit  Avn  (2) ,  Med  Depots  (50) , 
Med  Sect,  ASF  Depots  (50),  Hosp  Train  (1),  Med  Lab,  Army  or  CZ  (2), 
Gen  Med  Lab  (4)  ;  R  8  (1)  except  Sta  Hosp  750-bed  or  over  (20),  Sta  Hosp 
500  to  750-bed  (15) ,  Sta  Hosp  250  to  500-bed  (6) ,  Sta  Hosp  100  to  250-bed 
(3),  Sta  Hosp  25 to  100-bed  (2)  ;  Field  Hosp  (6) ,  Convalescent  Hosp  (10), 
Convalescent  Camp  (6),  Rest  Camp  (6),  Portable  Surgical  Hosp  (1),  Vet 
Sta  Hosp  (2),  Vet  Evac  Hosp  (2),  Vet  Gen  Hosp  (2),  Vet  Convalescent 
Hcsp  (2) ,  Air  Depot  Gp  (1) ,  Serv  Gp  (1) ,  Med  Dispensary  Avn  (1) ,  Tac¬ 
tical  Gp  (1),  Evac  Hosp  (2),  Evac  Hosp,  Semi-Mobile  (2)  ;  Bn  8  (5)  ;  C  8 

(1)  except  Med  Depot  Co  (10)  ;  Army  Transports  (1),  Ambulance  Ships 

(2) ,  Serv  Comd  Lab  (2),  Med  Dept  Serv  Org  (1),  Industrial  Dispensary 
(2),  RC  (1),  Med  Repl  Trng  Centers  (10),  Repl  Trng  Centers  (1),  Med 
Techn  Schools  (4),  Holding  and  Reconsignment  Points  (2),  Hq  Armd 
Center  (2),  U.  S.  Atlantic  Fleet  AGF  (Force  Hq  Sec  (Army)  (2),  Tng 
Centers  (2) ,  Hq  TD  Center  (2) ,  Hq  AB  Center  (2) ,  Hq  AA  Comd  (2) ,  O 
Candidate  Schools  (4),  Repl  and  School  Comd  (2)  ;  School  of  Avn  Medi¬ 
cine  (2)  ;  AAF  School  of  Air  Evacuation  (3)  ;  AAF  Tactical  Center  (3)  ; 
AAF  Med  Field  Serv  School  (10).  (For  explanation  of  symbols  see 
FM  21-6.) 


MED  6 


NUMBER 

ITEM 

UNIT 

QUAN 

TITY 

3075000 — Case,  Bronchoscopic,  Complete:  (Contents) 

3076000 

Case,  bronchoscopic,  empty . 

l 

3009000 

Block,  bite,  adult . 

1 

3010000 

Block,  bite,  adolescent . 

3011000 

Block,  bite,  child . 

1 

3032000 

Bougie,  esophageal,  lOFr . 

1 

3034000 

Bougie,  esophageal,  12Fr . 

1 

3036000 

Bougie,  esophageal,  14Fr . 

Each 

3038000 

Bougie,  esophageal,  16Fr . 

1 

3039000 

Bougie,  esophageal,  18Fr . 

3039200 

Bougie,  esophageal,  20Fr . 

l 

3039400 

Bougie,  esophageal,  22Fr . 

1 

3039600 

Bougie,  esophageal,  24Fr . 

1 

3039800 

Bougie,  esophageal,  26Fr . 

1 

3040000 

Bougie,  esophageal,  28Fr . 

1 

3042000 

Bougie,  tracheal,  18Fr . 

1 

3043000 

Bougie,  tracheal,  21Fr . 

1 

3044000 

Bougie,  tracheal,  24Fr . 

1 

3045000 

Bougie,  tracheal,  30Fr . 

1 

3046000 

Bougie,  tracheal,  36Fr . 

Each 

1 

3053000 

Bronchoscope,  infant . 

1 

3053500 

Bronchoscope,  child . 

1 

3054000 

Bronchoscope,  adolescent . 

1 

3054500 

Bronchoscope,  adult . ' . . 

1 

3056000 

Bronchoscope,  standard  aspirating,  adolescent-adult . 

Each 

1 

3056200 

Bronchoscope,  full  lumen,  aspirating . 

Each 

1 

3056500 

Bronchoscope,  adult  (deep  bronchi),  heavy . . . 

Each 

1 

3070500 

Carrier,  sponge,  child . 

12 

3190500 

Esophagoscope,  6  mm.  by  35  cm.,  child . 

Each 

1 

3191000 

Esophagoscope,  9  mm.  by  45  cm.,  adult . 

Each 

1 

3191500 

Esophagoscope,  5  mm.  by  45  cm.,  full  lumen . 

Each 

1 

3191700 

Esophagoscope,  6  mm.  by  35  cm.,  full  lumen. . . 

Each 

1 

3192000 

Esophagoscope,  7  mm.  by  45  cm.,  full  lumen . 

Each 

1 

3192500 

Esophagoscope,  9  mm.  by  53  cm.,  full  lumen . 

Each 

1 

3193500 

Evacuator,  esophageal . 

1 

3200500 

Forceps,  bead,  medium,  50-cm.,  Tucker . 

Each 

1 

3228200 

Forceps,  forward  grasping,  60-cm.,  Jackson . 

Each 

1 

3228400 

Forceps,  for  globular  objects,  50-«cm.,  Jackson . 

Each 

1 

3243500 

Forceps,  laryngeal,  basket  punch,  28-cm.,  Jackson . 

Each 

1 

3244200 

Forceps,  laryngeal,  cup,  large,  28-cm.,  straight,  Jackson . 

Each 

1 

3244400 

Forceps,  laryngeal,  cup,  medium,  28-cm.,  angular,  Jackson . 

Each 

1 

3244600 

Forceps,  laryngeal,  cup,  medium,  28-cm.,  straight,  Jackson . 

Each 

1 

3244800 

Forceps,  laryngeal,  grasping,  28-cm.,  Jackson . . 

Each 

1 

3245200 

Forceps,  laryngeal,  rotation,  28-cm.,  Jackson . 

Each 

1 

3245400 

Forceps,  laryngeal,  tissue,  specimen,  28-cm.,  Jackson . 

Each 

1 

3253500 

Forceps,  meat,  50-cm.,  Jackson . . 

1 

3264400 

Forceps,  ring  rotation,  medium,  50-cm.,  Jackson . 

Each 

1 

3264500 

Forceps,  ring  rotation,  fluoroscopic,  60-cm.,  Jackson . 

Each 

1 

3264700 

Forceps,  rotation,  right  angle,  50-cm.,  Jackson . 

Each 

1 

3265500 

Forceps,  side-curved,  medium,  40-cm.,  Jackson . 

Each 

1 

3265700 

Forceps,  side-curved,  regular,  50-cm.,  Jackson . 

Each 

1 

3267800 

Forceps,  tack  and  pin,  50-cm.,  Tucker . 

Each 

1 

3269100 

Forceps,  throat,  Jackson . 

Each 

1 
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NUMBER 

ITEM 

UNIT 

QUAN¬ 

TITY 

3269300 

3075000 — Case,  Bronchoscopic,  Complete:  (Contents) — Continued 

Forceps,  tissue  specimen,  light  (bronchial),  50-cm.,  Jackson . 

Each 

1 

3269400 

Forceps,  tissue  specimen,  square-end,  60-cm.,  Jackson . 

Each 

1 

3344000 

Lamp  bulb,  bronchoscopic . 

Each 

12 

3345000 

Laryngoscope,  adult . 

Each 

1 

3345500 

Laryngoscope,  adolescent-adult . 

Each 

1 

3345700 

Laryngoscope,  adult,  anterior  commissure . 

Each 

1 

3346000 

Laryngoscope,  child . 

Each 

1 

3516500 

Speculum,  esophageal . 

Each 

1 

3548000 

Tube,  aspirating,  laryngeal,  ‘20-cm . 

Each 

1 

3548500 

Tube,  aspirating,  endoscopic,  50-cm . 

Each 

1 

3550000 

Tube,  aspirating,  esophageal,  60-cm . 

Each 

1 

3550200 

Tube,  aspirating,  bronchial,  large,  curved . 

Each 

1 

3550300 

Tube,  aspirating,  bronchial,  large,  straight . 

Each 

1 

3550400 

Tube,  aspirating,  bronchial,  small,  curved . 

Each 

1 

3550500 

Tube,  aspirating,  bronchial,  small,  straight . 

Each 

1 

3550600 

Tube,  aspirating,  open-end,  light,  35-cm . 

Each 

1 

3550700 

Tube,  aspirating,  open-end,  warning  stop  at  30  cm . 

Each 

1 

3550800 

Tube,  aspirating,  open-end,  warning  stop  at  40  cm . 

Each 

1 

3553500 

Tube,  suction . 

Each 

2 

3553700 

Tube,  suction,  specimen-collecting  cup . 

Each 

1 

3559000 

Tube,  trachea,  laryngostomy,  size  4 . 

Each 

1 

3661710 

Cord,  electric,  for  diagnostic  appliances,  Boehm-Pilling . 

Each 

3 

3733000 

Rule,  bronchoscopic . 

Each 

1 

3864700 

Tool,  cleaning . 

Each 

1 

3888000 

Wire,  cleaning,  12  feet . 

Coil 

1 

3077000 — Case,  Diagnostic,  Eye,  Ear,  Nose  and  Throat,  Complete:  (Contents) 

Container,  leather . 

Each 

1 

AOC-1077 

Cords:  With  male  fittings  at  transformer  end  and  plug  at  handle  end . 

Each 

1 

AOC-1096 

Cord  adapter:  To  permit  use  of  battery  handle  through  cords . 

Each 

1 

AOC-1074 

Cord  handle :  Detachable  plug  type . 

Each 

1 

3159500 

Depressor,  tongue,  electric . 

Each 

1 

Handle:  For  2-cell  Eveready  950 . 

Each 

1 

3402900 

Ophthalmoscope,  electric . 

Each 

1 

3403310 

Ophthalmoscope,  lamp  bulb,  G-33^;  Mazda  No.  14 . 

Each 

6 

3404000 

Otoscope,  electric . 

Each 

1 

3440500 

Retinoscope,  electric . 

Each 

1 

3090000 — Case,  Trial  Lenses,  Complete :  (Contents) 

Container . 

Each 

1 

Disk,  blinder . 

Each 

1 

Disk,  Maddox  rod . ' . 

Each 

1 

Disk,  pin  hole . 

Each 

1 

Disk,  plain  glass  (piano) . 

Each 

1 

Disk,  red  glass . 

Each 

1 

Disk,  stenopaic  slit . 

Each 

1 

Lens,  cylindrical,  concave . 

Pair 

18 

Lens,  cylindrical,  convex . 

Pair 

18 
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3090000 — Case,  Trial  Lenses,  Complete:  (Contents) — Continued 

. 

Lens,  spherical,  concave . . . 

Pair 

27 

. 

Lens,  spherical,  convex . 

Pair 

27 

Prism,  .50  diopter . 

Pair 

1 

Prism,  1.00  diopter . 

Pair 

1 

Prism,  2.00  diopter . 

Pair 

1 

Prism,  3.00  diopter . 

Pair 

1 

Prism,  4.00  diopter . 

Each 

1 

Prism,  5.00  diopter . 

Each 

1 

Prism,  6.00  diopter . 

Each 

1 

Prism,  8.00  diopter . . 

Each 

1 

3091000 

Case,  trial  lenses,  trial  frame  for . 

Each 

1 

3440000 

Retinoscope . 

Each 

1 

3617000 — Balkan  Frame,  Complete: 

3617500 

Balkan  frame,  buckshot  bag,  3-inch . 

Each 

10 

3617700 

Balkan  frame,  buckshot  bag,  5-inch . 

Each 

10 

3617900 

Balkan  frame,  buckshot  bag,  8-inch . 

Each 

5 

3618300 

Balkan  frame  clamp,  large . *. . 

Each 

10 

3618500 

Balkan  frame  clamp,  small . 

Each 

10 

3618700 

Balkan  frame  hammock,  large . 

Each 

1 

3168900 

Balkan  frame  hammock,  small . 

Each 

1 

3619100 

Balkan  frame  poles,  12 . 

Set 

1 

3619300 

Balkan  frame  pulley . 

Each 

8 

3619500 

Balkan  frame  rope . 

Yard 

30 

7750000 — Chest,  Tool,  Large,  Complete:  (Contents) 

7750100 

Chest,  tool,  large,  empty . 

Each 

1 

7703300 

Awl,  brad,  assorted,  set  of  3 . 

Set 

1 

7703500 

Awl,  scratch . 

Each 

1 

7718600 

Bit,  drill,  assorted,  set  of  3 . 

Set 

1 

7718700 

Bit,  expansive,  ]/%  to  lj^-inch . 

Each 

1 

7719000 

Bit,  screwdriver,  %-inch . 

Each 

1 

7729000 

Brace,  ratchet . 

Each 

1 

7737000 

Can,  oil,  2-oz . 

Each 

1 

7748500 

Chalk  line  with  reel  and  awl,  complete . 

Each 

1 

7752000 

Chisel,  cold,  %-inch . 

Each 

1 

7752500 

Chisel,  wood,  socket  firmer,  %-inch . 

Each 

1 

7752600 

Chisel,  wood,  socket  firmer,  3^-inch . 

Each 

1 

7752700 

Chisel,  wrood,  socket  firmer,  1-inch . v . 

Each 

1 

7754000 

Chisel,  wood,  socket  firmer,  l^-inch. . 

Each 

1 

7777000 

Countersink . •» . 

Each 

1 

7794500 

Divider,  8-inch . 

Each 

1 

7794700 

Drawing  knife,  carpenter’s . 

Each 

1 

7799000 

File,  5-inch,  triangular . 

Each 

1 

7799200 

File,  flat  bastard,  10-inch . 

Each 

1 

7799400 

File,  round  bastard,  10-inch . 

Each 

1 

7799500 

File,  saw,  taper,  33^-inch . 

Each 

1 

7799600 

File,  saw,  taper,  4-inch . 

Each 

1 

. 
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7750000 — Chest,  Tool,  Large,  Complete:  (Contents) — Continued 

7806000 

Gage,  marking . . 

1 

7806200 

Gimlet,  set  of  3 . 

1 

7817000 

Hammer,  claw . 

1 

7818000 

Hatchet,  claw . 

1 

7819200 

Hone,  oil,  carborundum . 

1 

7834000 

Level,  spirit . 

1 

7852000 

Mallet,  carpenter’s . . . 

1 

7861000 

Nail  puller . 

1 

7861500 

Nail-set . 

1 

7875500 

Pincers,  carpenter’s . 

Each 

1 

7880200 

Plane,  fore . 

1 

7880400 

Plane,  jack . 

1 

7880500 

Plane,  rabbet . 

1 

7881000 

Plane,  smoothing . 

1 

7882000 

Pliers,  combination . 

1 

7883900 

Rasp,  wood,  half-round . 

1 

7885000 

Rule,  carpenter’s . 

1 

7886000 

Saw,  crosscut,  20-inch  blade . 

1 

7887000 

Saw,  crosscut,  22-inch  blade . 

1 

7887500 

Saw,  keyhole . 

l 

7888000 

Saw,  rip . 

1 

7888500 

Saw-set . 

1 

7892500 

Screw,  bench . 

1 

7893000 

Screwdriver,  3-inch  blade . 

1 

7896500 

Screwdriver,  ratchet,  6-inch  blade . 

1 

7896700 

Screw,  hand,  10-inch . 

1 

7905000 

Spokeshave . 

1 

7926500 

T-bevel . 

1 

7926700 

Tacks  and  brads,  assorted,  27  dozen . 

Box 

1 

7930000 

Tape  measure,  metallic,  50-foot . 

Each 

1 

7942000 

Try  square . 

1 

7954000 

Wrench,  monkey . 

Each 

1 

7751000 — Chest,  Tool,  Small,  Complete:  (Contents) 

7751100 

Chest,  tool,  small,  empty . 

1 

7657000 

Stencil  set . 

Set 

1 

7659000 

Tag,  shipping,  linen,  50 . 

5 

7718200 

Bit,  auger,  5  /16-inch . 

1 

7718300 

Bit,  auger,  J^-inch . 

l 

7718400 

Bit,  auger,  %-inch . 

1 

7718500 

Bit,  auger,  1-inch . 

1 

7719000 

Bit,  screwdriver,  j^-inch . . 

1 

7724500 

Box  opener . 

1 

7729000 

Brace,  ratchet . 

1 

7748500 

Chalk  line  with  reel  and  awl,  complete . 

1 

7752000 

Chisel,  cold,  J^-inch . 

1 

7752600 

Chisel,  wood,  socket  firmer,  J^-inch . 

1 

7754000 

Chisel,  wood,  socket  firmer,  l/^-inch . 

Each 

1 

7799000 

File,  5-inch,  triangular . 

1 

7799300 

File,  mill  bastard,  6-inch . 

1 

t 
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7817000 

7751000 — Chest,  Tool,  Small,  Complete:  (Contents) — Continued 

Hammer,  claw . 

1 

7818000 

Hatchet,  claw . . . 

1 

7819200 

Hone,  oil,  carborundum . 

Each 

1 

7881000 

Plane,  smoothing . 

1 

7882000 

Pliers,  combination . 

1 

7885000 

Rule,  carpenter’s . 

1 

7886000 

Saw,  crosscut,  20-inch  blade . 

Each 

1 

7888000 

Saw,  rip . 

Each 

1 

7892200 

Screw,  wood,  assorted . 

Box 

1 

7893000 

Screwdriver,  3-inch  blade . 

Each 

1 

7905000 

Spokeshave . 

Each 

1 

7926700 

Tacks  and  brads,  assorted,  27  dozen . 

Box 

1 

7930000 

Tape  measure,  metallic,  50-foot . . 

Each 

1 

7942000 

Try  square . 

Each 

1 

7793000 — Dispensing  Set,  Complete:  (Contents) 

Container,  wood  box . 

1 

4049000 

Bottle,  narrow  mouth,  30-cc.,  clear . 

Each 

6 

4049200 

Bottle,  narrow  mouth,  60-cc.,  clear . 

Each 

12 

4049400 

Bottle,  narrow  mouth,  60-cc.,  amber . 

Each 

12 

4050000 

Bottle,  narrow  mouth,  120-cc.,  clear . 

Each 

18 

4051000 

Bottle,  narrow  mouth,  250-cc.,  clear . 

Each 

24 

4051500 

Bottle,  narrow  mouth,  500-cc.,  clear . 

Each 

9 

4053000 

Bottle,  narrow  mouth,  1-liter,  clear . 

Each 

12 

4058200 

Bottle,  wide  mouth,  60-cc.,  clear . 

Each 

12 

4058400 

Bottle,  wide  mouth,  120-cc.,  clear . 

Each 

12 

4058600 

Bottle,  wide  mouth,  120-cc.,  amber . 

Each 

6 

4060000 

Bottle,  wide  mouth,  250-cc.,  clear . 

Each 

18 

4060500 

Bottle,  wide  mouth,  500-cc.,  clear . 

Each 

9 

7825000 

Jar,  ointment,  8-oz . 

Each 

12 

7794200 

7794000 — Dispensing  Set,  Veterinary,  Complete:  (Contents) 

Dispensing  set,  veterinary,  container . 

Each 

1 

4050000 

Bottle,  narrow  mouth,  120-cc.,  clear . 

Each 

12 

4050200 

Bottle,  narrow  mouth,  120-cc.,  amber . 

Each 

12 

4051000 

Bottle,  narrow  mouth,  250-cc.,  clear . 

Each 

12 

4051500 

Bottle,  narrow  mouth,  500-cc.,  clear . 

Each 

12 

4053000 

Bottle,  narrow  mouth,  1-liter,  clear . 

Each 

12 

4058400 

Bottle,  wide  mouth,  120-cc.,  clear . 

Each 

12 

4060000 

Bottle,  wide  mouth,  250-cc.,  clear . .  .  . 

Each 

12 

4060500 

Bottle,  wide  mouth,  500-cc.,  clear . 

Each 

12 

7825000 

Jar,  ointment,  8-oz . 

Each 

12 

8019100 

8019000 — Case,  Hypodermic  Tablets,  Veterinary,  Complete:  (Contents) 

Case,  hypodermic  tablets,  veterinary,  empty . 

Each 

1 

1075000 

Arecoline  hydrobromide,  10  hypo  tablets . 

Tube 

2 
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8019000 — Case,  Hypodermic  Tablets,  Veterinary,  Complete:  (Contents) — Continued 

1108500 

Butyn  sulfate,  10  hypo  tablets . 

Tube 

2 

1222000 

Glyceryl  trinitrate,  10  1/10-gr.  hypo  tablets . 

Tube 

1 

1352000 

Pilocarpine  hydrochloride,  10  hypo  tablets . 

Tube 

1 

1459000 

Strychnine  sulfate,  10  y^-gr.  hypo  tablets . 

Tube 

3 

8140000 

Vial,  6  3^-cc . 

Each 

2 

8020000 — Case,  Mallein  Test,  Complete:  (Contents) 

9708000 

Kit  component,  litter  strap . 

Each 

1 

9708500 

Kit  component,  pouch . 

Each 

1 

9747500 

Block,  wood,  for  syringes  and  needles . 

Each 

1 

1735000 

Mallein  intradermic . . . 

Dose 

240 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

1 

3220000 

Forceps,  dressing,  5^-inch,  straight . 

Each 

1 

3611000 

Applicator,  wood,  6  gross . 12  Applicators 

3847000 

Syringe,  Luer,  needle,  25-gage,  }4-inch  canula,  12 . 

Box 

1 

4126000 

Case,  mailing,  Wassermann . 

Each 

4 

4439000 

Test  tube,  Wassermann . 

Each 

14 

7627000 

Pencil,  indelible . . 

Each 

1 

7760000 

Cork,  No.  2,  100  (for  4439000) . 14  Corks 

8122000 

Syringe,  Luer,  J^-cc.,  Mallein  type . 

Each 

4 

8127000 

Thermometer,  clinical,  veterinary . 

Each 

2 

9112000 

Iodine  swab,  1^-cc.,  6 . 

Box 

4 

9767500 

Container,  metal,  No.  1  (for  9112000) . 

Each 

2 

9911000 

Book,  note,  manifolding,  binder . 

Each 

1 

9911500 

Book,  note,  manifolding,  filler . 

Each 

1 

9925000 

Flask,  with  cup . 

Each 

1 

9951500 

Sterilizer,  hypodermic  needle . 

Each 

1. 

* 

8021000 — Case,  Meat  and  Dairy  Inspection,  Complete:  (Contents) 

8021100 

Case,  meat  and  dairy  inspection,  empty . 

Each 

1 

7178000 

Towel,  hand . 

Each 

2 

7314500 

Knife,  skinning,  6-inch  blade . 

Each 

2 

7409000 

Steel,  butcher’s . 

Each 

1 

7493000 

Soap,  white,  floating,  6  oz . 

Bar 

1 

7598000 

Pad,  stamp,  dry . 

Each 

1 

8003200 

Box  and  crate  opener . 

Each 

1 

8052800 

Container,  ink . 

Each 

1 

8080000 

Hook,  gland . 

Each 

1 

8099500 

Opener,  can,  special . 

Each 

1 

8111500 

Stamp,  meat-inspection,  metal . 

Each 

1 

8112100 

Stone,  carborundum . 

Each 

1 

8127000 

Thermometer,  clinical,  veterinary . 

Each 

1 

8128000 

Thermometer,  dairy . 

Each 

1 

8129000 

Trier,  cheese,  lard  and  butter,  6-inch . 

Each 

1 

8131000 

Trier,  lard  and  butter,  14-inch . 

Each 

1 

6 
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8133000 

9433000 

9911000 

9911500 

9913000 


8023500 

9805200 

3335900 

3336200 

8002600 

8002700 

3392500 

3393100 

3393500 

3475000 

3799500 

8057000 

8066200 

8070000 

8101800 


8024100 

3121000 

3222000 

3336200 

3349000 

3472000 

3475500 

7245000 

7307500 

7381500 

7409000 


8029500 

8030000 

8031000 

8032000 

8033000 

8034000 

8035000 

8036000 

8037000 

8038000 

8040000 


ITEM 


UNIT 


8021000 — Case,  Meat  and  Dairy  Inspection,  Complete:  (Contents) — Continued 


Trier,  meat,  8-inch . : . 

Magnifier,  folding . 

Book,  note,  manifolding,  binder . - . 

Book,  note,  manifolding,  filler . 

Box,  soap . .. . 

8023000 — Case,  Pocket,  Veterinary,  Complete:  (Contents) 


Each 

Each 

Each 

Each 

Each 


Case,  pocket,  veterinary,  empty . 

Case,  general  operating,  veterinary,  container,  metal,  for  4  knives . 

Knife,  operating,  1^-inch  blade . 

Knife,  operating,  2-inch  blade . 

Bistoury,  probe-pointed,  curved . 

Bistoury,  sharp-pointed,  curved . 

Needle,  surgeon’s  regular,  size  2,  ^-circle,  6 . 

Needle,  surgeon’s  regular,  size  4,  ^-circle,  6 . 

Needle,  surgeon’s  regular,  size  6,  ^-circle,  6 . 

Scissors,  operating,  5j/£-inch,  straight,  1  point  sharp . 

Suture,  silk,  dermal,  coarse,  1  suture . 

Curette,  sharp,  double-ended . 

Forceps,  hemostatic,  5^-inch,  straight,  Pean . 

Gouge,  hoof . 

Probe,  jointed,  veterinary . 

8024000 — Case,  Post-Mortem,  Veterinary,  Complete:  (Contents) 

Case,  post-mortem,  veterinary,  empty . 

Chisel,  bone,  18-mm . ; . 

Forceps,  dressing,  10-inch,  curved,  Bozeman . 

Knife,  operating,  2-inch  blade . 

Mallet,  hardwood . 

Scissors,  operating,  63^-inch,  straight,  double-blunt . 

Scissors,  enterotomy . 

Cleaver . 

Knife,  butcher,  6-inch  blade . 

Saw,  meat,  14-inch . . . 

Steel,  butcher’s . . 


Each 

Each 

Each 

Each 

Each 

Each 

Pkg. 

Pkg. 

Pkg. 

Each 

Pkg. 

Each 

Each 

Each 

Each 


Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 


QUAN¬ 

TITY 


2 

1 

1 

1 

1 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

3 

1 

2 

1 

1 


1 

1 

2 

2 

1 

1 

1 

3 

1 

1 


8029000 — Chest,  Clipping,  Complete:  (Contents) 


Chest,  clipping,  empty .  .  . 

Clipper,  complete . 

Clipper,  bottom  plate.  .  .  . 

Clipper,  chain,  link . 

Clipper,  chain  grease,  1  lb 
Clipper,  head,  complete  .  . 

Clipper,  top  plate . 

Clipper,  tension  bolt . 

Clipper,  tension  nut . 

Clipper,  tension  spring.  .  . 
Shears,  fetlock . 


Each 

Each 

Each 

Each 

Tin 

Each 

Each 

Each 

Each 

Each 

Each 


1 

1 

3 

12 

1 

2 

12 

2 

2 

2 

1 
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TITY 

9308500 — Case,  Operating,  Small,  Improved,  Complete:  (Contents) 

9308600 

Case,  operating,  small,  improved,  empty . 

Each 

1 

3159000 

Depressor,  tongue,  metal  . 

Each 

1 

3173000 

Director,  grooved,  probe  point . 

Each 

1 

3222000 

Forceps,  dressing,  10-inch,  curved,  Bozeman . 

Each 

1 

3224000 

Forceps,  ear,  5^-inch,  angular,  Wilde . 

Each 

1 

3230000 

Forceps,  hemostatic,  6J4-inch,  straight,  Rankin . 

Each 

4 

3231000 

Forceps,  hemostatic,  6J^-inch,  curved,  Rochester-Pean . 

Each 

2 

3250000 

Forceps,  mastoid,  rongeur,  7-inch,  curved,  Bane . 

Each 

1 

3269500 

Forceps,  tissue,  spring,  4^-inch,  straight . 

Each 

1 

3270000 

Forceps,  tissue,  spring,  5J^-inch,  straight . 

Each 

1 

3296700 

Holder,  needle,  73'2-inch,  Hegar-Mayo . . 

Each 

1 

3325000 

Knife,  ear,  myringotome . 

Each 

1 

3336500 

Knife,  operating,  handle  No.  3 . 

Each 

1 

3336900 

Knife,  operating,  blade  No.  10,  6 . . . 

Pkg. 

1 

3337000 

Knife,  operating,  blade  No.  11,6 . 

Pkg. 

1 

3337100 

Knife,  operating,  blade  No.  12,  6 . 

Pkg. 

1 

3337300 

Knife,  operating,  blade  No.  15,  6 . 

Pkg. 

1 

3356000 

Needle,  aneurism,  Cooper . 

Each 

1 

3363100 

Needle,  catgut,  size  2,  half-circle,  6 . 

Pkg. 

1 

3364100 

Needle,  catgut,  size  4,  half-circle,  6 . 

Pkg. 

1 

3379100 

Needle,  intestinal,  size  2,  half-circle,  6 . 

Pkg. 

1 

3380200 

Needle,  intestinal,  size  4,  half-circle,  6 . 

Pkg. 

1 

3380500 

Needle,  intestinal,  size  3,  half-circle,  fine,  6 . 

Pkg. 

1 

3380900 

Needle,  intestinal,  size  6,  half-circle,  fine,  6 . 

Pkg. 

1 

3382100 

Needle,  intestinal,  1%-inch,  straight,  6 . 

Pkg. 

1 

3392500 

Needle,  surgeon’s  regular,  size  2,  %-circle,  6 . 

Pkg. 

1 

3393500 

Needle,  surgeon’s  regular,  size  6,  %-circle,  6 . 

Pkg. 

1 

3394500 

Needle,  surgeon’s  regular,  size  10,  ^-circle,  6 . 

Pkg. 

1 

3395000 

Needle,  surgeon’s  regular,  size  12,  ^g-circle,  6 . 

Pkg. 

1 

3396100 

Needle,  surgeon’s  regular,  size  16,  ^-circle,  6 . 

Pkg. 

1 

3397100 

Needle,  surgeon’s  regular,  size  20,  ^-circle,  6 . 

Pkg. 

1 

3401100 

Needle,  uterine,  size  5,  half-circle,  6 . 

Pkg. 

1 

3402100 

Needle,  uterine,  size  7,  half-circle,  6 . 

Pkg. 

1 

3424000 

Probe . . . 

Each 

1 

3469000 

Scissors,  dissecting,  5^-inch,  curved . 

Each 

1 

3475000 

Scissors,  operating,  5^-ineh,  straight,  1  point  sharp . 

Each 

1 

3515000 

Specula,  ear,  set  of  3 . 

Set 

1 

3521000 

Speculum,  nasal,  Ingal . 

Each 

1 

3536000 

Spud, eye . 

Each 

1 

3689000 

Headband,  adjustable  strap . ’ . 

Each 

1 

3691000 

Headband  mirror . 

Each 

1 

3799600 

Suture,  silk,  dermal,  medium,  1  suture . 

Pkg. 

1 

3805000 

Suture,  silkworm  gut,  coarse,  100  sutures . • . 

Coil 

1 

3813000 

Syringe,  ear,  2-oz . 

Each 

1 

9370500 

Shield,  headband  mirror,  metal . 

Each 

1 

9309000 — Case,  Post-Mortem,  Complete :  (Contents) 

9309100 

Case,  post-mortem;  empty . 

Each 

1 

9309200 

Case,  post-mortem,  container,  metal,  for  instruments . 

Each 

1 

3068000  - 

Canula,  utricle . 

Each 

1 
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9309000 — Case,  Post-Mortem,  Complete:  (Contents) — Continued 

3121000 

Chisel,  bone,  18-mm . 

1 

3124400 

Chisel,  bone,  osteotome,  30-mm . 

1 

3173000 

Director,  grooved,  probe  point . 

1 

3201000 

Forceps,  bone-cutting,  8 J^-inch,  straight,  Liston . 

Each 

1 

3222000 

Forceps,  dressing.  10-inch,  curved,  Bozeman . 

Each 

1 

3230000 

Forceps,  hemostatic,  6)^-inch,  straight,  Rankin . 

Each 

2 

3270000 

Forceps,  tissue,  spring,  53^-inch,  straight . 

Each 

2 

3291000 

Gouge,  bone,  10-mm . 

3315000 

Knife,  amputating,  63^-inch  blade,  double-edged . 

Each 

1 

3318000 

Knife,  cartilage,  post-mortem . 

2 

3336200 

Knife,  operating,  2-inch  blade . 

2 

3340000 

Knife,  plaster . 

1 

3352500 

Mallet,  metal,  surgical,  orthopedic . 

Each 

1 

3360000 

Needle,  post-mortem . T . 

3 

3424000 

Probe . 

1 

3434000 

Rachiotome . 

1 

3459000 

Saw,  amputating . 

1 

3472000 

Scissors,  operating,  6^-inch,  straight,  double-blunt . 

Each 

2 

3475500 

Scissors  k  enterotomy . 

1 

3499000 

Sound, 18Fr . 

Each 

1 

9309800 — Case,  Trial  Lenses,  Pocket  Set:  (Contents) 

Container . 

1 

Lens,  cylindrical,  concave:  .25;  .50;  .75;  1.00;  2.00;  3.00 . 

Pair 

1 

Lens,  cylindrical,  convex:  .25;  .50;  .75;  1.00;  2.00;  3.00 . 

Pair 

1 

Lens,  spherical,  concave:  .25;  .50;  .75;  1.00;  2.00;  3.00;  4.00 . 

1 

Lens,  spherical,  convex:  .25;  .50;  .75;  1.00;  2.00;  3.00;  4.00 . 

1 

Disk,  red:  Glass . 

1 

Disk,  opaque:  Fiber . 

Each 

l 

9310000 — Case,  Ward,  Complete:  (Contents) 

9310100 

Case,  ward,  empty . 

1 

3173000 

Director,  grooved,  probe  point . 

1 

3230000 

Forceps,  hemostatic,  6^-inch,  straight,  Rankin . 

Each 

6 

3231000 

Forceps,  hemostatic,  6J4-inch,  curved,  Rochester-Pean . 

Each 

12 

3235000 

Forceps,  hysterectomy,  8J^-inch,  curved,  Pean . 

Each 

2 

3336500 

Knife,  operating,  handle  No.  3 . 

1 

3336900 

Knife,  operating,  blade  No.  10,  6 . 

Pkg. 

2 

3337000 

Knife,  operating,  blade  No.  11,6 . 

Pkg. 

2 

3426000 

Probe,  bullet . 

2 

3468000 

Scissors,  bandage . 

2 

3475000 

Scissors,  operating,  5^-inch,  straight,  1  point  sharp . 

Each 

4 

3720000 

Razor,  safety . 

2 

3721000 

Razor,  safety,  blades,  5 . 

Pkg. 

3 

9321000 — Basic  Instrument  Set,  Complete  (1942  Model):  (Contents) 

9321200 

Basic  instrument  set  (1942  model),  case,  empty . 

Each 

1 

3129500 

Clamp,  pylorus,  8-inch . 

Each 

1 
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3142000 

9321000 — Basic  Instrument  Set,  Complete  (1942  Model):  (Contents) — Continued 

Curette,  mastoid,  size  3,  Buck . 

Each 

1 

3173500 

Director,  grooved,  round  point . 

Each 

1 

3218600 

Forceps,  cystic  duct,  73^-inch,  Curved,  Shallcross . 

Each 

2 

3221000 

Forceps,  dressing,  10-inch,  straight . . 

Each 

1 

3228600 

Forceps,  gallstone,  8^-inch.  curved,  Rochester . 

Each 

1 

3229000 

Forceps,  hemostatic,  mosquito,  5-inch,  straight,  Halstead . 

Each 

6 

3230000 

Forceps,  hemostatic,  6J4-inch,  straight,  Rankin . 

Each 

18 

3231000 

Forceps,  hemostatic,  63^-inch,  curved,  Rochester-Pean . 

Each 

18 

3234000 

Forceps,  hemostatic,  straight,  Rochester-Ochsner . 

Each 

18 

3235000 

Forceps,  hysterectomy,  8^-inch,  curved,  Pean . 

Each 

6 

3237000 

Forceps,  intestinal,  9-inch,  curved,  Doyen . . 

Each 

2 

3238000 

Forceps,  intestinal,  9-inch,  straight,  Doyen . 

Each 

2 

3238500 

Forceps,  intestinal,  7)4‘inch,  straight,  Judd-Allis . 

Each 

4 

3243000 

Forceps,  kidney,  9-inch,  curved,  Stille . * . 

Each 

2 

3267000 

Forceps,  sponge,  93^-inch,  straight,  Foerster . 

Each 

6 

3269500 

Forceps,  tissue,  spring,  4^-inch,  straight . 

Each 

2 

3270000 

Forceps,  tissue,  spring,  5j^-inch,  straight . 

Each 

4 

3271000 

Forceps,  tissue,  6-inch,  straight,  Allis . 

Each 

6 

3271200 

Forceps,  tissue,  10-inch,  straight . 

Each 

1 

3276000 

Forceps,  towel,  5J<t-inch,  Backhaus . . . 

Each 

12 

3296700 

Holder,  needle,  7J^-inch,  Hegar-Mayo . 

Each 

3 

3336500 

Knife,  operating,  handle  No.  3 . 

Each 

2 

3336900 

Knife,  operating,  blade  No.  10,  6 . 

Pkg. 

10 

3337300 

Knife,  operating,  blade  No.  15,  6 . 

Pkg. 

20 

3337700 

Knife,  operating,  handle  No.  4 . 

Each 

4 

3338100 

Knife,  operating,  blade  No.  20,  6 . 

Pkg. 

40 

3338500 

Knife,  operating,  blade  No.  21,  6 . 

Pkg. 

40 

3356000 

Needle,  aneurism,  Cooper . 

Each 

1 

3362300 

Needle,  abdominal,  1%-inch,  straight,  6 . 

Pkg. 

6 

3362400 

Needle,  abdominal,  2^-inch,  straight,  6 . 

Pkg. 

6 

3363100 

Needle,  catgut,  size  2,  half-circle,  6 . 

Pkg. 

10 

3364100 

Needle,  catgut,  size  4,  half-circle,  6 . 

Pkg. 

10 

3379600 

Needle,  intestinal,  size  3,  half-circle,  6 . . . 

Pkg. 

3 

3380700 

Needle,  intestinal,  size  4,  half-circle,  fine,  6 . 

Pkg. 

3 

3382100 

Needle,  intestinal,  1%-inch,  straight,  6 . 

Pkg. 

3 

3386500 

Needle,  skin  suture,  2^-inch,  ^-circle,  6 . 

Pkg. 

1 

3393100 

Needle,  surgeon’s  regular,  size  4,  ^-circle,  6 . 

Pkg. 

6 

3424000 

Each 

1 

3426000 

Probe,  bullet . 

Each 

2 

3441000 

Retractor,  abdominal,  double-ended . 

Pair 

1 

3443000 

Retractor,  abdominal,  self-retaining . 

Each 

1 

3443400 

Retractor,  abdominal,  single-ended,  \]^  by  125^-inch . 

Each 

1 

3443500 

Retractor,  abdominal,  single-ended,  1  bv  123^-inch.' . 

Each 

1 

3443600 

Retractor,  abdominal,  single-ended,  2  by  12)^-inch . 

Each 

1 

3453000 

Retractor,  tissue . 

Each 

2 

3454000 

Retractor,  tissue,  nested . .- . 

Pair 

1 

3468000 

Scissors,  bandage . 

Each 

2 

3469500 

Scissors,  dissecting,  6%-inch,  curved . 

Each 

2 

3470500 

Scissors,  dissecting,  6%-inch,  straight . 

Each 

2 

3472000 

Scissors,  operating,  6j^-inch,  straight,  double-blunt . 

Each 

2 

3485000 

Scoop,  gallstone . 

Each 

1 

3547000 

Trocar,  gall  bladder . 

Each 

1 

. 

10 
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3547700 

9321000 — Basic  Instrument  Set,  Complete  (1942  Model):  Contents — Continued 

Tube,  abdominal  suction . 

Each 

1 

3720000 

Razor,  safety . 

Each 

1 

3721000 

Razor,  safety,  blades,  5 . 

Pkg. 

Foot 

2 

3878000 

Tubing,  rubber,  J4_inch  inside  diameter,  1/16-inch  wall . 

8 

7807000 

Glass,  medicine . 

Each 

2 

9921500 

Cup,  enamel  ware . 

Each 

3 

9325200 

9325000 — Supplemental  Instrument  Set,  Chest  Injuries,  Complete  (1942  Model):  (Contents) 

Supplemental  instrument  set,  chest  injuries  (1942  model),  case,  empty . ; . 

Each 

1 

3009000 

Block,  bite,  adult . 

Each 

1 

3054500 

Bronchoscope,  adult . 

Each 

1 

3110000 

Catheter,  urethral,  rubber,  22Fr . . 

Each  . 

3 

3188000 

Elevator,  periosteal,  sharp . > . 

Each. 

1 

3200700 

Forceps,  bone-cutting,  10J4-inch,  curved,  double-action,  Liston-Stille . . 

Each 

1 

3203700 

Forceps,  bone-holding,  8J^-inch,  straight,  Ferguson . 

Each 

1 

3205000 

Forceps,  bone,  rongeur,  9-inch,  curved  on  flat,  double-action,  Stille . 

Each 

1 

3265700 

Forceps,  side-curved,  regular,  50-em.,  Jackson . 

Each 

1 

3269100 

Forceps,  throat,  Jackson . 

Each 

1 

3344000 

Lamp  bulb,  bronchoscopic  (packed  in  metal  case) . 

Each 

12 

3345000 

Laryngoscope,  adult . 

Each 

1 

3437200 

Raspatory,  rib,  left . 

Each 

1 

3437400 

Raspatory,  rib,  right . 

Each 

1 

3457000 

Retractor,  trachea,  3-prong . 

Each 

2 

3493200 

Shears,  rib . 

Each 

1 

3535000 

Spreader,  rib . 

Each 

2 

3540500 

Tourniquet,  lobectomy . 

Each 

1 

3546600 

Trocar,  drainage . 

Each 

1 

3548500 

Tube,  aspirating,  endoscop'c,  50-em . 

Each 

1 

3550800 

Tube,  aspirating,  open-end,  warning  stop  at  40  cm . 

Each 

1 

3661710 

Cord,  electric,  for  diagnostic  appliances,  Boehm-Pilling . 

Each 

4 

3694000 

Headlight . 

Each 

1 

9327200 

9327000 — Supplemental  Instrument  Set,  Ear,  Nose  and  Throat  Injuries,  Complete 
(1942  Model):  (Contents) 

Supplemental  instrument  set,  ear,  nose  and  throat  injuries  (1942  model),  case,  empty . 

Each 

1 

3003000 

Applicator,  nasal,  steel . 

Each 

4 

3005000 

Applicator,  surgical . 

Each 

2 

3064000 

Canula,  frontal  sinus . 

Each 

1 

3077000 

Case,  diagnostic,  eye,  ear,  nose  and  throat,  complete . 

Each 

1 

3093000 

Catheter,  eustachian,  size  2 . 

Each 

1 

3134000 

Curette,  ear . 

Each 

2 

3138000 

Curette,  ethmoid,  set  of  3 . 

Set 

1 

3143000 

Curette,  mastoid,  size  1,  Richard . 

Each 

1 

3144000 

Curette,  mastoid,  size  3,  Richard . 

Each 

1 

3145000 

Curette,  mastoid,  size  5,  Richard . 

Each 

1 

3148300 

Curette,  sinus,  set  of  6 . 

Set 

1 

3159000 

Depressor,  tongue,  metal . 

Each 

2 

3163000 

Dilator,  trachea . 

Each 

1 
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9327000 — Supplemental  Instrument  Set,  Ear,  Nose  and  Throat  Injuries, 

Complete  (1942  Model):  (Contents) — Continued 

3176000 

Dissector,  tonsil . 

Each 

2 

3184000 

Elevator,  nasal,  blunt . 

Each 

1 

3185000 

Elevator,  nasal,  sharp . 

Each 

1 

3186000 

Each 

1 

3225000 

Forceps,  ear,  53^-inch,  bayonet-shape,  Lucae . 

Each 

3 

3250000 

Forceps,  mastoid,  rongeur,  7-inch,  curved,  Bane . 

Each 

1 

3252000 

Forceps,  mastoid,  rongeur,  large,  Kerrison . 

Each 

1 

3254000 

Forceps,  nasal,  8 j/^-inch,  angular,  Asch . 

Each 

1 

3255000 

Forceps,  nasal,  large,  Bruening  type . 

Each 

1 

3258000 

Forceps,  nasal,  7 J/£-inch,  Jansen-Middleton . 

Each 

1 

3259000 

Forceps,  nasal,  polypus,  6^-inch,  angular,  Knight . 

Each 

1 

3272500 

Forceps,  tonsil,  hemostatic,  73^-inch,  slightly  curved,  Schnidt . 

Each 

2 

3286000 

Gag,  mouth,  Denhart . 

Each 

1 

3290000 

Gouge,  bone,  6-mm . 

Each 

1 

3291000 

Gouge,  bone,  10-mrn . 

Each 

1 

3292400 

Gouge,  mastoid,  size  1,  Schwartz . 

Each 

1 

3292500 

Gouge,  mastoid,  size  2,  Schwartz . 

Each 

1 

3325000 

Knife,  ear,  mvringotome . 

Each 

1 

3343000 

Knife,  tonsil  abscess . . . 

Each 

1 

3352500 

Mallet,  metal,  surgical,  orthopedic . 

Each 

1 

3353000 

Mirror,  larvngeal,  size  1 . 

Each 

1 

3355000 

Mirror,  laryngeal,  size  5 . 

Each 

1 

3434200 

Rasp,  antrum . 

Each 

1 

3436000 

Rasp,  frontal  sinus  or  antrum . 

Each 

1 

3436200 

Rasp  and  trocar,  antrum . 

Each 

1 

3450000 

Retractor,  mastoid . 

Each 

2 

3480000 

Scissors,  nasal,  angular . 

Each 

1 

3494000 

Snare,  nasal . 

Each 

1 

3497000 

Snare  wire.  No.  27  Stubs  gage,  approximately  12  feet . 

Spool 

Set 

1 

3515000 

Specula,  ear,  set  of  3 . 

2 

3521000 

Speculum,  nasal,  Ingal . 

Each 

3 

3523000 

Speculum,  nasal,  Killian . 

Each 

1 

3544000 

Trocar,  antrum . - . 

Each 

1 

3558000 

Tube,  trachea,  size  5 . 

Each 

2 

3558500 

Tube,  trachea,  size  6 . 

Each 

1 

3689000 

Headband,  adjustable  strap . 

Each 

1 

3691000 

Headband,  mirror . 

Each 

1 

3813000 

Syringe,  ear,  2-oz . 

Each 

2 

3860200 

Syringe,  tonsil,  laryngeal  and  dental . ; . 

Each 

3 

3860300 

Syringe,  tonsil,  laryngeal  and  dental,  straight  needle . 

Each 

6 

3860500 

Syringe,  laryngeal,  curved  canula . , . 

Each 

1 

3869000 

Tube,  diagnostic,  ear . 

Each 

1 

7756300 

Condenser,  universal . 

Each 

2 

9329000 — Supplemental  Instrument  Set,  Eye  Injuries,  Complete  (1942  Model):  (Contents) 

9329200 

Supplemental  instrument  set,  eye  injuries  (1942  model),  case,  empty . 

Each 

1 

3133000 

Curette,  chalazion,  medium . . . 

Each 

1 

3158000 

Cystotome,  eye . . . . . 

Each 

1 

3218000 

Forceps,  chalazion,  3%-inch,  straight,  Lambert . 

Each 

1 

■ 
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3218300 

9329000 — Supplemental  Instrument  Set,  Eye  Injuries,  Complete  (1942  Model):  (Contents) — 

Continued 

Forceps,  cilia,  3-inch,  straight,  Douglas . 

Each 

1 

3227000 

Forceps,  fixation,  4j^-inch,  straight,  with  catch,  Graefe . 

Each 

4 

3240000 

3242000 

Each 

1 

Forceps,  iris  4-inch,  straight . 

Each 

1 

3296800 

Holder,  needle,  6-inch,  Hegar-Mayo . . 

Each 

1 

3303000 

Hook,  iris  . 

Each 

1 

3305000 

Each 

1 

3306000 

Each 

1 

3309000 

Each 

1 

3310000 

Each 

1 

3311000 

Keratome,  angular,  medium . 

Each 

1 

3312000 

Keratome,  -angular,  small . 

Each 

1 

3317000 

Knife,  canaliculus . 

Each 

1 

3320000 

Knife,  cataract,  size  1 . 

Each 

1 

3321000 

Knife,  cataract,  size  2 . 

Each 

1 

3322000 

Knife,  cataract,  size  3 . 

Each 

1 

3329000 

Knife,  eye,  needle,  medium  . 

Each 

3 

3372500 

Needle,  eye,  size  2,  half-circle,  6 . 

Pkg. 

2 

3373500 

Pkg. 

Pkg. 

Pkg. 

Set 

2 

3376500 

Needle,  eye,  size  2,  6.  . 

2 

3377500 

Needle,  eye,  size  4,  3/^_f>ircle,  6.  . 

2 

3427000 

Probe,  lachrymal,  set  of  8  .  .  . 

1 

3438000 

Repositor,  iris  . 

Each 

1 

3439000 

Repositor  and  probe,  iris  .  .  . 

Each 

1 

3448000 

Retractor,  eye,  Fisher  . 

Each 

2 

3476000 

Scissors,  enucleation .  .  .  . 

Each 

1 

3478000 

Each 

1 

3479000 

Each 

2 

3482000 

Scissors,  tenotomy  .  . 

Each 

2 

3513000 

Each 

1 

3520000 

Speculum,  eye,  Ziegler . 

Each 

1 

3533000 

Spoon, lens  . 

Each 

1 

3534000 

Each 

1 

3536000 

Spud,  eye .  . 

Each 

1 

3669000 

Drum,  test  . •. . 

Each 

1 

3669100 

Drum,  test,  kid  drum  . 

Each 

2 

3709000 

Coupe,  binocular  . 

Each 

1 

3788500 

Suture,  eye,  catgut,  mild  chromic,  size  4-0,  double-armed,  12:  non-traumatic  needle  affixed,  12. 

Pkg. 

3 

3789000 

Suture,  silk,  braided,  non-capillary,  size  6-0,  25  yards .  . . . 

Spool 

6 

3789100 

Suture,  silk,  braided,  non-capillary,  size  4-0,  25  yards . 

Spool 

6 

3844000 

Each 

2 

3850000 

Syringe,  Luer,  needle,  22-gage,  1-inch  canula,  12 . 

Box 

1 

3850300 

Syringe,  Luer,  needle,  22-gage,  3-inch  canula,  12 . 

Box 

1 

3860600 

Syringe,  lachrymal,  canula,  set  of  3 . 

Set 

1 

9331200 

9331000 — Supplemental  Instrument  Set,  Fractures  and  Amputations,  Orthopedic,  Complete 

(1942  Model):  (Contents) 

Supplemental  instrument  set,  fractures  and  amputations,  orthopedic  (1942  model),  case,  empty. 

Each 

1 

3120000 

Chisel,  bone,  12-mm  . 

Each 

1 

\ 
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3122000 

9331000 — Supplemental  Instrument  Set,  Fractures  and  Amputations,  Orthopedic,  Complete 
(1942  Model):  (Contents) — Continued 

Chisel,  bone,  osteotome,  6-mm . 

Each 

1 

3123000 

Chisel,  bone,  osteotome,  12-mm . 

Each 

1 

3124000 

Chisel,  bone,  osteotome,  18-mm . 

Each 

1 

3127000 

Clamp,  bone-plating,  large . 

1 

3127200 

Clamp,  bone-plating,  small . 

1 

3127400 

Clamp,  bone-plating,  extra  small . 

Each 

1 

3142000 

Curette,  mastoid,  size  3,  Buck . . 

Each 

1 

3179000 

Drill,  bone . 

Set 

1 

3188000 

Elevator,  periosteal,  sharp . 

Each 

2 

3200700 

Forceps,  bone-cutting,  10b£-inch,  curved,  double-action,  Liston-Stille . 

Each 

1 

3203000 

Forceps,  bone-holding,  10-inch,  straight,  Farabeuf . 

Each 

1 

3203500 

Forceps,  bone-holding,  12-inch,  straight,  Lane . 

Each 

1 

3203600 

Forceps,  bone-holding,  10J^-inch,  straight,  Farabeuf-Lambotte . 

Each 

1 

3203700 

Forceps,  bone-holding,  83^-inch,  straight,  Ferguson . 

Each 

1 

3204500 

Forceps,  bone,  rongeur,  8%-inch,  angular,  double-action,  Stille . 

Each 

1 

3205000 

Forceps,  bone,  rongeur,  9-inch,  curved  on  flat,  double-action,  Stille . 

Each 

1 

3264800 

Forceps,  screw-holding,  9-inch,  Lane . 

Each 

1 

3291000 

Gouge,  bone,  10-mm . 

Each 

1 

3314000 

Knife,  amputating,  6-inch  blade,  single-edged . 

Each 

1 

3340000 

Knife,  plaster . 

Each 

12 

3352500 

Mallet,  metal,  surgical,  orthopedic . 

Each 

1 

3411000 

Plate,  bone,  size  0,  molybdenum . 

Each 

3 

3412000 

Plate,  bone,  size  1,  molybdenum . 

Each 

3 

3413000 

Plate,  bone,  size  2,  molybdenum . 

Each 

3 

3414000 

Plate,  bone,  size  3,  molybdenum . 

Each 

3 

3415000 

Plate,  bone,  size  4,  molybdenum . 

Each 

3 

3416000 

Plate,  bone,  size  5,  molybdenum . 

Each 

3 

3417000 

Plate,  bone,  size  molybdenum . 

Each 

3 

3418000 

Plate,  bone,  size  7,  molybdenum . 

Each 

3 

3419000 

Plate,  bone,  size  8,  molybdenum . 

Each 

3 

3450500 

Retractor,  muscle . 

Each 

2 

3452500 

Retractor,  tibia,  large . 

Each 

2 

3459000 

Saw,  amputating . 

Each 

1 

3464000 

Saw,  metacarpal . . 

Each 

1 

3486000 

Screw,  bone,  %-inch,  molybdenum . 

Each 

12 

3486200 

Screw,  bone,  J^-inch,  molybdenum . 

Each 

12 

3486400 

Screw,  bone,  ^-inch,  molybdenum . 

Each 

12 

3486600 

Screw,  bone,  %-inch,  molybdenum . 

Each 

12 

3486800 

Screw,  bone,  J^-inch,  molybdenum . 

Each 

18 

3487000 

Screw,  boneJ  1-inch,  molybdenum . 

Each 

18 

3487400 

Screw,  bone,  1  J<^-inch,  molybdenum . 

Each 

18 

3487600 

Screw,  bone,  1%-inch,  molybdenum . 

Each 

18 

3487900 

Screw,  bone,  1%-inch,  molybdenum . 

Each 

6 

3488000 

I  Screw,  bone,  1  2^-inch,  molybdenum . 

Each 

18 

3488200 

Screw,  bone,  2-inch,  molybdenum . 

Each 

6 

3489000 

1  Screwdriver,  bone . 

Each 

1 

3490000 

Screwdriver,  bone,  screw-retaining . 

Each 

1 

3493500 

Skid,  bone  (lever) . 

Each 

1 

3774000 

Stethoscope  tubing . 

Foot 

5 

14 
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9331000— Supplemental  Instrument  Set,  Fractures  and  Amputations,  Orthopedic,  Complete 

(1942  Model) :  (Contents) — Continued 

3889000 

Wire,  corrosion-resisting  steel,  0.009-inch  diameter,  1  oz . 

Spool 

1 

3890000 

Wire,  corrosion-resisting  steel,  0.014-inch  diameter,  1  oz . 

Spool 

1 

3891000 

Wire,  corrosion-resisting  steel,  0.028-inch  diameter,  lb . 

Coil 

1 

4463000 

Tubing,  rubber,  pressure,  3 /16-inch  inside  diameter . 

Foot 

5 

5400500 

Mallet,  metal,  dental . 

1 

7883000 

Pliers,  side-cutting . 

1 

9379500 

Tourniquet  anchor,  Kirk . 

Set 

1 

9332000 — Supplemental  Instrument  Set,  Genito-Urinary  Injuries,  Complete:  (Contents) 

9332500 

Supplemental  instrument  set,  genito-urinary  injuries,  case,  empty . 

Each 

1 

3001500 

Anascope . 

1 

3107000 

Catheter,  urethral,  rubber,  14Fr . 

Each 

3 

3108000 

Catheter,  urethral,  rubber,  16Fr . 

Each 

3 

3109000 

Catheter,  urethral,  rubber,  18Fr . 

Each 

3 

3110000 

Catheter,  urethral,  rubber,  22Fr . *;  . 

Each 

3 

3117000 

Catheter,  urethral,  woven,  20Fr . 

Each 

3 

3289000 

Gorget,  Lithotomy . * . 

1 

3444000 

Retractor,  abdominal,  suprapubic . 

Each 

1 

3500000 

Sound,  20Fr . 

1 

3501000 

Sound,  22Fr . 

1 

3502000 

Sound,  24Fr . 

1 

3503000 

Sound,  26Fr . 

1 

3504000 

Sound,  28Fr . 

1 

9769000 

Container,  metal,  No.  5 . 

Each 

1 

9333000 — Supplemental  Instrument  Set,  Maxillo -Facial  Injuries,  Complete  (1942  Model): 

(Contents) 

9333200 

Supplemental  instrument  set,  maxillo-facial  injuries  (1942  model),  case,  empty . 

Each 

1 

3120000 

Chisel,  bone,  12-mm . 

Each 

1 

3121000 

Chisel,  bone,  18-mm . 

1 

3126000 

Chisel,  nasal,  straight . 

Each 

1 

3127700 

Clamp,  harelip . 

Pair 

1 

3145000 

Curette,  mastoid,  size  5,  Richard . 

Each 

1 

3184000 

Elevator,  nasal,  blunt . 

Each 

2 

3185000 

Elevator,  nasal,  sharp . 

Each 

2 

3187000 

Elevator,  periosteal,  blunt,  double-ended . 

Each 

1 

3188000 

Elevator,  periosteal,  sharp . 

Each 

1 

3225000 

Forceps,  ear,  5J^-inch,  bayonet-shape,  Lucae . 

Each 

2 

3228000 

Forceps,  fixation,  4)^-inch,  straight,  without  catch . 

Each 

2 

3258000 

Forceps,  nasal,  7)^-inch,  Jansen-Middleton . 

Each 

1 

3259000 

Forceps,  nasal,  polypus,  6^-inch,  angular,  Knight . 

Each 

1 

3270200 

Forceps,  tissue,  spring,  6-inch,  straight,  Stone . 

Each 

1 

3287000 

Gag,  mouth,  adult,  Jennings . 

Each 

1 

3305000 

Hook,  strabismus,  medium . 

Each 

1 

3306000 

Hook,  strabismus,  small . 

Each 

1 

3334000 

Knife,  nasal,  submucous,  half-round . 

Each 

1 

3336500 

Knife,  operating,  handle  No.  3 . 

Each 

2 
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9333000— Supplemental  Instrument  Set,  Maxillo-Facial  Injuries,  Complete  (1942  Model): 

(Contents) — Continued 

Pkg. 

1 

Set 

1 

Box 

1 

Each 

1 

OOJibJvU 

Each 

1 

OOD 4 DUU 

Each 

2 

1/199000 

Each 

1 

9/19/4AAA 

Each 

1 

Q/IQ/I£AA 

Each 

1 

9/I9/47AA 

Each 

1 

9/I9A9AA 

Each 

1 

Each 

1 

040  4 UUU 

Each 

2 

Q4ICAAAA 

Each 

2 

3457000 

Each 

Each 

2 

2 

Each 

1 

Each 

1 

Each 

2 

0*4  4  5VW 

*\A  ft  1  9AA 

Each 

1 

9PJ91AAA 

Each 

2 

9C99AAA 

Each 

1 

QE^fCIAAA 

Each 

2 

QlifiQAAA 

Each 

1 

9AQ1AAA 

Each 

1 

‘iKQ/inno 

Each 

1 

Each 

1 

9R79AAA 

Each 

6 

Spool 

1 

Spool 

1 

009WUV 

e:i/lQ^AA 

Each 

1 

Each 

1 

R1QAAAA 

Each 

1 

O  A  !/UvUU 

A1QA7AA 

Each 

1 

tllvU  1  vv 

AIQAfiAA 

r,.rot*o  T?  TT  Mnlt  No  Q-T,  . 

Each 

1 

il  A  JuovU 

Purotto  1?  TT  TVTnH.  Nn  10-R  . 

Each 

1 

i)  A  Jfvlfvv 

A9/<A^AA 

Each 

2 

A947AAA 

Each 

1 

A91 Q^AA 

Each 

1 

OOIOJVV 

^994AAA 

Each 

2 

£Q9£AAA 

Each 

2 

^497^AA 

Each 

2 

Each 

2 

Each 

12 

Each 

12 

Box 

1 

wvSfwvvV 

AAOA7AA 

Length 

24 

Each 

2 

QUi^AA 

Each 

2 

QQA^nnn 

Pound 

1 

16 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


MED  6 


NUMBER 

ITEM 

UNIT 

QUAN¬ 

TITY 

9333500 — Supplemental  Instrument  Set,  Neuro-surgical,  Brain  and  Nerve  Injuries,  Complete 

(1942  Model) :  (Contents) 

9333700 

3061000 

Supplemental  instrument  set,  neuro-surgical,  brain  and  nerve  injuries  (1942  model),  case,  empty . 
Canula,  brain . 

Each 

Each 

1 

2 

3119000 

Chisel,  bone,  6-mm . 

Each 

1 

3120000 

Chisel,  bone,  12-mm . 

Each 

1 

3121000 

Chisel,  bone,  18-mm . 

Each 

1 

3182000 

Drill,  cranial,  brace . 

1 

3182200 

Drill,  cranial,  burr,  enlarging . 

Each 

2 

3182600 

Drill,  cranial,  burr,  perforating . 

Each 

2 

3186000 

Elevator,  periosteal,  blunt . 

Each 

1 

3188000 

Elevator,  periosteal,  sharp . 

Each 

1 

3200700 

Forceps,  bone-cutting,  10 curved,  double-action,  Liston-Stille . 

Each 

1 

3204000 

Forceps,  bone,  rongeur,  7-inch,  curved,  Horsley . 

Each 

1 

3204500 

Forceps,  bone,  rongeur,  8%-inch,  angular,  double-action,  Stille . . 

Each 

1 

3207000 

Forceps,  bone,  rongeur,  cranial,  81^-inch,  DeVilbiss . 

Each 

1 

3207500 

Forceps,  bone,  rongeur,  cranial,  DeVilbiss,  blade,  long  bite . . 

Each 

1 

3207600 

Forceps,  bone,  rongeur,  cranial,  DeVilbiss,  blade,  short  bite . 

Each 

1 

3208000 

Forceps,  bone,  rongeur,  cranial,  5%-inch,  curved,  Horsley . 

Each 

1 

3218500 

Forceps,  clip-introducing,  McKenzie . 

Each 

2 

3225000 

Forceps,  ear,  514-inch,  bayonet-shape,  Lucae . . . 

Each 

2 

3250000 

Forceps,  mastoid,  rongeur,  7-inch,  curved,  Bane . 

Each 

F 

3262500 

Forceps,  pituitary,  bayonet-shape,  Adson . 

Pair 

1 

3292600 

Gouge,  mastoid,  size  2,  Andrews . 

Each 

1 

3296800 

Holder,  needle,  6-inch,  Hegar-Mayo . 

Each 

3 

3301000 

Hook,  dissecting,  blunt . 

Each 

2 

3302000 

Hook,  dura . 

Each 

2 

3336500 

Knife,  operating,  handle  No.  3 . 

Each 

2 

3336900 

Knife,  operating,  blade  No.  10,  6 . 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Each 

6 

3337000 

Knife,  operating,  blade  No.  11,  6 . 

3 

3372500 

Needle,  eye,  size  2,  half-circle,  6 . 

35 

3374100 

Needle,  eye,  size  1,  half-circle,  6 . 

51 

3445000 

Retractor,  brain . 

3 

3445500 

Retractor,  brain,  Frazier,  set  of  3 . 

Set 

1 

3445700 

Retractor,  brain,  self-retaining . 

Each 

2 

3449000 

Retractor,  laminectomy . 

Each 

2 

3450000 

Retractor,  mastoid . 

Each 

2 

3453000 

Retractor,  tissue  . 

Each 

2 

3460000 

Saw,  Stille-Gigli,  wire,  12-inch . 

Each 

6 

3461000 

Saw,  Stille-Gigli,  wire,  20-inch . 

Each 

6 

3462300 

Saw,  Gigli,  conductor . 

Each 

3 

3463000 

Saw,  Gigli,  handle . 

Each 

2 

3479000 

Scissors,  Iris,  full-curved . 

Each 

1 

3511000 

Spatula,  brain . . 

Each 

2 

3539500 

Tongs,  skull  traction . 

Each 

1 

*3539610 

Tongs,  skull  traction,  drill  points  for,  Zimmer  type . 

Pair 

1 

3553800 

Tube,  suction,  with  obturator . . 

Each 

2 

3652000 

Clipper,  hair  . 

Each 

1 

3694000 

Headlight . 

Each 

1 

3717500 

Rack,  clip-holding,  with  cover . 

Each 

1 

3796300 

Suture,  nylon,  braided,  non-capillary,  size  5-0,  25  yards . 

Spool 

Spool 

9 

3796900 

Suture,  silk,  braided,  non-capillary,  size  000,  25  yards . 

6 

*Depot 

officers  assembling  unit  are  responsible  for  inclusion  of  proper  part  to  fit  item  for  which  intended 

. 
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3893000 

9333500 — Supplemental  Instrument  Set,  Neuro-surgical,  Brain  and  Nerve  Injuries,  Complete 
(1942  Model):  (Contents) — Continued 

Wire,  silver,  preformed  clips,  100 . 

Pkg. 

12 

5400509 

Mallet,  metal,  dental . 

Each 

1 

9351200 

9351000 — Anesthesia  Set,  Complete:  (Contents) 

Anesthesia  set  container . 

Each 

1 

3362200 

Needle,  spinal  puncture,  22-gage . 

Each 

2 

3551000 

Tube,  breathing,  large . 

Each 

3 

3603200 

Anesthesia  apparatus,  endotracheal,  complete . 

Set 

1 

3696000 

Inhaler,  Yankauer . 

Each 

3 

3737000 

Sphygmomanometer,  aneroid . 

Each 

1 

3773500 

Stethoscope,  blood  pressure,  bracelet  type . 

Each 

1 

3844000 

Syringe,  Luer,  2-cc . 

Each 

1 

3845000 

Syringe,  Luer,  10-cc . 

Each 

2 

3846000 

Syringe,  Luer,  30-cc . . 

Each 

2 

3846200 

Syringe,  Luer,  30-cc,  adapter . 

Each 

2 

3848000 

Syringe,  Luer,  needle,  25-gage,  24-inch  canula,  12 . 

Box 

3 

3850000 

Syringe,  Luer,  needle,  22-gage,  1-inch  canula,  12 . 

Box 

2 

3850300 

Syringe,  Luer,  needle,  22-gage,  3-inch  canula,  12 . 

Box 

2 

3850500 

Syringe,  Luer,  needle,  20-gage,  124-inch  canula,  12 . 

Box 

4 

3852000 

Syringe,  Luer,  needle,  17-gage,  3-inch  canula,  12 . 

Box 

1 

9921500 

Cup,  enamelware. . . 

Each 

4 

9927000 

Graduate,  enamelware,  60-cc . 

Each 

2 

9927500 

Graduate,  enamelware,  500-cc . 

Each 

1 

9768000 

9355000 — Case,  Hypodermic,  Complete:  (Contents) 

Container,  metal,  No.  2 . . 

Each 

1 

1086000 

Atropine  sulfate,  20  1/150-gr.  hypo  tablets . 

Tube 

1 

1295500 

Morphine  sulfate,  20  24 -£r-  hypo  tablets . 

Tube 

2 

1458000 

Strychnine  sulfate,  20  1/60-gr.  hypo  tablets . 

Tube 

1 

3844000 

Syringe,  Luer,  2-cc . 

Each 

1 

3849000 

3855010 

Syringe,  Luer,  needle,  23-gage,  %-inch  canula,  12: . needles 

Syringe,  Luer,  needle  wire,  2-inch,  10 . 

Bundle 

2 

9370800 

9370700 — Shock  Team  Set,  Complete:  (Contents) 

Shock  team  set  case,  canvas,  for  instruments . 

Each 

1 

9370900 

Shock  team  set  container . 

Each 

1 

1382000 

Procaine  hydrochloride,  20^4-gr.  hypo  tablets . 

Tube 

4 

3065000 

Canula,  intravenous . 

Each 

12 

3229000 

Forceps,  hemostatic,  mosquito,  5-inch,  straight,  Halstead . 

Each 

6 

3269500 

Forceps,  tissue,  spring,  424-inch,  straight . 

Each 

3 

3337700 

Knife,  operating,  handle  No.  4 . 

Each 

3 

3338100 

Knife,  operating,  blade  No.  20,  6 . . 

Pkg. 

1 

3468000 

Scissors,  bandage . 

Each 

3 

3474500 

Scissors,  operating,  424-inch,  straight,  1  point  sharp . 

Each 

3 

3737000 

Sphygmomanometer,  aneroid . 

Each 

4 
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9370700 — Shock  Team  Set,  Complete:  (Contents) — Continued 

3773000 

Stethoscope . 

2 

3846500 

Syringe,  Luer-Lok,  5-cc . •. . 

4 

3850000 

Syringe,  Luer,  needle,  22-gage,  1-inch  canula,  12 . 

Box 

2 

3851000 

Syringe,  Luer,  needle,  19-gage,  1%-inch  canula,  12 . 

Box 

2 

3852000 

Syringe,  Luer,  needle,  17-gage,  3-inch  canula,  12 . 

Box 

2 

3878000 

Tubing,  rubber,  34-inch  inside  diameter,  1 /16-inch  wall . 

Foot 

12 

4284000 

Hemoglobinometer,  Tallquist . 

1 

9115500 

Morphine  tartrate,  5  tubes . 

20 

9409500 — Chest,  Laboratory,  Field,  Complete:  (Contents) 

9753500 

Chest,  field,  plain,  equipped  with  tray  No.  6  (9786500) . 

Each 

1 

Packed  in  Tray  No.  6  (9786500) 

1007000 

Acid,  acetic,  glacial,  1  lb . 

1 

1098300 

Benedict’s  reagent,  qs  120  cc . 

Pke 

1 

1160900 

Crystal  violet,  10  Gm . 

Vial 

1 

1214500 

Giemsa  stain,  1  Gm . 

Vial 

2 

1285200 

Mercury  bichloride,  34  lb . 

1 

1290700 

Methylene  blue,  10  Gm . 

Vial 

1 

1302000 

Normal  saline  solution,  100  tablets . 

Bottle 

3 

1326000 

Paper,  pH  indicator,  100  strips . 

Vial 

2 

1398300 

Safranin  O,  10  Gm . 

Vial 

1 

1446000 

Sodium  sulfate,  1  lb . 

1 

1496000 

Wright’s  stain,  0.2  Gm . 

Vial 

2 

1504000 

Zinc  sulfate,  1  lb . 

1 

3220000 

Forceps,  dressing,  534-inch,  straight . 

Each 

1 

3468000 

Scissors,  bandage . 

Each 

1 

3849000 

Syringe,  Luer,  needle.  23-gage,  %-inch  canula,  12 . 

Box 

1 

3851000 

Syringe,  Luer,  needle,  19-gage,  124-inch  canula,  12 . 

Box 

1 

4043000 

Blood  lancet . 

Each 

1 

4048000 

Bottle,  dropping,  60-cc . 

Each 

6 

4095000 

Brush,  134-inch  diameter,  for  test  tube . 

Each 

2 

4181000 

Clamp,  test  tube . 

Each 

1 

4189000 

Cover  glass,  22  mm  square,  34-oz . 

Box 

2 

4261000 

Funnel,  glass,  plain,  50-mm . 

Each 

1 

4277000 

Hemacytometer  complete . 

Each 

1 

4284000 

Hemoglobinometer  Tallquist . 

Each 

2 

4286000 

Holder,  needle,  Kolle . 

Each 

1 

4365000 

Paper,  lens,  1  ream . 

Pkg. 

1 

4373000 

Pipette,  serological,  1-cc . 

Each 

3 

4374000 

Pipette,  serological,  5-cc . 

Each 

3 

4400000 

Spoon,  metal,  laboratory,  1000  .  36  Spoons 

4431000 

Test  tube,  chemical . 

Each 

20 

4439000 

Test  tube,  Wassermann . 

Each 

20 

4449000 

Triangle,  2-inch . 

Each 

1 

4458000 

Tubing,  glass,  6-mm,  outside  diameter . 

Foot 

6 

4470000 

Urinometer . 

Each 

2 

4471000 

Vial,  specimen . 

Each 

36 
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4489000 

9409500— Chest,  Laboratory,  Field,  Complete:  (Contents) — Continued 

Packed  in  Tray  No.  6  (9786500) 

• 

Wire,  platinum,  No.  22 . 

Inch 

3 

7595000 

Pad,  memorandum,  3  by  5-inch,  100  sheets . 

Each 

2 

7630000 

Pencil,  wax,  red . 

Each 

2 

7708000 

Balance,  prescription . 

Each 

1 

7795000 

Dropper,  medicine,  12 . 

Pkg. 

Each 

1 

7799000 

Pile,  5-inch,  triangular . 

1 

9111000 

Iodine  and  potassium  iodide  powder,  10  tubes . 

Box 

1 

2013000 

Packed  in  Bottom  of  Chest 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

8 

2024000 

Gauze,  plain,  sterilized,  36-inch,  1  yard . 

Pkg. 

6 

3611000 

3843000 

Applicator,  wood,  6  gross . 

Carton 

1 

Syringe,  Luer,  1-cc . . 

Each 

2 

3845000 

Syringe,  Luer,  10-cc . 

Each 

2 

4050000 

Bottle,  narrow  mouth,  120-cc.,  clear:  (Benedict’s  solution) . 

Each 

1 

4127000 

Case,  mailing,  water:  (Inside  only) . 

Each 

4 

4140000 

Centrifuge,  hand . 

Each 

1 

4198000 

Cylinder,  graduated,  25-cc . 

Each 

2 

4315000 

Microscope,  monocular . 

Each 

1 

4359000 

Paper,  filter,  150-mm,  100 . 

Pkg. 

Carton 

2 

4395000 

Slide,  micro,  75  by  25  mm,  72 . 

2 

4442000 

Test  tube  support,  wood . 

Each 

1 

4451000 

Tripod,  iron . 

Each 

1 

5380000 

Lamp,  alcohol . 

Each 

1 

5381000 

Lamp,  alcohol,  wick . 

Each 

2 

7566000 

Ink,  india,  %  oz . 

Bottle 

1 

7760000 

Cork  No.  2,  100 . 

Bag 

Bag 

Each 

2 

7762000 

Cork  No.  4,  100 . 

1 

9402000 

Basin,  staining . 

1 

9406000 

Burner,  alcohol,  Bunsen  type . 

Each 

1 

9772000 

Container,  metal,  No.  12,  1-pt:  1  each  for  the  following:  . 

Each 

2 

1285900 

Menthanol,  1  lb . 

1 

1497000 

Xylene,  1  lb . 

1 

9773000 

Container,  metal,  No.  14,  1-qt:  For  the  following:  . 

Each 

2 

1048000 

Alcohol,  ethyl,  1  qt . 

2 

9927500 

Graduate,  enamelware,  500-cc . . . 

Each 

1 

9441000 — Urinalysis  Set,  Small,  Complete:  (Contents) 

Chest  (combination  container  and  work  bench) . 

Each 

1 

1098300 

Benedict’s  reagent,  qs  120  cc . 

Pkg. 

Vial 

1 

1326000 

Paper,  pH  indicator,  100  strips . 

1 

4031500 

Beaker,  50-cc . . 

Each 

2 

4050000 

Bottle,  narrow  mouth,  120-cc,  clear:  (For  reagents) . 

Each 

5 

4181000 

Clamp,  test  tube . 

Each 

2 

4206000 

Cylinder,  graduated,  mixing,  100-cc . 

Each 

1 

4261000 

Funnel,  glass,  plain,  50-min . . . . 

Each 

2 
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9441000 — Urinalysis  Set,  Small,  Complete:  (Contents) — Continued 


4358000 

4432000 

4459000 

4470000 

7575000 

7832000 

7855500 


Paper,  filter,  90-mm,  100  circles 

Test  tube,  culture . 

Tubing,  glass,  10-mm . 

Urinometer . 

Label,  small,  60 . 

Lamp,  alcohol . 

Matches,  safety,  12  boxes . 

Magnesium  sulfate,  50  Gm . 


Pkg. 

Each 

Foot 

Each 

Box 

Each 

Pkg. 

Pkg. 


1 

12 

2 

1 

1 

1 

1 

2 


9502200 — Chest,  Dental  Pack  A,  Complete :  (Contents) 


9763200 

1320500 

1383500 

1407000 

2013000 

5035000 

5039000 

5043000 

5045000 

5052000 

5055000 

5063000 

5065000 

5071000 

5072000 

5082000 

5083000 

5105500 

5107000 

5142200 

5155000 

5158000 

5168000 

5196600 

5196700 

5207300 

5230000 

5261005 

5263005 

5272000 

5273000 

5279000 

5280000 

5322000 

5391000 

5403000 

5405000 

5408000 

5417000 

5420500 


Chest,  pack,  dental,  A,  empty . v . 

Oil,  theobroma,  modified,  1  oz . 

Procaine  hydrochloride,  20  cartridges . 

Silver  nitrate  and  formaldehyde,  12  ampules . 

Cotton,  absorbent,  compressed,  1  oz . 

Bur,  No.  2,  angle  handpiece,  6 . 

Bur,  No.  9,  angle  handpiece,  6 . 

Bur,  No.  35,  angle  handpiece,  6 . 

Bur,  No.  39,  angle  handpiece,  6 . 

Bur,  No.  557,  angle  handpiece,  6 . 

Bur,  No.  560,  angle  handpiece,  6 . 

Bur,  No.  2.  straight  handpiece,  6 . 

Bur,  No.  6,  straight  handpiece,  6 . 

Bur,  No.  35,  straight  handpiece,  6 . 

Bur,  No.  37,  straight  handpiece,  6 . 

Bur,  No.  557,  straight  handpiece,  6 . 

Bur,  No.  558,  straight  handpiece,  6 . 

Burnisher,  stellite,  “5-7” . . 

Burnisher,  stellite,  “1-2” . 

Cement,  temporary,  anodyne . 

Chisel  No.  5 . 

Chisel  No.  48 . 

Cleaner,  pulp  canal,  No.  2,  12 . 

Curette,  F.  F.  Molt,  No.  2 . 

Curette,  F.  F.  Molt,  No.  4 . 

Denture  base  material,  acrylic,  pink,  permanent  liner,  in  tube 

Disk,  paper,  assorted,  525 . 

Engine,  handpiece,  angle,  Doriot . 

Engine,  handpiece,  straight,  Doriot . . . 

Excavator,  Black,  No.  63 . . . 

Excavator,  Black,  No.  64 . 

Explorer,  No.  5 . 

Explorer,  No.  6 . 

Forceps,  tooth-extracting,  No.  65 . 

Lancet,  Volland,  No.  2 . 

Mandrel  No.  303,  for  angle  handpiece . 

Mandrel  No.  303,  for  straight  handpiece . 

Mandrel,  Morgan-Maxfield,  for  straight  handpiece . 

Mirror,  mouth . , . 

Mortar  and  pestle . 


Each 

Tube 

Box 

Box 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Each 

Each 

Box 

Each 

Each 

Pkg. 

Each 

Each 

Pkg. 

Box 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 


1 

1 

2 

1 

1 

-2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

1 

1 

1 

1 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

3 

3 

2 

1 

1 
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9502200 — Chest,  Dental  Pack  A,  Complete:  (Contents) — Continued 

5427000 

5427500 

5440000 

5450000 

5451000 

5452000 

5453000 

5455000 

5458000 

5462000 

5475000 

5478000 

5482000 

5500000 

5519000 

5520000 

5522000 

5541000 

Pliers  No.  17,  dressing . 

Each 

1 

Each 

1 

Each 

1 

Each 

1 

Each 

1 

Plugger,  plastic,  Woodson,  No.  3 . 

Each 

1 

Box 

1 

Each 

3 

Each 

3 

Each 

3 

Each 

3 

Each 

3 

Each 

3 

Box 

1 

Each 

1 

Env. 

1 

Env. 

1 

Each 

1 

5542000 

Each 

1 

5559300 

Each 

1 

5568000 

Each 

1 

5578000 

Box 

1 

5581000 

Box 

1 

5683000 

Each 

2 

5684000 

Each 

2 

5685000 

Wheel,  carborundum.  No.  304 . 

Each 

2 

5686000 

Each 

2 

5696000 

7178000 

Box 

1 

Each 

6 

7493000 

Bar 

1 

7540010 

Envelope  No.  189,  ungummed,  25  . 

Pkg. 

Each 

1 

9502100 

Chair,  dental,  field,  folding  ...  .  . 

1 

9509300 

Set, 

1 

9704000 

Case,  dental  instrument,  empty  . 

Each 

1 

9773700 

Each 

1 

Form  57 

Each 

6 

Form  65 

Each 

50 

Form  79 

Each 

50 

9502300 — Chest,  Dental  Pack  B,  Complete:  (Contents) 

9763300 

1048000 

Each 

1 

Bottle 

1 

1157000 

Bottle 

1 

1184000 

Bottle 

1 

1283000 

Mercury,  lb . 

Bottle 

1 

5002000 

Bottle 

1 

5018000 

Each 

1 

5024500 

Each 

2 

5122000 

Box 

1 

5124000 

Each 

1 
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9502300 — Chest,  Dental  Pack  B,  Complete:  (Contents) — Continued 

5125000 

Cement,  silicate,  liquid,  7  cc . 

Bottle 

2 

5126500 

Cement,  silicate,  powder,  shade  A,  Y  oz . 

Bottle 

1 

5127500 

Cement,  silicate,  powder,  shade  B,  Yi  oz . 

Bottle 

1 

5128500 

Cement,  silicate,  powder,  shade  C,  Yi  oz . 

Bottle 

1 

5129500 

Cement,  silicate,  powder,  shade  D,  oz . 

Bottle 

1 

5130500 

Cement,  silicate,  powder,  shade  E,  Y  oz . 

Bottle 

1 

5131500 

Cement,  silicate,  powder,  shade  F,  Y  oz . 

Bottle 

1 

5138500 

Cement,  silicate,  measuring  device . 

Each 

1 

5139000 

Cement,  silicate,  shade  guide . 

Each 

1 

5141000 

Cement,  silicate,  varnish,  1  oz . 

Bottle 

1 

5256000 

Engine  oil,  1  oz . 

Bottle 

1 

5257000 

Engine,  foot . 

Each 

1 

5311000 

Floss,  dental,  100  yards . 

Spool 

1 

5502000 

Pot  (medicine  glass),  Dappen . 

Each 

1 

5570000 

Spatula,  stellite . 

Each 

1 

5597000 

Syringe,  water . 

Each 

1 

9509000 

Slab,  mixing,  square,  2-inch . 

Each 

1 

9773700 

Cover,  canvas,  dental  pack  chests . 

Each 

1 

9907000 

Basin,  canvas,  folding . 

Each 

1 

9921500 

Cup,  enamelware . 

Each 

1 

9954028 

Sterilizer,  instrument,  9%-inch,  with  gasoline  burner . 

Each 

1 

9502500 — Chest,  MD,  No.  60,  Complete:  (Contents) 

9753500 

Chest,  field,  plain . 

Each 

1 

9790500 

Tray  set,  type  5 . 

Each 

1 

1140000 

Chromium  trioxide,  1  oz . 

Bottle 

1 

1184000 

Eugenol,  1  oz . 

Bottle 

1 

1283000 

Mercury,  lb . 

Bottle 

2 

1320500 

Oil,  theobroma,  modified,  1  oz . 

Tube 

1 

1383500 

Procaine  hydrochloride,  20  cartridges . 

Box 

5 

1385000 

Pumice,  fine,  powder,  1  lb . 

Can 

1 

1407000 

Silver  nitrate  and  formaldehyde,  12  ampules . 

Box 

1 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

2 

3336500 

Knife,  operating,  handle  No.  3 . 

Each 

1 

3337000 

Knife,  operating,  blade  No.  11,  6 . 

Pkg. 

1 

5002000 

Allov,  amalgam,  1  oz . 

Bottle 

4 

5018000 

Blower,  chip,  and  hot  air  syringe . 

Each 

1 

5035000 

Bur,  No.  2,  angle  handpiece,  6 . 

Pkg. 

3 

5036000 

Bur,  No.  4,  angle  handpiece,  6 . 

Pkg. 

3 

5037000 

Bur,  No.  6,  angle  handpiece,  6 . 

Pkg. 

1 

5039000 

Bur,  No.  9,  angle  handpiece,  6 . 

Pkg. 

1 

5043000 

Bur,  No.  35,  angle  handpiece,  6 . 

Pkg. 

1 

5044000 

Bur,  No.  37,  angle  handpiece,  6 . 

Pkg. 

3 

5045000 

Bur,  No.  39,  angle  handpiece,  6 . 

Pkg. 

3 

5052000 

Bur,  No.  557,  angle  handpiece,  6 . 

Pkg. 

2 

5055000 

Bur,  No.  560,  angle  handpiece,  6 . 

Pkg. 

1 

5061000 

Bur,  No.  Y,  straight  handpiece,  6 . 

Pkg. 

1 

5063000 

Bur,  No.  2,  straight  handpiece,  6 . 

Pkg. 

3 

5064000 

Bur,  No.  4,  straight  handpiece,  6 . 

Pkg. 

3 

5065000 

Bur,  No.  6,  straight  handpiece,  6 . 

• 

Pkg. 

1 
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9502500 — Chest,  MD,  No.  60,  Complete:  (Contents) — Continued 

5071000 

Bur,  No.  35,  straight  handpiece,  6 . 

Pkg. 

1 

5072000 

Bur,  No.  37,  straight  handpiece,  6 . 

Pkg. 

2 

5082000 

Bur,  No.  557,  straight  handpiece,  6 . 

Pkg. 

1 

5083000 

Bur,  No.  558,  straight  handpiece,  6 . 

Pkg. 

2 

5105500 

Burnisher,  stellite,  “5-7” . 

1 

5107000 

Burnisher,  stellite,  “1-2” . 

1 

5122000 

Cement,  permanent,  pearl  gray,  1  oz . 

Box 

1 

5124000 

Cement,  silicate,  case,  empty . 

1 

5125000 

Cement,  silicate,  liquid,  7  cc . 

2 

5126500 

Cement,  silicate,  powder,  shade  A,  Yl  oz . 

Bottle 

1 

5127500 

Cement,  silicate,  powder,  shade  B,  Yi  oz . 

Bottle 

1 

5128500 

Cement,  silicate,  powder,  shade  C,  Y  oz . 

Bottle 

1 

5129500 

Cement,  silicate,  powder,  shade  D,  Y  oz . 

Bottle 

1 

5130500 

Cement,  silicate,  powder,  shade  E,  Y  oz . 

Bottle 

1 

5131500 

Cement,  silicate,  powder,  shade  F,  Y  oz . 

Bottle 

1 

5138500 

Cement,  silicate,  measuring  device . 

Each 

1 

5139000 

Cement,  silicate,  shade  guide . 

1 

5141000 

Cement,  silicate,  varnish.  1  oz . 

1 

5142200 

Cement,  temporary,  anodyne . 

1 

5149500 

Chisel,  osseous,  stout,  No.  2 . 

1 

5155000 

Chisel  No.  5 . 

1 

5158000 

Chisel  No.  48 . 

5158500 

Chisel,  Wedelstaedt,  No.  41 . 

l 

5158700 

Chisel,  Wedelstaedt,  No.  42 . 

1 

5166000 

Cleaner,  pulp  canal,  No.  0,  12 . 

Pke 

1 

5168000 

Cleaner,  pulp  canal,  No.  2,  12 . 

Pk<* 

1 

5207300 

Denture  base  material,  acrylic,  pink,  permanent  liner,  in  tube . 

Pkg. 

1 

5230000 

Disk,  paper,  assorted,  525 . 

1 

5246500 

Elevator,  Stout,  A . 

1 

5250000 

Elevator,  Winter,  No.  122 . 

1 

5251000 

Elevator,  Winter,  No.  123 . 

1 

5252000 

Elevator,  Winter,  No.  135 . 

1 

5256000 

Engine,  oil,  1  oz . 

1 

5257000 

Engine,  foot . 

1 

*5259010 

Engine,  foot,  cord,  17-foot,  3-inch . 

Each 

1 

5261005 

Engine,  handpiece,  angle,  Doriot . 

Each 

2 

5263005 

Engine,  handpiece,  straight,  Doriot . 

Each 

1 

5267000 

Excavator,  Black,  No.  23 _ 

1 

5269500 

Excavator,  Black,  No.  49 _ 

1 

5269700 

Excavator,  Black,  No.  50 . 

1 

5272000 

Excavator,  Black,  No.  63 . 

1 

5273000 

Excavator,  Black,  No.  64 . 

1 

5277200 

Excavator,  Black,  No.  77 _ 

1 

5277300 

Excavator,  Black,  No.  78 . 

1 

5279000 

Explorer,  No.  5 . 

1 

5280000 

Explorer,  No.  6 . 

1 

5281000 

Explorer,  No.  23 . 

1 

5311000 

Floss,  dental,  100  yards.  .  . 

1 

5319000 

Forceps,  tooth-extracting,  No.  18-R _ 

Each 

1 

5320000 

Forceps,  tooth-extracting,  No.  18-L... 

Each 

1 

5322000 

Forceps,  tooth-extracting,  No.  65. . . 

Each 

1 

Depot  officers  assembling  unit  are  responsible  for  inclusion  of  proper  part  to  fit  item  for  which  intended. 
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9502500 — Chest,  MD,  No.  60,  Complete:  (Contents) — Continued 

5324000 

Forceps,  tooth-extracting,  No.  150-A . 

1 

1 

5325000 

Forceps,  tooth-extracting,  No.  151-A . 

Each 

5326000 

Forceps,  tooth-extracting,  No.  210 . 

Each 

1 

5326200 

Forceps,  tooth-extracting,  No.  215 . 

Each 

1 

5349000 

Gutta-percha,  temporary,  1  oz . 

Box 

1 

5358000 

Holder,  cotton . 

Each 

1 

5359000 

Holder,  mercury . 

Each 

1 

5360000 

Holder,  napkin . 

Each 

1 

5361000 

Holder,  nerve  broach . 

Each 

1 

5380000 

Lamp,  alcohol . 

Each 

1 

5381000 

Lamp,  alcohol,  wick . 

Each 

2 

5401000 

Mallet,  plugging . 

Each 

1 

5403000 

Mandrel  No.  303,  for  angle  handpiece . 

Each 

6 

5405000 

Mandrel  No.  303,  for  straight  handpiece . 

Each 

6 

5407000 

Mandrel,  Morgan-Maxfield,  for  angle  handpiece . 

Each 

2 

5408000 

Mandrel,  Morgan-Maxfield,  for  straight  handpiece . 

Each 

2 

5412000 

Mechanical  dam . 

Each 

1 

5417000 

Mirror,  mouth . 

Each 

1 

5418005 

Mirror,  mouth,  plane  glass,  cone  socket . 

Each 

2 

5420500 

Mortar  and  pestle . 

Each 

1 

5426000 

Pliers  No.  2,  dressing . 

Each 

2 

5427500 

Pliers  No.  104 . 

Each 

1 

5436000 

Plugger,  amalgam,  Black,  No.  1 . 

Each 

1 

5437000 

Plugger,  amalgam,  Black,  No.  3 . . 

Each 

1 

5440000 

Plugger,  plastic,  Ladmore,  No.  3 . 

Each 

1 

5450000 

Plugger,  plastic,  Woodson,  No.  1 . 

Fach 

1 

5451000 

Plugger,  plastic,  Woodson,  No.  2 . 

Each 

1 

5452000 

Plugger,  plastic,  Woodson,  No.  3 . 

Each 

1 

5474000 

Point,  carborundum,  mounted,  No.  183,  for  straight  handpiece . 

Each 

6 

5474100 

Point,  carborundum,  mounted,  No.  184,  for  straight  handpiece . 

Each 

6 

5480000 

Point,  carborundum,  mounted,  No.  226,  for  straight  handpiece . 

Each 

6 

5483000 

Point,  carborundum,  mounted,  No.  241,  for  straight  handpiece . 

Each 

6 

5500000 

Polisher,  rubber  cup,  36 . 

Box 

3 

5502000 

Pot  (medicine  glass),  Dappen . . 

Each 

2 

5504000 

Probe,  abscess . 

Each 

1 

5519000 

Retainer,  matrix  No.  1 . 

Each 

1 

5520000 

Retainer,  matrix,  No.  1,  bicuspid  band,  medium,  12 . 

Env. 

1 

5522000 

Retainer,  matrix,  No.  1,  molar  band,  medium,  12 . 

Env. 

1 

5541000 

Scaler  No.  3 . 

Each 

1 

5544000 

Scaler  No.  33 . 

Each 

1 

5545000 

Scaler  No.  34 . . 

Each 

1 

5559300 

Shears,  crown,  Universal . 

Each 

1 

5562000 

Slab,  mixing . 

Each 

1 

5568000 

Spatula,  cement . 

Each 

1 

5570000 

Spatula,  stellite . 

Each 

1 

5576000 

Stick,  orangewood,  25 . 

Box 

1 

5578000 

Strip,  celluloid,  100 . . 

Box 

1 

5581000 

Strip,  polishing,  fine  grit,  100 . 

Box 

1 

5582000 

Strip,  polishing,  medium  grit,  100 . 

Box 

1 

5597000 

Syringe,  water . 

Each 

1 

5683000 

Wheel,  carborundum,  No.  301 . 

Each 

1 

5684000 

Wheel,  carborundum,  No.  302 . 

Each 

1 
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9502500 — Chest,  MD,  No.  60,  Complete:  (Contents) — Continued 

5685000 

Wheel,  carborundum,  No.  304 . 

1 

5686000 

Wheel,  carborundum,  No.  305 . 

1 

5696000 

Wire,  ligature,  24-gage  18-inch  strands,  approximately  250 . 

Box 

1 

7178000 

Towel,  hand . 

24 

7456000 

Brush,  hand . 

1 

7493000 

Soap,  white,  floating,  6  oz . 

1 

7515000 

Book,  blank,  8  vo . 

1 

7540010 

Envelope,  No.  189,  ungummed,  25 . 

Pkg. 

1 

7610000 

Paper,  typewriter,  bond,  8  by  10^-inch . 50  sheets 

7624000 

Pencil,  lead . 1  pencil 

7932000 

Thermometer,  clinical . 

1 

9102000 

Alcohol,  ethyl,  denatured,  1  pt . 

Tin 

2 

9377000 

Suture,  silk,  braided,  non-capillary,  3  sizes . 

Pkg. 

1 

9502100 

Chair,  dental,  field,  folding . 

1 

9509300 

Syringe,  hypodermic,  cartridge  type,  complete . 

Set 

1 

9767500 

Container,  metal,  No.  1  (For  0961000) . 

Each 

2 

9907000 

Basin,  canvas,  folding . 

1 

9921500 

Cup,  enamelwarc . 

Each 

2 

9928500 

Hone,  oil,  small . . . 

1 

9954028 

Sterilizer,  instrument,  9%-inch,  with  gasoline  burner . 

1 

9961000 

Vial,  glass,  clear,  glass-stoppered . 

6 

Form  57 

Report  of  dental  service . 

25 

Form  79 

Register  of  dental  patients  (card) . 

Each 

500 

9502600 — Chest,  MD,  No.  61,  Complete:  (Contents) 

9753500 

Chest,  field,  plain . 

1 

9791000 

Tray  set,  type  6 . 

Each 

l 

Packed  in  Drawer  No.  1 

1386000 

Pumice,  medium,  powder,  1  lb . 

1 

1419000 

Sodium  borate,  1  lb . 

1 

5016000 

Base  plate,  12 . 

2 

5146000 

Charcoal  block . 

1 

5171000 

Compound,  cake,  ^2  lb . 

2 

5179000 

Cone,  felt,  pointed,  No.  3 . 

1 

5180000 

Cone,  felt,  blunt,  No.  6 . 

1 

5207000 

Dentimeter  iron  wire,  ^  oz . 

1 

5313000 

Flux,  reducing,  1  oz . 

1 

5397000 

Machine,  casting,  small,  crucible . 

3 

5399000 

Machine,  casting,  small,  inlay  flask,  l}^-inch . 

Each 

2 

5400000 

Machine,  casting,  small,  saddle  and  bridge  flask,  l)^-inch.  .  . 

Each 

1 

5405000 

Mandrel  No.  303,  for  straight  handpiece . 

Each 

3 

5422000 

Paper,  articulating,  12  sheets . 

1 

5432000 

Pliers,  No.  137,  contouring . 

1 

5535000 

Sandarac  varnish,  4  oz . 

1 

5559300 

Shears,  crown,  Universal . 

1 

5614500 

Tin  foil,  lb . 

Roll 

1 

5616000 

Tongs,  soldering . 

Each 

1 

26 
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5671000 

5683000 

5684000 

5685000 

5686000 

5687000 

5688000 

5689000 

5690000 

5692000 

5694000 


9502600 — Chest,  MD,  No.  61,  Complete:  (Contents)— Continued 


Packed  in  Drawer  No.  1 


Wax,  base  plate,  Y  lb . 

Wheel,  carborundum,  No.  301 . 

Wheel,  carborundum,  No.  302 . 

Wheel,  carborundum,  No.  304 . 

Wheel,  carborundum,  No.  305 . 

Wheel,  carborundum,  No.  307 . 

Wheel,  carborundum,  No.  310 . 

Wheel,  carborundum,  2-inch,  coarse  grit. . 
Wheel,  carborundum,  2-inch,  medium  grit 

Wheel,  cloth,  buffing,  3-inch . 

Wheel,  felt,  No.  2 . 


Box 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 


3 

6 

6 

6 

6 

6 

6 

2 

2 

1 


Packed  in  Drawer  No.  2 


1133000 

5008000 

5011000 

5019000 

5026000 

5118500 

5206000 

5207200 

5289000 

5304000 

5309000 

5362800 

5372000 

5373000 

5427500 

5428000 

5432500 

5571000 

5572000 

5622000 

5627000 

5628000 

5629000 

5630000 

5631000 

5632000 

5633000 

5634000 

5641000 

5642000 

5643000 

5645000 

5646000 

5652000 

5653000 

5674000 

5676000 


Chalk,  prepared,  1  lb . 

Arbor,  emery . . 

Articulator,  crown  and  bridge . . 

Blower,  chip,  and  hot  air  syringe,  bulb . 

Bowl,  plaster . 

Cellophane  sheets  100 . 

Den  time  ter . 

Denture  base  material,  acrylic,  pink,  10  units 

File,  gold,  half-round . 

File,  vulcanite,  half-round,  double-ended . 

Finisher,  vulcanite,  No.  2 . 

Impression  compound  trays,  set  of  6 . 

Knife,  office . . 

Knife,  plaster . 

Pliers  No.  104 . 

Pliers  No.  107 . 

Pliers,  clasp-bending . 

Spatula,  wax,  No.  7 . 

Spatula,  wax,  No.  31 . 

Tray,  crown  and  bridge . 

Tray,  impression,  lower,  BIS-18 . 

Tray,  impression,  lower,  BIS-22 . 

Tray,  impression,  lower,  BIS-24 . 

Tray,  impression,  lower,  BIS-26 . 

Tray,  impression,  lower,  SSW-1 . 

Tray,  impression,  lower,  SSW-3 . 

Tray,  impression,  lower,  SSW-5 . 

Tray  metal,  Yi  lb . 

Tray,  impression,  upper,  SSW-1 . 

Tray,  impression,  upper,  SSW-3 . 

Tray,  impression,  upper,  SSW-5 . 

Trimmer,  vulcanite,  No.  26 . 

Trimmer,  vulcanite,  No.  27 . 

Tweezers,  B . 

Tweezers,  L . 

Wax,  crown,  2  oz . 

Wax,  inlay,  1  oz . 


Can 

Each 

Each 

Each 

Each 

Pkg. 

Each 

Pkg. 

Each 

Each 

Each 

Set 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Roll 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Box 

Box 


1 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
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9502600 — Chest,  MD,  No.  61,  Complete:  (Contents) — Continued 

Packed  in  Drawer  No.  2 

7316000 

Knife,  table . 

1 

7817000 

Hammer,  claw . 

1 

7883000 

Pliers,  side-cutting . 

1 

Packed  in  Drawer  No.  3 

5362500 

Impression  compound,  12  units . 

2 

5366000 

Investment  compound,  crown  and  bridge,  4  lb . 

Can 

1 

5366500 

Investment,  inlay,  3 Yi  lb . 

Tin 

1 

5424300 

Plaster  of  paris,  modeling  and  flashing,  4  lb . 

Can 

2 

5615000 

Tongs,  flask . 

l 

Packed  in  Drawer  No.  4 

4451000 

Tripod,  iron . 

1 

5013000 

Articulator,  Gysi . 

2 

5310500 

Flask,  ejector  type . 

3 

5310600 

Flask,  ejector  type,  ejector . 

1 

5327000 

Frame,  heating . 

1 

5332000 

Gold,  casting,  inlay,  2  dwt . 

g 

5335000 

Gold,  lingual  bar,  long,  16k.  dwt.  26  gr . 

Each 

12 

5337000 

Gold  plate,  22k.  5  dwt . 

2 

5338000 

Gold  plate,  24k.  2  dwt . 

1 

5339000 

Gold  solder,  16k . 

10 

5340000 

Gold  solder,  18k . 

15 

5346000 

Gold  wire,  18-gage,  round . 

10 

5395000 

Machine,  casting,  small . 

1 

5421000 

Pan,  pickling . 

1 

5502500 

Powder,  protective,  for  acrylic  material,  1  oz . 

Pkg. 

1 

5661500 

Vise,  bench . 

1 

5664000 

Vulcanizer  flask,  compress . 

1 

7627000 

Pencil,  indelible . 

1 

9506700 

Lamp,  alcohol,  large,  modified . 

1 

9947000 

Pliers,  slip  joint . 

Each 

1 

9502700 — Chest,  MD,  No.- 62,  Complete:  (Contents) 

9753500 

Chest,  field,  plain . 

1 

9791500 

Tray  set  type  7 . 

Each 

1 

Packed  in  Tray 

5014000 

Balance,  portable . 

1 

5577000 

Stone,  artificial,  5  lb . 

3 

9102000 

Alcohol,  ethyl,  denatured,  1  pt . 

Tin 

3 

9509500 

Teeth,  combination  set,  complete . 

Set 

1 

28 
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9502700 — Chest,  MD,  No.  62,  Complete:  (Contents) — Continued 

Packed  in  Bottom  of  Chest 

1376600 

Potassium  sulfate,  %  lb . 

1 

5009000 

Arbor,  emery,  100  bands . 

1 

5022000 

Blowpipe  outfit . 

1 

5022400 

Blowpipe  outfit,  Bunsen  burner . 

1 

5503000 

Press,  flask . 

Each 

1 

7160010 

Gown,  operating,  medium . 

2 

7178000 

Towel,  hand . 

36 

7827000 

Jar,  dressing . . 

1 

9507000 

Lathe,  hand,  modified . 

1 

9901010 

Acetylene  unit,  cylinder,  filled,  type  B . 

Each 

l 

9506500 — Kit,  Dental,  MaxiIIo*Facial,  Complete:  (Contents) 

9506600 

Kit,  dental,  maxillo-facial,  empty  case . 

Each 

1 

1382000 

Procaine  hydrochloride,  20  gr.  hypo  tablets . 

Tube 

6 

1383500 

Procaine  hydrochloride,  20  cartridges . 

Box 

1 

3184000 

Elevator,  nasal,  blunt . 

1 

3271000 

Forceps,  tissue,  6-inch,  straight,  Allis . 

Each 

2 

3336500 

Knife,  operating,  handle  No.  3 . 

2 

3337000 

Knife,  operating,  blade  No.  11,  6 . 

Pke 

4 

3337100 

Knife,  operating,  blade  No.  12,  6 . 

Pkg. 

4 

3337300 

Knife,  operating,  blade  No.  15,  6 . 

Pke 

4 

3376500 

Needle,  eye,  size  2,  ^-circle,  6 . 

Pke. 

1 

3384000 

Needle,  pedicle,  large . 

2 

3395000 

Needle,  surgeon’s  regular,  size  12,  ^-circle,  6 . 

Pkg. 

1 

3396100 

Needle,  surgeon’s  regular,  size  16,  ^-circle,  6 . 

Pkg. 

1 

3479000 

Scissors,  iris,  full-curved . 

2 

3481300 

Scissors,  surgical . 

2 

3797500 

Suture,  silk,  braided,  non-capillary,  size  1,  25  yards . . 

Spool 

4 

3799600 

Suture,  silk,  dermal,  medium,  1  suture . 

Pkg. 

24 

3845000 

Syringe,  Luer,  10-cc . 

2 

3889000 

Wire,  corrosion-resisting  steel,  0.000-inch  diameter,  1  oz . 

Spool 

1 

3890000 

Wire,  corrosion-resisting  steel,  0.014-inch  diameter,  1  oz . 

Spool 

1 

5148700 

Chisel,  osseous,  Stout,  No.  1 . 

2 

5149500 

Chisel,  osseous,  Stout,  No.  2 . 

2 

5150500 

Chisel,  osseous,  Stout,  No.  3 . 

2 

5196600 

Curette,  F.  F.  Molt,  No.  2 . 

Each 

1 

5196700 

Curette,  F.  F.  Molt,  No.  4 . 

1 

5196800 

Curette,  F.  F.  Molt,  No.  9-L . 

1 

5196900 

Curette,  F.  F.  Molt,  No.  10-R . 

1 

5246500 

Elevator,  Stout,  A . 

2 

5247000 

Elevator,  malar,  Ivy . . . 

1 

5313500 

Forceps,  bone,  rongeur,  No.  5S . 

Each 

1 

5324000 

Forceps,  tooth-extracting,  No.  150A . 

Each 

2 

5325000 

Forceps,  tooth-extracting,  No.  151A . 

Each 

2 

5427500 

Pliers  No.  104 . . 

Each 

2 

5559300 

Shears,  crown,  Universal . 

2 

5696000 

Wire,  ligature,  24-gage,  18-inch  strands,  approx.  250 . 

Box 

1 

5696700 

Wire,  half-round,  12-gage,  5  inches . 

Length 

24 
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9364500 

9506500 — Kit,  Dental,  Maxillo-Facial,  Complete:  (Contents) — Continued 

Probe,  5-inch,  straight . 

Each 

2 

9509300 

Syringe,  hypodermic,  cartridge  type,  complete . 

Set 

2 

9705100 

9705000 — Case,  Instrument,  Medical  Officer’s,  Complete:  (Contents) 

Case,  instrument,  medical  officer’s,  empty . 

Each 

1 

9705200 

Case,  instrument,  medical  officer’s,  metal  container,  for  2  knives . 

Each 

1 

3008500 

Bistoury,  sharp-pointed,  straight . 

Each 

1 

3228800 

Forceps,  hemostatic,  4%-inch,  straight,  Abbey . 

Each 

1 

3229500 

Forceps,  hemostatic,  5-inch,  straight,  Jones . 

Each 

1 

3269500 

Forceps,  tissue,  spring,  4J^-inch,  straight . 

Each 

1 

3335600 

Knife,  operating,  1  J^-inch  blade . 

Each 

1 

3393500 

Needle,  surgeon’s  regular,  size  6,  ^-circle,  6 . 

Pkg. 

1 

3394500 

Needle,  surgeon’s  regular,  size  10,  ^-circle,  6 . 

Pkg. 

1 

3401100 

Needle,  uterine,  size  5,  half-circle,  6 . 

Pkg. 

1 

3474500 

Scissors,  operating,  4^-inch,  straight,  1  point  sharp . 

Each 

1 

9377000 

Suture,  silk,  braided,  non-capillary,  3  sizes . 

Pkg. 

3 

9706500 

9710000 — Kit,  Dental  Officer’s,  Complete:  (Contents) 

Kit  component,  can  tie  ring  strap . 

Each 

1 

9707000 

Kit  component,  insert,  tvpe  I . 

Each 

1 

9708000 

Kit  component,  litter  strap . 

Each 

1 

9708500 

Kit  component,  pouch . 

Each 

1 

1383500 

Procaine  hydrochloride,  20  cartridges . 

Box 

1 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

1 

2034000 

Plaster,  adhesive,  surgical,  1-inch  by  5  yards . 

Spool 

2 

4415000 

Stopper,  rubber,  solid,  No.  2  (For  9960500): . 

Each 

1 

5155000 

Chisel  No.  5 . 

Each 

1 

5158000 

Chisel  No.  48 . 

Each 

1 

5250000 

Elevator,  Winter,  No.  122 . 

Each 

1 

5251000 

Elevator,  Winter,  No.  123 . 

Each 

1 

5272000 

Excavator,  Black,  No.  63 . 

Each 

1 

5273000 

Excavator,  Black,  No.  64 . 

Each 

1 

5279000 

Explorer,  No.  5 . 

Each 

1 

5324000 

Forceps,  tooth-extracting,  No.  150A . 

Each 

1 

5325000 

Forceps,  tooth-extracting,  No.  151A . 

Each 

i 

5417000 

Mirror,  mouth . 

Each 

l 

5426000 

Pliers  No.  2,  dressing . 

Each 

l 

5450000 

Plugger,  plastic,  Woodson,  No.  1 . . 

Each 

l 

7624000 

7877000 

Pencil,  lead . 1  Pencil 

Pin,  safety,  large . 

Card 

l 

7878000 

Pin,  safety,  medium . 

Card 

l 

9112000 

Iodine  swab,  1  14-cc.,  6 . 

Box 

2 

9509300 

Syringe,  hypodermic,  cartridge  type,  complete . 

Set 

1 

9704000 

Case,  dental  instrument,  empty . 

Each 

1 

9705000 

Case,  instrument,  medical  officer’s,  complete . 

Each 

1 

9767500 

Container,  metal,  No.  1:  (For  9112000,  9961000) .  . 

Each 

2 

9768500 

Container,  metal,  No.  4:  (For  9960500) . 

Each 

1 

9951500 

Sterilizer,  hypodermic  needle . 

Each 

1 

30 
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NUMBER 


ITEM 


UNIT 


9710000 — Kit,  Dental  Officer’s,  Complete:  (Contents) — Continued 


9960500 
9961000 
Form  52b 


Vial,  glass,  60-cc.,  amber . 

Vial,  glass,  clear,  glass-stoppered . 

Emergency  medical  tag:  (20  in  book  in  duplicate) 


Each 

Each 

Book 


9706500 

9708500 

9709500 


5142200 
5427500 
5559300 
5568000 
5597000 
5696000 
7178000 
7624000 
9206000 
9509000 
9708000 
Form  52b 


2034000 

3468000 

7878000 

9102500 

9112000 

9201000 

9204000 

9707000 

9767500 


9710500 — Kit,  Dental  Private’s,  Complete:  (Contents) 

Kit  component,  cantle  ring  strap . 

Kit  component,  pouch . . . . . 

Kit  component,  suspender . 

In  Right  Hand  Pouch 


Each 

Each 

Each 


Cement,  temporary,  anodyne . 

Pliers,  No.  104 . 

Shears,  crown,  Universal . 

Spatula,  cement . 

Syringe,  water . 

Wire,  ligature,  18-inch  strands,  approximately  250 

Towel,  hand . 

Pencil,  lead . 

Dressing,  first-aid,  small,  white . 

Slab,  mixing,  square,  2-inch . 

Kit  component,  litter  strap . 

Emergency  medical  tag:  (20  in  book  in  duplicate) 


1  Pencil 


Box 

Each 

Each 

Each 

Each 

Box 

Each 

Each 

Each 

Each 

Book 


In  Left  Hand  Pouch 


Plaster,  adhesive,  surgical,  1-inch  by  5  yards . . 

Scissors,  bandage . . 

Pin,  safety,  medium . . . 

Ammonia,  aromatic,  10  ampules . 

Iodine  swab,  lj^-cc.,  6 . 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 . 12  Bandages 

Bandage,  triangular,  compressed,  white . 

Kit  component,  insert,  type  I . 

Container,  metal,  No.  1:  (For  91 12000) . 


Spool 

Each 

Card 

Pkg. 

Box 

Each 

Each 

Each 


9710600 — Kit,  First-Aid,  Parachute  (Frying  Pan  Insert),  Type  B-4:  (Contents) 


1084500 

9102925 

9103800 

9112200 

9120200 

9120400 

9121810 


Atabrine,  100  tablets . 

Benzedrine  sulfate,  6  tablets . 

Burn  injury  set,  boric  acid  ointment . 

Iodine  swab,  10-minim,  10 . 

Sodium  chloride,  100  tablets . 

Sulfadiazine,  8  tablets . 

Tablet,  water  purification,  individual,  200 


12  Tablets 


. .  1  Tube 
.  6  Swabs 
8  Tablets 


Tube 


Pkg. 


30  Tablets 


QUAN¬ 

TITY 


1 

3 

1 


2 

2 

1 


1 

1 

1 

1 

1 

1 

2 

2 

1 

2 

1 


1 

1 

1 

1 

2 

3 

1 

1 


1 
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ITEM 


UNIT 


QUAN¬ 

TITY 


9710600 — Kit,  First-Aid,  Parachute  (Frying  Pan  Insert),  Type  B-4:  (Contents) — Continued 


9200100 

9200500 


Bandage,  gauze,  adhesive,  field  brown,  1-inch  by  3-inch,  16 . 6  Bandages 

Bandage,  gauze,  compress,  field  brown,  2-inch  by  2-inch,  4 . 2  Bandages 


Needle,  curved,  2^-inch,  with  120  inches  of  olive  drab  carpet  and  button  thread:  For  clothing 
repair. 

Soap,  cake,  hotel  size,  small . 

Tea  tablets,  compressed,  8.7  gr . 


Each 

Each 

Each 


1 

1 

10 


9710900 — Kit,  Jungle,  Medical,  Individual,  M-2,  Complete:  (Contents) 


9766100 

9109800 

9111800 

9120110 

9120400 

9121805 

9200000 

9208200 

9961500 

1084500 


Container,  for  kit,  jungle,  medical,  individual,  M-2 

Frazer’s  solution  for  athlete’s  foot,  1  oz . 

Iodine,  2  cc . 

Repellent,  insect,  2  oz . 

Sulfadiazine,  8  tablets . 

Tablet,  water  purification,  individual,  100 . 


Bandage,  gauze,  adhesive,  white,  1-inch  by  3-inch,  16 . 3  Bandages 

Packet,  first-aid,  field  brown  dressing . 

Vial,  3^-oz:  For  the  following . 

Atabrine,  100  tablets . 30  Tablets 


Each 

Bottle 

Vial 

Bottle 

Pkg. 

Bottle 

Each 

Each 


1 

1 

1 

1 

1 

1 

1 

1 


9711000 — Kit,  Medical  Noncommissioned  Officer’s,  Complete:  (Contents) 


9706500 

9708500 

9709500 


Kit  component,  cantle  ring  strap 

Kit  component,  pouch . 

Kit  component,  suspender . 


Each 

Each 

Each 


2 

2 

1 


In  Right  Hand  Pouch 


9961500 

1010000 

1150500 

2034000 

7624000 

7877000 

7878000 

7932000 

9103800 

9109500 

9112000 

9115500 

9120400 

9200000 


Vial,  J^-oz . 

Acid,  acetylsalicylic,  1000  tablets . 

Compound  cathartic,  1000  pills  or  tablets . 

Plaster,  adhesive,  surgical,  1-inch  by  5  yards . 

Pencil,  lead . 

Pin,  safety,  large . 

Pin,  safety,  medium . 

Thermometer,  clinical . 

Burn  injury  set,  boric  acid  ointment . 

Eye-dressing  set . . 

Iodine  swab,  lj^-cc.,  6 . 

Morphine  tartrate,  5  tubes . 

Sulfadiazine,  8  tablets . 

Bandage,  gauze,  adhesive,  white,  1-inch  by  3-inch,  16 


. 16  Tablets 

36  Pills  or  Tablets 


1  Pencil 


Each 


Spool 


3 

2 


Card  1 

Card  1 

Each  1 

Set  1 

Set  1 

Box  1 

Box  2 

Pkg.  3 

Pkg.  1 


32 
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NUMBER 


ITEM 


UNIT 


QUAN¬ 

TITY 


9711000 — Kit,  Medical  Noncommissioned  Officer’s,  Complete:  (Contents) — Continued 


In  Right  Hand  Pouch 


9378000 
9707500 
9708000 
Form  52b 


Tourniquet,  field . 

Kit  component,  insert,  type  II . 

Kit  component,  litter  strap . 

Emergency  medical  tag:  (20  in  book  in  duplicate) 


Each 

Each 

Each 

Book 


1 

1 

2 

1 


2013000 

2024000 

9201000 

9204000 


In  Left  Hand  Pouch 


Cotton,  absorbent,  compressed,  1  oz . . . 

Gauze,  plain,  sterilized,  36-inch,  1  yard . 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 . 8  Bandages 

Bandage,  triangular,  compressed,  white . 


Pkg. 

Pkg. 

Each 


4 

4 

4 


9706500 
9708500 
9961500 
1010000 
1150500 
2034000 
7624000 
7878000 
7932000 
9103800 
9109500 
9112000 
9115500 
9120400 
9121100 
9201000 
9378000 
9705000 
9707500 
9708000 
9767500 
Form  52b 


9711500 — Kit,  Medical  Officer’s,  Complete:  (Contents) 


Kit  component,  can  tie  ring  strap . . 

Kit  component,  pouch . 

Vial,  J^-oz . 

Acid,  acetylsalicylic,  1000  tablets . 16  Tablets 

Compound  cathartic,  1000  pills  or  tablets . 36  Pills  or  Tablets 

Plaster,  adhesive,  surgical,  1-inch  by  5  yards . ; . 

Pencil,  lead . . . i  Pencil 


Pin,  safety,  medium . 

Thermometer,  clinical . 

Burn  injury  set,  boric  acid  ointment . 

Eye-dressing  set . 

Iodine  swab,  lj^-cc.,  6 . 

Morphine  tartrate,  5  tubes . 

Sulfadiazine,  8  tablets . 

Sulfanilamide,  crystalline,  5,  5-Gm.  envelopes . 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 . 5  Bandages 

Tourniquet,  field . . 

Case,  instrument,  medical  officer’s,  complete . 

Kit  component,  insert,  type  II . 

Kit  component,  litter  strap . 

Container,  metal,  No.  1:  (For  9112000) . 

Emergency  medical  tag:  (20  in  book  in  duplicate) . * . 


Each 

Each 

Each 


Spool 

Card 

Each 

Set 

Set 

Box 

Box 

Pkg. 

Pkg. 

Each 

Each 

Each 

Each 

Each 

Book 


1 

1 

3 


1 

1 

1 

1 

1 

1 

3 

3 

1 

1 

1 

1 

1 

1 

1 


9711600 — Kit,  Medical,  Parachutist’s,  Complete:  (Contents) 


1463600 

7624000 

7878000 

9102500 


Sulfanilamide,  crystalline,  12  5-Gm  envelopes 

Pencil,  lead . 

Pin,  safety,  medium . 

Ammonia,  aromatic,  10  ampules . 


1  Pencil 


Box 


1 


Card 

Pkg. 


1 

3 
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• 
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TITY 

9112200 

9711600 — Kit,  Medical,  Parachutist’s,  Complete:  (Contents) — Continued 

Iodine  swab,  10-minim,  10 . 

Pkg. 

2 

9115500 

Morphine  tartrate,  5  tubes . 

Box 

2 

9201000 

9204000 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 . 10  Bandages 

Bandage,  triangular,  compressed,  white . 

Each 

6 

9206000 

Dressing,  first-aid,  small,  white . 

Each 

4 

9705000 

Case,  instrument,  medical  officer’s,  complete . 

Each 

1 

9707500 

Kit  component,  insert,  type  II . 

Each 

1 

9708000 

Kit  component,  litter  strap . 

Each 

1 

9708500 

Kit  component,  pouch . 

Each 

1 

9767500 

Container,  metal,  No.  1 . 

Each 

1 

9961500 

Vial,  J^-oz:  1  each  for  the  following . 

Each 

6 

1006000 
1010000 
1084500 
1150500 
1223000 
1463700 
Form  52b 

Acetophenetidin,  1000  tablets . 16  Tablets 

Acid,  acetylsalicylic,  1000  tablets . 16  Tablets 

Atabrine,  100  tablets . 50  Tablets 

Compound  cathartic,  1000  pills  or  tablets . 36  Pills  or  Tablets 

Glycyrrhiza  and  opium  compound,  1000  tablets . 25  Tablets 

Sulfanilamide,  1000  tablets . 16  Tablets 

Emergency  medical  tag:  (20  in  book  in  duplicate) . 

Book 

1 

9706500 

9712000 — Kit,  Medical  Private’s,  Complete:  (Contents) 

Kit  component,  cantle  ring  strap . 

Each 

2 

9708500 

Kit  component,  pouch . 

Each 

2 

9709500 

Kit  component,  suspender . 

Each 

1 

2034000 

In  Right  Hand  Pouch 

Plaster,  adhesive,  surgical,  1-inch  by  5  yards . 

Spool 

1 

3468000 

Scissors,  bandage . 

Each 

1 

7878000 

Pin,  safety,  medium . 

Card 

2 

9103800 

Burn  injury  set,  boric  acid  ointment . 

Set 

1 

9109500 

Eye-dressing  set . 

Set 

1 

9112000 

Iodine  swab,  13^-cc.,  6 . 

Box 

1 

9200000 

Bandage,  gauze,  adhesive,  white,  1-inch  by  3-inch,  16 . 

Pkg. 

1 

9201000 
. 9204000 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 . 12  Bandages 

Bandage,  triangular,  compressed,  white . 

Each 

3 

9378000 

Tourniquet,  field . 

Each 

1 

9707000 

Kit  component,  insert,  type  I . 

Each 

1 

9767500 

Container,  metal,  no.  1:  (For  9112000) . 

Each 

1 

7624000 

9206000 

In  Left  Hand  Pouch 

Pencil,  lead . 1  Pencil 

Dressing,  first-aid,  small,  w'hite . 

Each 

8 

9708000 

Kit  component,  litter  strap . 

Each 

2 

Form  52b 

Emergency  medical  tag :  (20  in  book  in  duplicate) . 

Book 

1 

34 
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TITY 

9712500 — Kit,  Veterinary  Noncommissioned  Officer’s,  Complete:  (Contents) 

9706500 

Kit  component,  cantle  ring  strap . 

Each 

2 

9708500 

Kit  component,  pouch . 

Each 

2 

9709500 

Kit  component,  suspender . 

Each 

1 

In  Right  Hand  Pouch 

2008000 

Bandage,  muslin,  3-inch  by  5  yards,  12 . 3  Bandages 

4415000 

Stopper j  rubber,  solid,  No.  2:  (For  9960500) . 

Each 

1 

7624000 

Pencil,  lead . 1  Pencil 

9112000 

Iodine  swab,  1%-cc.,  6 . 

Box 

2 

9208000 

Oakum,  2  oz . 

Pkg. 

1 

9767500 

Container,  metal,  No.  1:  (For  9112000) . 

Each 

1 

9768500 

Container,  metal,  No.  '4:  (For  9960500) . 

Each 

1 

9805500 

Case,  instrument,  veterinary  noncommissioned  officer’s,  complete . 

Each 

1 

9960500 

Vial,  glass,  60-cc.,  amber:  For  the  following . 

Each 

1 

1159000 

Cresol,  saponated  solution,  1  qt . 60  cc. 

Form  115b 

Emergency  veterinary  tag:  (20  in  book  in  duplicate) . 

Book 

1 

In  Left  Hand  Pouch 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

2 

2024000 

Gauze,  plain,  sterilized,  36-inch,  1  yard . 

Pkg. 

2 

4415000 

Stopper,  rubber,  solid,  No.  2:  (For  9960500) . 

Each 

2 

7877000 

Pin,  safety,  large . 

Card 

1 

9204000 

Bandage,  triangular,  compressed,  white . 

Each 

2 

9208000 

Oakum,  2  oz . 

Pkg. 

1 

9768500 

Container,  metal,  No.  4:  (For  9960500) . 

Each 

1 

9960500 

Vial,  glass,  60-cc.,  amber:  For  the  following . 

Each 

1 

1060000 

Ammonia,  aromatic  spirit,  1  pt . 60  cc. 

9713000 — Kit,  Veterinary  Officer’s,  Complete:  (Contents) 

9706500 

Kit  component,  cantle  ring  strap . 

Each 

1 

9708000 

Kit  component,  litter  strap . 

Each 

1 

9708500 

Kit  component,  pouch . 

Each 

1 

2008000 

Bandage,  muslin,  3-inch  by  5  yards,  12 . 2  Bandages 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

1 

2024000 

Gauze,  plain,  sterilized,  36-inch,  1  yard . 

Pkg. 

1 

7624000 

Pencil,  lead . 1  Pencil 

8019000 

Case,  hypodermic  tablets,  veterinary,  complete . 

Each 

1 

8023000 

Case,  pocket,  veterinary,  complete . 

Each 

1 

8105000 

Retainer,  dressing,  foot,  veterinary,  set  of  4 . 

Set 

1 

8116000 

Syringe,  hypodermic,  10-cc.,  Quitman  type . 

Each 

1 

8127000 

Thermometer,  clinical,  veterinary . 

Each 

1 

9112000 

Iodine  swab,  l^-cc.,  6 . 

Box 

2 

9767500 

Container,  metal,  No.  1:  (For  9112000) . 

Each 

1 

9951500 

Sterilizer,  hypodermic  needle . 

Each 

1 

Form  115b 

Emergency  veterinary  tag:  (20  in  book  in  duplicate) . 

Book 

1 
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9713500 — Kit,  Veterinary  Private’s,  Complete:  (Contents) 

9706500 

Kit  component,  can  tie  ring  strap . 

Each 

2 

9708500 

Kit  component,  pouch . 

2 

9709500 

Kit  component,  suspender . 

Each 

1 

In  Right  Hand  Pouch 

2008000 

Bandage,  muslin,  3-inch  by  5  yards,  12 .  r  RnndngAq 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

1 

2024000 

Gauze,  plain,  sterilized,  36-inch,  1  yard . 

Pkg. 

1 

3472000 

Scissors,  operating,  6^-inch,  straight,  double-blunt . 

Each 

1 

7624000 

Pencil,  lead .  1  Pencil 

7877000 

Pin,  safety,  large . 

Card 

1 

8105000 

Retainer,  dressing,  foot,  veterinary,  set  of  4. 

Set 

1 

9112000 

Iodine  swab,  1^-cc.,  6 . 

Box 

9 

9208000 

Oakum,  2  oz . 

9767500 

Container,  metal,  No.  1:  (For  9112000) 

UKg. 

Each 

1 

9805700 

Case,  instrument,  veterinary  private’s,  complete . 

Each 

i 

Form  115b 

Emergency  veterinary  tag:  (20  in  book  in  duplicate).  .  .  . 

Book 

l 

In  Left  Hand  Pouch 

9204000 

Bandage,  triangular,  compressed,  white . 

Each 

3 

9206000 

Dressing,  first-aid,  small,  white . 

Q 

9720500 — Battalion  Medical  Equipment 

9746500 

Blanket  set,  small,  complete . 

o 

9751500 

Case,  utility  canvas,  empty . 

1 

9756500 

Chest  MD  No.  1,  complete . 

9 

9757000 

Chest  MD  No.  2,  complete . 

1 

9777500 

Lantern  set . 

9781500 

Splint  set . 

JLitlUll 

9914000 

Bucket,  canvas,  collapsible . 

i-iclbli 

9 

9937600 

latter,  straight,  steel . 

1 9 

9938600 

Litter  securing  strap . 

AQ 

9720600 — Battalion  Medical  Equipment,  Pack  Type 

XUiXKjH 

9739500 

Unit  medical  equipment  pack . 

9 

9754500 

Chest,  flight  service,  complete . 

9 

9777500 

Lantern  set . 

9778700 

Packboard:  (Extra) . 

9 

9904300 

Bag,  duffle . 

9 

9937600 

Litter,  straight,  steel . 

1  9 

9938600 

Litter  securing  strap . 

aq 

9721800 — Dental  Pack  Equipment 

9502200 

Chest,  dental  pack  A,  complete . 

1 

9502300 

Chest,  dental  pack  B,  complete . 

Each 

1 

. . 

36 
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9727000 — Medical  Pack  Equipment 

9761500 

Chest,  medical  pack  A,  complete . 

Each 

1 

9762000 

Chest,  medical  pack  B,  complete . 

Each 

1  • 

Top  Load  Consisting  Of 

9782000 

Splint  set,  case,  empty:  (containing) . 

Each 

1 

2009000 

Bandage,  muslin,  5-inch  by  5  yards,  12 .  6  Bandages 

3745500 

Splint  strap . 

o 

3748000 

Splint,  Thomas,  arm,  hinged . 

2 

3750000 

Splint,  Army,  leg,  half-ring . 

2 

3751700 

Splint  support  and  foot  rest,  improved . 

Each 

2 

3754000 

Splint,  wire  ladder . 

2 

9375000 

Splint,  wire  gauze,  5J^-inch,  1  yard . 

Roll 

2 

9909000 

Blanket,  o.d . 

9938000 

Litter,  folding,  aluminum . 

1 

9938600 

Litter  securing  strap . 

Each 

4 

9728000 — Medical  Training  Set,  Aviation,  A 

9502500 

Chest,  MD,  No.  60,  complete . 

I 

9711000 

Kit,  medical  noncommissioned  officer’s,  complete . 

Each 

4 

9711500 

Kit,  medical  officer’s,  complete . 

4 

9712000 

Kit,  medical  private’s,  complete . 

12 

9754500 

Chest,  flight  service,  complete . 

1 

A 

9774000 

Crash  splint  unit . 

*9775600 

Set,  gas  casualty,  M-2 . 

l 

9776300 

Kit,  first-aid,  jungle,  complete . 

4 

9776500 

Kit,  first-aid,  aeronautic,  complete . 

Each 

4 

9777300 

Kit,  first-aid,  motor  vehicle,  12-unit,  complete . 

Each 

4 

9778500 

Packet,  first-aid,  parachute,  complete . 

Each 

16 

9936200 

Litter,  folding,  wood . 

16 

9938600 

Litter  securing  strap . 

Each 

64 

9938700 

Machine,  imprinting . 

Each 

4 

9728100 — Medical  Training  Set,  Aviation,  B 

7751000 

Chest,  tool,  small,  complete . 

1 

7755000 

Clothesline . 

7882000 

Pliers,  combination . 

i 

9502500 

Chest,  MD,  No.  60,  complete . 

l 

9606000 

X-rav  field  unit,  generator . 

i 

9617500 

X-ray  field  unit,  darkroom  tent . 

i 

9621500 

X-ray  field  unit,  fluoroscopic,  foreign  body  localization,  complete . 

Set 

i 

9711000 

Kit,  medical  noncommissioned  officer’s,  complete . 

Each 

4 

9711500 

Kit,  medical  officer’s,  complete . 

4 

9712000 

Kit,  medical  private’s,  complete . 

12 

9756500 

Chest  MD  No.  1,  complete . 

1 

9757000 

Chest  MD  No.  2,  complete . : . 

Each 

1 

*To  be  issued  outside  the  continental  limits  of  the  U.S.  when  authorized  by  Theater  commanders. 
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9728100 — Medical  Training  Set,  Aviation,  B — Continued 

9757500 

Chest  MD  No.  4,  complete . 

Each 

1 

*9775600 

Set,  gas  casualty,  M-2 . . 

Set 

1 

9776300 

Kit,  first-aid,  jungle,  complete . 

Each 

4 

9777300 

Kit,  first-aid,  motor  vehicle,  12-unit,  complete . 

Each 

4 

9777500 

Lantern  set . 

Each 

1 

9779500 

Physical  examination  set,  flight  surgeon’s . 

Each 

1 

9936200 

Litter,  folding,  wood . 

Each 

12 

9938600 

Litter  securing  strap . 

Each 

48 

9938700 

Machine,  imprinting . 

Each 

1 

9954028 

Sterilizer,  instrument,  9%-inch,  with  gasoline  burner . 

Each 

1 

9957500 

Table,  instrument,  folding . 

Each 

1 

9958000 

Table,  operating,  folding . 

Each 

1 

9730000 — Regimental  Headquarters  Medical  Equipment 

9746500 

Blanket  set,  small,  complete . 

Each 

1 

9751500 

Case,  utility,  canvas,  empty . 

Each 

1 

9756500 

Chest  MD  No.  1,  complete . 

Each 

1 

9757000 

Chest  MD  No.  2,  complete . 

Each 

1 

9777500 

Lantern  set . 

Each 

1 

9781500 

Splint  set . 

Each 

1 

9937600 

Litter,  straight,  steel . 

Each 

6 

9938600 

Litter  securing  strap . 

Each 

24 

9730100 — Regimental  Headquarters  Medical  Equipment,  Pack  Type 

9739500 

Unit  medical  equipment  pack . 

Each 

1 

9754500 

Chest,  flight  service,  complete . 

Each 

1 

9777500 

Lantern  set . . 

Each 

1 

9778700 

Packboard:  (extra) . 

Each 

1 

9904300 

Bag,  duffle . 

Each 

1 

9937600 

Litter,  straight,  steel . 

Each 

6 

9938600 

Litter  securing  strap . 

Each 

24 

9730500 — Squadron  Aid  Station  Equipment 

9746500 

Blanket  set,  small,  complete . 

Each 

1 

9754500 

Chest,  flight  service,  complete . 

Each 

1 

9757500 

Chest  MD  No.  4,  complete . 

Each 

1 

9774000 

Crash  splint  unit . 

Each 

2 

9775600 

Set,  gas  casualty,  M-2 . 

Set 

1 

9782500 

Surgical  dressings  set . 

Set 

1 

9938000 

Litter,  folding,  aluminum . 

Each 

4 

9938600 

Litter  securing  strap . 

Each 

16 

9938700 

Machine,  imprinting . 

Each 

1 

*To  be  i 

ssued  outside  the  continental  limits  of  the  U.S.  when  authorized  by  Theater  commanders. 

. 
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7735000 

9734000 — Veterinary  Dispensary  Equipment,  CZ 

Can,  5-gallon . 

Each 

2 

9757500 

Chest  MD  No.  4,  complete . 

Each 

1 

9777500 

Lantern  set . 

Each 

1 

9807000 

Chest  MD  No.  80,  complete . 

Each 

1 

9808000 

Chest  MD  No.  81,  complete . 

Each 

1 

9812200 

9735500 — Veterinary  Pack  Equipment 

Chest,  veterinary  pack,  A,  complete . 

Each 

1 

9812500 

Chest,  veterinary  pack,  B,  complete . 

Each 

1 

7717000 

9745000 — Bedpans,  box  of:  (Contents) 

Each 

9 

7883700 

Pot,  chamber . 

Each 

3 

7944000 

Urinal,  enamelware . 

Each 

9 

9746000 

9745500 — Blanket  Set,  Large,  Complete :  (Contents) 

Blanket  set,  large,  case,  empty . 

Each 

1 

9909000 

Blanket,  od . 

Each 

24 

9747000 

9746500 — Blanket  Set,  Small,  Complete:  (Contents) 

Blanket  set,  small,  case,  empty . 

Each 

1 

9909000 

Blanket,  od . 

Each 

8 

9751800 

9751700 — Chest,  Ambulance,  Airplane,  Complete:  (Contents) 

Chest,  ambulance,  airplane,  empty . 

Each 

1 

1012200 

Acid,  boric,  ointment,  4  oz . 

Jar 

1 

1174700 

Ephedrine  sulfate,  12  ampules . 

Box 

1 

1245200 

Jelly,  lubricating,  4  oz . 

Jar 

1 

1300805 

1463600 

Neosynephrin  hydrochloride  jelly,  12  tubes . 2  Tubes 

Sulfanilamide,  crystalline,  12  5-Gm.  envelopes . 

Box 

1 

2004000 

Bandage,  gauze,  roller,  2-inch  by  6  yards,  12 . 

Box 

1 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

2 

2035000 

Plaster,  adhesive,  surgical,  3-inch  by  5  yards . 

Spool 

1 

3110000 

Catheter,  urethral,  rubber,  22  Fr . 

Each 

1 

3468000 

Scissors,  bandage . 

Each 

1 

3844000 

Syringe,  Luer,  2-cc . 

Each 

2 

3845000 

Syringe,  Luer,  10-cc . 

Each 

1 

3849000 

Syringe,  Luer,  needle,  23-gage,  %-inch  canula,  12 . 

Box 

1 

3852000 

Syringe,  Luer,  needle,  17-gage,  3-inch  canula,  12 . 

Box 

1 

3868500 

Tube,  colon . 

Each 

1 

3870509 

Tube,  duodenal,  16Fr . 

Each 

1 

5189000 

7178000 

Cup,  paper,  noncollapsible,  100 . 24  Cups 

Towel,  hand . 

Each 

6 

7493000 

Soap,  white,  floating,  6  oz . 

Bar 

1 
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9751700 — Chest,  Ambulance,  Airplane,  Complete:  (Contents) — Continued 

7717000 

1 

7868000 

Paper,  toilet . 

Roll 

1 

7935400 

Tissues,  cellulose,  75 . 

1 

7944000 

Urinal,  enamelware . 

1 

9102500 

Ammonia,  aromatic,  10  ampules . 

Pkg. 

2 

9115500 

Morphine  tartrate,  5  tubes . 

5 

9205000 

Dressing,  first-aid,  large,  white . 

3 

9206000 

Dressing,  first-aid,  small,  white . 

5 

9378000 

Tourniquet,  field . 

1 

9772000 

Container,  metal,  No.  12,  1  pt:  1  each  for  the  following . 

Each 

2 

1048000 

Alcohol,  ethyl,  1  qt .  1  pjnt 

9108000 

Cresol,  saponated  solution,  1  qt .  1  Pint 

9773300 

Container,  paper,  1^  by  23^-inch:  1  each  for  the  following . 

Each 

3 

1010000 

Acid,  acetylsalicylic,  1000  tablets .  50  Tablets 

1241000 

Ipecac  and  opium,  500  tablets .  50  Tablets 

1403100 

Seconal  sodium,  500  capsules .  24  Capsules 

9773400 

Container,  paper,  1^  by  4-inch:  1  each  for  the  following . 

Each 

2 

1418000 

Sodium  bicarbonate  and  peppermint,  1000  tablets .  50  Tablets 

1462200 

Sulfadiazine,  1000  tablets .  50  Tablets 

9924700 

Emesis  sack,  5-lb . 

30 

9941000 

Pad,  heat,  complete . 

Each 

12 

9752000 — Chest,  Cooking  Utensils,  Complete  (Contents) 

9752500 

Chest,  cooking  utensils,  empty . 

1 

7203000 

Beater,  egg,  wire  whip . 

1 

7207000 

Board,  bread . 

Each 

1 

7245000 

1 

7264000 

Dipper,  1-qt . 

1 

7288000 

Fork,  flesh,  approximately  20-inch . 

Each 

1 

7309000 

Knife,  butcher,  approximately  12-inch  blade . 

Each 

1 

7312300 

Knife,  potato  peeler . 

1 

7317000 

Ladle,  large,  24-oz . 

1 

7320000 

Masher,  potato,  wire . 

1 

7332000 

Opener,  can,  small . 

o 

7400000 

Spoon,  basting,  14-inch . 

A 

7406000 

Squeezer,  lemon . 

1 

7410000 

Strainer,  small . 

Each 

1 

7424000 

Towel,  dish . 

94. 

7427000 

Tray, serving . 

A 

7429000 

Turner,  cake . 

Each 

1 

7755000 

Clothesline . 

7882000 

Pliers,  combination . 

Each 

i 

7900500 

i 

9913000 

Box,  soap . 

9923000 

Dish,  meat,  large,  enamelware . 

A 

9932005 

Lantern,  Dietz  D-Lite . 

Each 

1 
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9752600 — Chests,  Drugs,  Complete:  (Contents) 

9753500 

Chest,  field,  plain . 

1 

1011000 

Acid,  boric,  1  lb . 

Can 

1 

1012300 

Acid,  boric,  ointment,  1  lb . 

2 

1088000 

Azochloramid,  1  qt . 

1 

1106300 

Bismuth  subsalicylate  injection,  60  cc . 

Bottle 

1 

1098500 

Benzedrine  sulfate,  250  tablets . 

2 

1110500 

Caffeine  and  sodium  benzoate  injection,  12  ampules . 

Box 

2 

1111000 

Calamine,  prepared,  1  lb . 

1 

1150000 

Collodion,  1  oz . 

2 

1150500 

Compound  cathartic,  1000  pills  or  tablets . 

Bottle 

1 

1159000 

Cresol,  saponated  solution,  1  qt . 

2 

1174700 

Ephedrine  sulfate,  12  ampules . 

1 

1203000 

Fluorescein  sodium,  1  oz .  . 

1 

1264000 

Magnesium  sulfate,  4  lb . 

2 

1268010 

Mapharsen,  10  0.06-Gm.  ampules . 

Box 

3 

1334000 

Petrolatum,  1  lb . 

2 

1405000 

Silver  nitrate,  1  oz . 

2 

1412000 

Soap,  soft,  1  lb . 

2 

1415000 

Sodium  bicarbonate,  1  lb . 

2 

1462200 

Sulfadiazine,  1000  tablets . 

1 

1462600 

Sulfaguanidine,  1000  tablets . 

3 

1463600 

Sulfanilamide,  crystalline,  12  5-Gm.  envelopes . 

Box 

50 

1464100 

Sulfathiazole,  1000  tablets . 

1 

1467000 

Sulfur,  precipitated,  1  lb . 

1 

1486000 

Tincture  opium,  camphorated,  1  pt . 

Bottle 

1 

1491700 

Water,  distilled,  25  ampules . 

2 

7594000 

Pad,  prescription,  100  sheets . 

4 

7724000 

Box,  ointment,  nest  of  3,  12 . 

Pkg. 

1 

9754500 — Chest,  Flight  Service,  Complete:  (Contents) 

9755000 

Chest,  flight  sendee,  empty . 

Each 

1 

Packed  in  Top  Tray 

1108500 

Butyn  sulfate,  10  hypo  tablets . 

1 

1204000 

Foot  powder,  lb . 

Can 

1 

1464000 

Sulfathiazole  ophthalmic  ointment,  12  tubes .  4  Tubes 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

4 

3359000 

Needle,  paracentesis . 

1 

3468000 

Scissors,  bandage . 

1 

3720000 

Razor,  safety . . 

1 

3721000 

Razor,  safety,  blades,  5 . 

Pke. 

1 

3785000 

Suture,  catgut,  plain,  size  0,  1  suture . 

Tube 

3 

3786000 

Suture,  catgut,  plain,  size  1,  1  suture . 

Tube 

4 

3787000 

Suture,  catgut,  plain,  size  2,  1  suture . 

Tube 

4 

3844000 

Syringe,  Luer,  2-cc . 

2 

3849000 

Syringe,  Luer,  needle,  23-gage,  %-inch  canula,  12 . 

Box 

1 

3855010 

Syringe,  Luer,  needle  wire,  2-inch,  10 . 

Bundle 

2 

3861000 

Syringe,  urethral  prophylaxis . 

Each 

3 

7404000 

Spoon, tea . 

Each 

1 
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7456000 

9754500 — Chest,  Flight  Service,  Complete:  (Contents) — Continued 

Packed  in  Top  Tray 

Brush,  hand . 

Each 

2 

7493000 

Soap,  white,  floating,  6  oz . 

Bar 

2 

7624000 

Pencil,  lead . . 

Dozen 

1 

7728000 

7795000 

Box,  tablet,  folding,  500 . 24  Boxes 

Dropper,  medicine,  12 . 

Pkg. 

Card 

1 

7877000 

Pin,  safety,  large . 

1 

7878000 

Pin,  safety,  medium . 

Card 

1 

7932000 

Thermometer,  clinical . 

Each 

4 

9910500 

Book,  note . 

Each 

1 

9920000 

Corkscrew,  folding . 

Each 

1 

9928500 

Hone,  oil,  small . 

Each 

1 

9770000 

Packed  in  Middle  Tray 

Container,  metal,  No.  7,  12-oz:  1  each  for  the  following . 

Each 

4 

1010000 

1264000 

1462200 

1464100 

9771000 

Acid,  acetylsalicylic,  1000  tablets . 500  Tablets 

Magnesium  sulfate,  4  lb . 12  Oz. 

Sulfadiazine,  1000  tablets . 200  Tablets 

Sulfathiazole,  1000  tablets . 200  Tablets 

Container,  metal,  No.  9,  3-oz:  1  each  of  the  following . 

Each 

3 

1057000 

1066000 

1418000 

1012200 

Aloin  compound,  1000  pills  or  tablets . 250  Pills  or  Tablets 

Ammonium  chloride,  1000  troches . 100  Troches 

Sodium  bicarbonate  and  peppermint,  1000  tablets . 300  Tablets 

Acid,  boric,  ointment,  4  oz . 

Jar 

4 

1073000 

Apomorphinc  hydrochloride,  20  hypo  tablets . 

Tube 

1 

1086000 

Atropine  sulfate,  20  1/150-gr.  hypo  tablets . 

Tube 

1 

1149000 

Codeine  sulfate,  500  tablets. 

Bottle 

1 

1176000 

Epinephrine  soluble  salt,  20  hvpo  tablets . 

Tube 

1 

1179000 

Ether,  for  anesthesia,  lb . 

Can 

2 

1184000 

Eugenol,  1  oz . 

Bottle 

1 

1285400 

Mercury  bichloride,  250  large  poison  tablets . 

Bottle 

1 

1285815 

Metaphen  ophthalmic  ointment,  12  tubes . 

Box 

1 

1295500 

Morphine  sulfate,  20  J^-gr.  hypo  tablets . 

Tube 

4 

1339600 

Phenobarbital,  100  tablets . 

Bottle 

1 

1354400 

Pontocaine  compound  ointment,  1  oz . 

Tube 

2 

1384000 

Procaine  hydrochloride  and  epinephrine,  20  hypo  tablets . 

Tube 

3 

2035000 

Plaster,  adhesive,  surgical,  3-inch  by  5  yards . 

Spool 

3 

3108000 

Catheter,  urethral,  rubber,  16Fr . . . 

Each 

1 

3110000 

Catheter,  urethral,  rubber,  22Fr . 

Each 

1 

3684000 

Gloves,  surgeon’s,  size  8 . . 

Pair 

2 

3737000 

Sphygmomanometer,  aneroid . 

Each 

1 

9101500 

Acid,  salicylic,  ointment,  1  oz.  . 

Tube 

4 

9103000 

Bismuth  subcarbonate,  500  tablets . 

Bottle 

1 

9107000 

Cocaine  hvdrochloride,  10  hypo  tablets . 

Tube 

1 

9110800 

Insecticide,  powder,  louse,  2  oz . 

Can 

1 

9111000 

Iodine  and  potassium  iodide  powder,  10  tubes . 

Box 

1 

9114500 

Mercuric  ointment,  ammoniated,  1  oz . 

Tube 

4 

9115000 

Mercurous  chloride,  ointment,  1  oz . 

Tube 

10 

9115500 

Morphine  tartrate,  5  tubes . 

Box 

4 

9119000 

Protein  silver,  mild,  100  tablets . 

Bottle 

1 

9120000 

Protein  silver,  strong,  100  tablets . . 

Bottle 

1 
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9121500 

9754500 — Chest,  Flight  Service,  Complete:  (Contents) — Continued 

Packed  in  Middle  Tray 

Sulfur  ointment,  1  oz . 

Tube 

4 

9123000 

Zinc  oxide  ointment,  1  oz . 

Tube 

4 

3404200 

Packed  in  Bottom  of  Chest 

Otoscope  and  ophthalmoscope,  combined,  electric . 

Set 

1 

3611000 

Applicator,  wood,  6  gross . 

Carton 

1 

3668000 

Depressor,  tongue,  wood,  100 . 

Carton 

1 

3696000 

Inhaler,  Yankauer . 

Each 

1 

3773000 

Stethoscope . . . 

Each 

1 

7178000 

Towel,  hand . . . 

Each 

4 

7706000 

Bag,  hot  water,  and  syringe . 

Each 

1 

7778000 

Cup,  paper,  collapsible,  250 . 

Carton 

1 

7946000 

Vial  (prescription  bottle),  1  oz . 

Dozen 

1 

9102000 

Alcohol,  ethyl,  denatured,  1  pt . 

Tin 

2 

9102500 

Ammonia,  aromatic,  10  ampules . 

Pkg. 

Box 

2 

9112000 

Iodine  swab,  lj^-cc.,  6 . 

6 

9200000 

Bandage,  gauze,  adhesive,  white,  1-inch  by  3-inch,  16 . 

Pkg. 

6 

9400400 

Bandage,  gauze,  compress,  w  hite,  2-inch  by  2-inch,  4 . 

Pkg. 

25 

9201000 

9204000 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 . * . 12  Bandages 

Bandage,  triangular,  compressed,  white . 

Each 

4 

9205000 

Dressing,  first-aid,  large,  white . 

Each 

4 

9206000 

Dressing,  first-aid,  small,  white . 

Each 

10 

9308500 

Case,  operating,  small,  improved,  complete . 

Each 

1 

9378000 

Tourniquet,  field . 

Each 

1 

9907000 

Basin,  canvas,  folding . 

Each 

1 

9921500 

Cup,  enamelware . 

Each 

3 

9954028 

Sterilizer,  instrument,  9%-inch,  with  gasoline  burner . 

Each 

1 

9754000 

9756500 — Chest  MD  No.  1,  Complete:  (Contents) 

Chest,  field,  modified . 

Each 

1 

3468000 

Packed  in  Top  Drawer 

Scissors,  bandage . 

Each 

2 

7515000 

Book,  blank,  8  vo . 

Each 

1 

7624000 

7701000 

Pencil,  lead . 1  Pencil 

Apron,  rubberized . 

Each 

2 

7877000 

Pin,  safety,  large . 

Card 

4 

7878000 

Pin,  safety,  medium . 

Card 

4 

9205000 

Dressing,  first-aid,  large,  white . 

Each 

50 

9907000 

Basin,  canvas,  folding . 

Each 

2 

9911000 

Book,  note,  manifolding,  binder . 

Each 

1 

9911500 

Book,  note,  manifolding,  filler . 

Each 

1 
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9756500 — Chest  MD  No.  1,  Complete:  (Contents) — Continued 


Packed  in  Bottom  Drawer 


2009000 

2013000 

2024000 

2034000 

2035000 

9112000 

9201000 

9204000 

9206000 

9207500 


9753500 

9789000 


Bandage,  muslin,  5-inch  by  5  yards,  12 . 

Cotton,  absorbent,  compressed,  1  oz . 

Gauze,  plain,  sterilized,  36-inch,  1  yard . 

Plaster,  adhesive,  surgical,  1-inch  by  5  yards . 

Plaster,  adhesive,  surgical,  3-inch  by  5  yards . 

Iodine  swab,  lj^-cc.,  6 . 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 . 

Bandage,  triangular,  compressed,  white . 

Dressing,  first-aid,  small,  white . 

Gauze,  petrolatum,  white,  3-inch  by  40-inch,  3  dressings . 

9757000 — Chest  MD  No.  2,  Complete:  (Contents) 


Chest,  field,  plain 
Tray  set,  type  1 . . 


Packed  in  Top  Tray 


1179000 

1180000 

1184000 

1285400 

1334000 

1383000 

1463600 

1464000 

2013000 

2035000 

3468000 

3611000 

7515000 

7624000 

7728000 

7877000 

7878000 

9101000 

9102500 

9110800 

9111000 

9115500 

9123000 

9201000 

9770000 

1010000 

1066000 

1413715 

1418000 

1463700 

1464100 

9103000 


Ether,  for  anesthesia,  11 . 

Ethyl  chloride,  3  oz . 

Eugenol,  1  oz . 

Mercury  bichloride,  250  large  poison  tablets . 

Petrolatum,  1  lb . 

Procaine  hydrochloride,  10  3-gr.  hypo  tablets . 

Sulfanilamide,  crystalline,  12  5-Gm.  envelopes . 

Sulfathiazole  ophthalmic  ointment,  12  tubes . 

Cotton,  absorbent,  compressed,  1  oz . 

Plaster,  adhesive,  surgical,  3-inch  by  5  yards . 

Scissors,  bandage . 

Applicator,  wood,  6  gross . 

Book,  blank,  8  vo . 

Pencil,  lead . 

Box,  tablet,  folding,  500 . 

Pin,  safety,  large . 

Pin,  safety,  medium . 

Acid,  boric,  ointment,  1  oz . 

Ammonia,  aromatic,  10  ampules . 

Insecticide,  powder,  louse,  2  oz . 

Iodine  and  potassium  iodide  powder,  10  tubes . 

Morphine  tartrate,  5  tubes . 

Zinc  oxide  ointment,  1  oz . 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 
Container,  metal,  No.  7,  12-oz:  1  each  for  the  following.. . 

Acid,  acetylsalicylic,  1000  tablets . 

Ammonium  chloride,  1000  troches . 

Sodium  amytal,  500  capsules . 

Sodium  bicarbonate  and  peppermint,  1000  tablets . 

Sulfanilamide,  1000  tablets . 

Sulfathiazole,  1000  tablets . 

Bismuth  subcarbonate,  500  tablets . 


Box 

Pkg. 

Pkg. 

Spool 

Spool 

Box 

Box 

Each 

Each 

Pkg. 


Each 

Each 


8  Tubes 


4  Pencils 
72  Boxes 


12  Bandages 


Can 

Tube 

Bottle 

Bottle 

Can 

Tube 

Box 

Pkg. 

Spool 

Each 

Carton 

Each 


Card 

Card 

Tube 

Pkg. 

Can 

Box 

Box 

Tube 

Each 


.  500  Tablets 
.250  Troches 
500  Capsules 
.  1000  Tablets 
.  500  Tablets 
.  350  Tablets 
1000  Tablets 


QUAN¬ 

TITY 


1 

25 

25 

6 

6 

12 

1 

20 

60 

10 


1 

1 


4 
1 
1 
1 
1 

5 
4 

2 

1 

1 

1 

1 


2 

2 

6 

2 

a 

i 

10 

6 

7 
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NUMBER 

ITEM 

UNIT 

QUAN¬ 

TITY 

9757000 — Chest  MD  No.  2,  Complete:  (Contents) — Continued 

Packed  in  Top  Tray 

9771000 

Container,  metal,  No.  9,  3-oz:  1  each  for  the  following . 

Each 

6 

1057000 

Aloin  compound,  1000  pills  or  tablets .  250  Pills  or  Tablets 

1084500 

Atabrine,  100  tablets .  200  Tablets 

1149000 

Codeine  sulfate,  500  tablets .  500  Tablets 

1339600 

Phenobarbital,  100  tablets .  500  Tablets 

1373000 

Potassium  permanganate,  100  tablets .  300  Tablets 

1462200 

Sulfadiazine,  1000  tablets .  100  Tablets 

9927000 

Graduate,  enamelware,  60-cc . 

2 

Form  52b 

Emergency  medical  tag  (20  in  book  in  duplicate) . 

Book 

1 

Packed  in  Middle  Tray 

3720000 

Razor,  safety . 

Each 

Pke 

t 

3721000 

Razor,  safety,  blades,  5 . 

1 

4058000 

Bottle,  wide  mouth,  50-cc.,  cork-finish . 

A  Kg. 

Each 

2 

7768200 

Cork  No.  14 .  2  Corks 

7795000 

Dropper,  medicine,  12 . 

Pke 

i 

9101500 

Acid,  salicylic,  ointment,  1  oz . 

g 

9114500 

Mercuric  ointment,  aminoniated,  1  oz . 

12 

9121500 

Sulfur  ointment,  1  oz . 

g 

9378000 

Tourniquet,  field . 

4 

9928500 

Hone,  oil,  small . 

1 

9958500 

Tray,  instrument,  approximately  10-inch . 

Each 

For  Prophylaxis 

3861000 

Syringe,  urethral  prophylaxis . 

Each 

g 

5189000 

Cup,  paper,  non-collapsible,  100 .  40  Cups 

7493000 

Soap,  white,  floating,  6  oz . 

2 

7720500 

Box,  cash:  Containing  the  following . 

Each 

1 

1073000 

Apomorphine  hydrochloride,  20  hypo  tablets . 

Tube 

1 

1086000 

Atropine  sulfate,  20  1  /150-gr.  hypo  tablets . 

Tube 

1 

1110500 

Caffeine  and  sodium  benzoate  injection,  12  ampules . 

Box 

1 

1176000 

Epinephrine  soluble  salt,  20  hypo  tablets . 

Tube 

3 

1295500 

Morphine  sulfate,  20  J^-gr.  hypo  tablets . 

Tube 

20 

1384000 

Procaine  hydrochloride  and  epinephrine,  20  hypo  tablets . 

Tube 

5 

3662700 

Cotton  thread,  quilting,  150  yards . 

Spool 

2 

3779000 

Suture,  catgut,  chromic,  size  1,  1  suture . 

Tube 

12 

3784000 

Suture ,  catgut,  plain,  size  00,  1  suture . 

Tube 

12 

3844000 

Syringe,  Luer,  2-cc . 

3 

3845000 

Syringe,  Luer,  10-cc . 

Each 

1 

3847000 

Syringe,  Luer,  needle,  25-gage,  J^-inch  canula,  12 . 4  Needles 

3849000 

Syringe,  Luer,  needle,  23-gage,  %-inch  canula,  12 . 4  Needles 

3851000 

Syringe,  Luer,  needle,  19-gage,  1%-inch  canula,  12 . 2  Needles 

3852000 

Syringe,  Luer,  needle,  17-gage,  3-inch  canula,  12 . 2  Needles 

3853000 

Syringe,  Luer,  needle,  15-gage,  3-inch  canula,  12 . 2  Needles 

7404000 

Spoon, tea . 

2 

7932000 

Thermometer,  clinical . 

g 

9920000 

Corkscrew,  folding . 

1 

9951500 

Sterilizer,  hypodermic  needle . 

Each 

1 
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MED  8 


NUMBER 

ITEM 

UNIT 

QUAN¬ 

TITY 

9757000 — Chest  MD  No.  2,  Complete:  (Contents)— Continued 

For  Prophylaxis 

7868000 

Paper,  toilet . 

Roll 

1 

9115000 

Mercurous  chloride  ointment,  1  oz . 

Tube 

12 

9119000 

Protein  silver,  mild,  100  tablets . 

Bottle 

1 

9120000 

Protein  silver,  strong,  100  tablets . 

Bottle 

1 

Packed  in  Bottom  Tray 

1012200 

Acid,  boric,  ointment,  4  oz . 

Jar 

18 

1204000 

Foot  powder,  lb . 

Can 

4 

1264000 

Magnesium  sulfate,  4  lb . 

Can 

1 

1463600 

Sulfanilamide,  crystalline,  12  5-Gm.  envelopes . 

Box 

8 

3276000 

Forceps,  towel,  5J^-inch,  Backhaus . 

Each 

2 

3551000 

Tube,  breathing,  large . 

Each 

2 

3557000 

Tube,  trachea,  size  4 . 

Each 

1 

3683000 

Gloves,  surgeon’s,  size  7}^ . 

Pair 

2 

3685000 

Gloves,  surgeon’s,  size  . 

Pair 

2 

3696000 

Inhaler,  Yankauer . . . 

Each 

1 

4058000 

Bottle,  wide  mouth,  50-cc.,  cork-finish . 

Each 

2 

7178000 

Towel,  hand . 

Each 

6 

7456000 

Brush,  hand . 

Each 

2 

7701000 

Apron,  rubberized . 

Each 

1 

7706000 

Bag,  hot  water,  and  syringe . 

Each 

1 

7713000 

Basin,  pus . 

Each 

1 

7768200 

Cork,  No.  14 . . 2  Corks 

9308500 

Case,  operating,  small,  improved,  complete . 

Each 

1 

9429500 

Chlorine  test  set . 

Set 

1 

9769000 

Container,  metal,  No.  5:  Containing  the  following . 

Each 

1 

3107000 

Catheter,  urethral,  rubber,  14Fr . 

Each 

2 

3108000 

Catheter,  urethral,  rubber,  16Fr . 

Each 

2 

3109000 

Catheter,  urethral,  rubber,  18Fr . 

Each 

2 

3110000 

Catheter,  urethral,  rubber,  22Fr . 

Each 

2 

9773000 

Container,  metal,  No.  14,  1-qt:  Containing  the  following . 

Each 

2 

1048000 

Alcohol,  ethyl,  1  qt . 2  Quarts 

9907000 

Basin,  canvas,  folding . 

Each 

2 

9921500 

Cup,  enamelware . 

Each 

3 

9926500 

Gloves,  rubber,  pouch . 

Each 

1 

9954028 

Sterilizer,  instrument,  9%-inch,  with  gasoline  burner:  Containing  the  following: 

Each 

1 

3773000 

Stethoscope . 

1 

3875000 

Tube,  stomach . 

Each 

1 

9757500 — Chest  MD  No.  4,  Complete :  (Contents) 

9753500 

Chest,  field,  plain . 

Each 

1 

9789500 

Tray  set  type  3 . 

1 

7515000 

Book,  blank,  8  vo . 

Each 

1 

7536000 

Clip,  paper,  Gem  No.  1,  100 . 

Box 

1 

46 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  -  1  MARCH  1944 


MED  6 


NUMBER 

ITEM 

UNIT 

QUAN 

TITY 

9757500 — Chest  MD  No.  4,  Complete:  (Contents) — Continued 

7540010 

Envelope  No.  189,  ungummed,  25 . 

Pkg. 

Pkg. 

Pkg. 

Bottle 

6 

7542010 

Envelope  No.  36,  ungummed,  25 . 

1 

7544010 

Envelope  No.  93,  ungummed,  25 . . 

1 

7587000 

Mucilage,  4  oz . 

1 

7594000 

Pad,  prescription,  100  sheets . 

Each 

1 

7596000 

Pad,  memorandum,  6  by  9-inch,  100  sheets . . . 

Each 

4 

7597000 

Pad,  memorandum,  8  by  103^-inch,  100  sheets . 

Each 

2 

7602000 

Paper,  blotting,  hand . 

Piece 

4 

7604000 

Paper,  carbon,  black,  8  by  102^-inch,  100  sheets . 

Box 

1 

7610000 

Paper,  typewriter,  bond,  8  by  10H-inch . 

Ream 

1 

7611000 

Paper,  typewriter,  manifold,  8  by  10/^-inch . 

Ream 

2 

7624000 

Pencil,  lead . 

2 

7625000 

Pencil,  blue . 

Each 

1 

7627000 

Pencil,  indelible . 

Each 

2 

7628000 

Pencil,  red . .  . 

Each 

1 

7631000 

Penholder . . 

Each 

4 

*7637021 

Ribbon,  typewriter,  black,  Royal  portable . 

1 

7639000 

Ruler,  12-inch . 

Each 

1 

7658000 

7659000 

Tack,  thumb,  100 . 24  Tacks 

Tag,  shipping,  linen,  50 . 

Bundle 

1 

7876000 

Pin,  common . 

Paper 

Each 

1 

9911000 

Book,  note,  manifolding,  binder . 

2 

9911500 

Book,  note,  manifolding,  filler . 

Each 

4 

9929000 

Ink  bottle,  field . 

Each 

1 

9929500 

Ink  powder,  black . 

Tube 

1 

9943500 

Pens,  steel,  assorted,  12 . 

Pkg. 

Each 

1 

9959500 

Typewriter,  portable . 

1 

9761500 — Chest,  Medical  Pack,  A,  Complete:  (Contents) 


9763500 

9776000 

1184000 

1464000 

2013000 

2024000 

3468000 

3773000 

7624000 

7728000 

7778000 

7878000 

9101000 

9101500 

9110800 

9111000 

9114500 

9115000 

9121500 

9123000 


Chest,  pack,  empty . 

Insert,  plywood . 

Eugenol,  1  oz . 

Sulfathiazole  ophthalmic  ointment,  12  tubes . .  .8  Tubes 

Cotton,  absorbent,  compressed,  1  oz . 

Gauze,  plain,  sterilized,  36-inch,  1  yard . 

Scissors,  bandage . 

Stethoscope . 

Pencil,  lead..  . . 2  Pencils  j 

Box,  tablet,  folding,  500 . 48  Boxes 

Cup,  paper,  collapsible,  250 . 48  Cups 

Pin,  safety,  medium . . . . 

Acid,  boric,  ointment,  1  oz . 

Acid,  salicylic,  ointment,  1  oz . 

Insecticide  powder,  louse,  2  oz . 

Iodine  and  potassium  iodide  powder,  10  tubes . 

Mercuric  ointment,  ammoniated,  1  oz . 

Mercurous  chloride  ointment,  1  oz . 

Sulfur  ointment,  1  oz . 

Zinc  oxide  ointment,  1  oz . 


Each 

Each 

Bottle 

Pkg. 

Pkg. 

Each 

Each 


Card 

Tube 

Tube 

Can 

Box 

Tube 

Tube 

Tube 

Tube 


1 

1 

1 

10 

20 

1 

1 


4 

10 

4 

2 

1 

4 

4 

4 

4 
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9761500 — Chest,  Medical  Pack  A,  Complete:  (Contents) — Continued 

9201000 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 . 

9204000 

Bandage,  triangular,  compressed,  white . 

Each 

6 

9205000 

Dressing,  first-aid.  large,  white . 

5 

9206000 

Dressing,  first-aid.  small,  white . 

Each 

10 

9207500 

Gauze,  petrolatum,  white,  3-inch  bv  40-inch,  3  dressings . 

Pkg. 

5 

9308500 

"Case,  operating,  small,  improved,  complete . 

Each 

1 

9378000 

Tnurninuet.  field . 

Each 

2 

9429500 

Chlorine  test  set . 

Set 

1 

9766000 

Container  No.  2:  1  each  for  the  following . 

Each 

2 

9119000 

Protein  silver,  mild,  100  tablets . 

9120000 

Protein  silver,  strong,  100  tablets . 

9770000 

Container,  metal,  No.  7,  12-oz:  1  each  for  the  following . 

Each 

6 

1010000 

Acid,  acetylsalicylic,  1000  tablets . 

1066000 

Ammonium  chloride,  1000  troches . 

1285400 

Mercury  bichloride,  250  large  poison  tablets . 

1334000 

Petrolatum,  1  lb . 

1418000 

Sodium  bicarbonate  and  peppermint,  1000  tablets . 

9103000 

Bismuth  subcarbonate,  500  tablets . 

9771000 

Container,  metal,  No.  9,  3-oz:  1  each  for  the  following . 

Each 

7 

1057000 

Aloin  compound,  1000  pills  or  tablets . 

250  Pills  or  Tablets 

1084500 

Atabrine,  100  tablets . 

1129000 

Cascara  sagrada  extract,  1000  tablets . 

1149000 

Codeine  sulfate,  500  tablets . 

1241000 

Ipecac  and  opium,  500  tablets . 

1339600 

Phenobarbital,  100  tablets . 

1373000 

Potassium  permanganate,  100  tablets . 

9773500 

Cover,  canvas,  nack  chest . . 

Each 

1 

9911000 

Book,  note,  manifolding,  binder . 

Each 

1 

9911500 

Book,  note,  manifolding,  filler . 

Each 

2 

9941000 

Pad.  heat,  complete . 

Each 

2 

Form  52b 

Emergency  medical  tag:  (20  in  book  in  duplicate) . 

Book 

2 

9762000 — Chest,  Medical  Pack  B,  Complete:  (Contents) 

9763500 

Chest,  pack,  emptv . 

1 

1051000 

Alcohol,  ethyl,  denatured,  1  qt . 

1 

1179000 

Ether,  for  anesthesia,  %  lb . 

4 

1204000 

Foot  powder,  lb . 

2 

1264000 

Magnesium  sulfate.  4  lb . 

1 

2035000 

Plaster,  adhesive,  surgical,  3-inch  by  5  yards . 

Spool 

3 

3611000 

Applicator,  wood,  6  gross . 

3683000 

Gloves,  surgeon’s,  size  7V> . 

Pair 

1 

3684000 

Gloves,  surgeon’s,  size  8 . 

Pair 

1 

4060000 

Bottle,  wide  mouth,  250-cc.,  clear: . 

IJach 

1 

4419000 

Stopper,  rubber,  solid.  No.  8 . 

1 

7178000 

Towel,  hand . 

6 

7456000 

Brush,  hand . 

2 

7493000 

Soap,  white,  floating,  6  oz . 

1 

7701000 

Apron,  rubberized . 

1 

7706000 

Bag,  hot  water,  and  syringe . 

Each 

1 
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9762000 — Chest,  Medical  Pack  B,  Complete:  (Contents) — Continued 

7720500 

Box,  cash:  Containing  the  following . 

Each 

1 

1073000 

Apomorphine  hydrochloride,  20  hypo  tablets . 

Tube 

1 

1086000 

Atropine  sulfate,  20  1/150-gr.  hypo  tablets . 

Tube 

1 

1167500 

Digitalis  injection,  1  USP  XII  unit,  12  ampules . 

Box 

1 

1176000 

Epinephrine  soluble  salt,  20  hypo  tablets . 

Tube 

1 

1295590 

Morphine  sulfate,  20  }£-gr.  hypo  tablets . 

Tube 

8 

1383000 

Procaine  hydrochloride,  10  3-gr.  hypo  tablets . 

Tube 

5 

1384000 

Procaine  hydrochloride  and  epinephrine,  20  hypo  tablets . 

Tube 

1 

3786000 

Suture,  catgut,  plain,  size  1,  1  suture . 

Tube 

5 

3787000 

Suture,  catgut,  plain,  size  2,  1  suture . 

Tube 

4 

3844000 

Syringe,  Luer,  2-cc . 

Q 

3849000 

Syringe,  Luer,  needle,  23-gage,  %-inch  canula,  12 . 

Box 

1 

3861000 

Syringe,  urethral  prophylaxis . 

5 

7404000 

Spoon, tea . 

Each 

2 

7795000 

Dropper,  medicine,  12 . 6  Droppers 

7932000 

Thermometer,  clinical . 

3 

9107000 

Cocaine  hydrochloride,  10  hypo  tablets . 

Tube 

1 

9920000 

Corkscrew,  folding . 

1 

9951500 

Sterilizer,  hypodermic  needle . 

Each 

7948000 

Vial  (prescription  bottle),  4-oz .  3  Vials 

9115500 

Morphine  tartrate,  5  tubes . 

in 

9766500 

Container,  metal,  large . 

l 

9767000 

Container,  metal,  small . 

l 

9769000 

Container,  metal,  No.  5:  For  the  following . 

Each 

1 

3107000 

Catheter,  urethral,  rubber,  14Fr . 

Each 

1 

3108000 

Catheter,  urethral,  rubber,  16Fr . 

Each 

1 

3109000 

Catheter,  urethral,  rubber,  18Fr . 

Each 

1 

3110000 

Catheter,  urethral,  rubber,  22Fr . 

Each 

1 

3875000 

Tube,  stomach . 

l 

9773500 

Cover,  canvas,  pack  chest . 

l 

9907000 

Basin,  canvas,  folding . 

2 

9914000 

Bucket,  canvas,  collapsible . 

2 

9921500 

Cup,  enamehvare . 

3 

9926500 

Gloves,  rubber,  pouch . 

1 

9927000 

Graduate,  enamelware,  60-cc . 

1 

9954028 

Sterilizer,  instrument,  9%-inch,  with  gasoline  burner:  Containing  the  following.. 

Each 

1 

3696000 

Inhaler,  Yankauer . 

1 

3720000 

Razor,  safety . 

1 

3721000 

Razor,  safety,  blades,  5 . 

Pke 

3 

1 

Lantern,  folding . 

1 

9762300 — Chest,  Medical  Supplies,  Supplemental,  Complete:  (Contents) 

9753500 

Chest,  field,  plain . 

1 

1110500 

Caffeine  and  sodium  benzoate  injection,  12  ampules . 

Box 

1 

1179000 

Ether,  for  anesthesia,  lb . 

15 

1203000 

Fluorescein  sodium.  1  oz . 

1 

1330810 

Pentothal  sodium,  25  1-Gm.  ampules . 

Box 

1 

1334000 

Petrolatum,  1  lb . 

1 

1380600 

Procaine  hydrochloride,  10  1/150-mg.  ampules . 

Box 

1 

T 
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1383000 

9762300 — Chest,  Medical  Supplies,  Supplemental,  Complete:  (Contents) — Continued 

Procaine  hydrochloride,  10  3-gr.  hypo  tablets . . 

Tube 

5 

1412000 

Soap,  soft,  1  lb . 

Jar 

1 

1413720 

Sodium  amytal,  1  ampule . 

Ampule 

Bottle 

3 

1462200 

Sulfadiazine,  1000  tablets . 

1 

1491700 

Water,  distilled,  25  ampules . 

Box 

1 

2004000 

Bandage,  gauze,  roller,  2-inch  by  6  yards,  12 . : . 

Box 

1 

2042000 

Wadding,  sheet,  5-inch,  6-yard  roll . 

Pkg. 

6 

3338100 

Knife,  operating,  blade  No.  20,  6 . 

Pkg. 

1 

3340000 

Knife,  plaster . 

Each 

2 

3362000 

Needle,  spinal  puncture,  20-gage . .  . . . 

Each 

1 

3685000 

Gloves,  surgeon’s,  size  8% . 

Pair 

2 

3754000 

Splint,  wire  ladder . 

Each 

12 

3777000 

Suture,  catgut,  chromic,  size  00,  1  suture . 

Tube 

12 

3778000 

Suture,  catgut,  chromic,  size  0,  1  suture . 

Tube 

12 

3784000 

Suture,  catgut,  plain,  size  00,  1  suture . 

Tube 

12 

3785000 

Suture,  catgut,  plain,  size  0,  1  suture. . . 

Tube 

12 

3846000 

Syringe,  Luer,  30-cc . 

Each 

3 

3846200 

Syringe,  Luer,  30-cc.,  adapter . 

Each 

3 

3855010 

Syringe,  Luer,  need'e  wire,  2-inch,  10 . 

Bundle 

1 

3875500 

Tubing,  drainage,  5^-inch  diameter,  36-inch  length . 

Each 

2 

4180800 

Clamp,  shut-off,  screw  adjustment . 

Each 

1 

7456000 

Brush,  hand . 

Each 

2 

7868000 

Paper,  toilet . 

Roll 

1 

9102700 

Amyl  salicylate,  8  oz . 

Tin 

1 

9108000 

Cresol,  saponated  solution,  1  qt . 

Tin 

1 

9109500 

Eye-dressing  set . 

Set 

2 

9111000 

Iodine  and  potassium  iodide  powder,  10  tubes . 

Box 

1 

9120300 

Sodium  sulamyd,  25  1-Gm.  packets . 

Pkg. 

5 

9203000 

Bandage,  plaster  of  paris,  6-inch  by  5  yards,  12 . . 

Carton 

1 

9211900 

Pad,  surgical,  8-inch  by  10-inch,  50 . 

Bag 

1 

9212500 

Sponge,  surgical,  4-inch  by  4-inch,  500 . 

Bag 

1 

9941500 

Pad,  heat,  refill . 

Each 

6 

9763000 

9762500 — Chest,  Mess,  Complete:  (Contents) 

Chest,  mess,  empty . 

Each 

1 

7203000 

Beater,  egg,  wire  whip . 

Each 

1 

7207000 

Board,  bread . 

Each 

1 

7217000 

Bowl,  soup,  enamelware . 

Each 

29 

7263000 

Dipper,  1-pt . 

lEach 

1 

7288000 

Fork,  flesh,  approximately  20-inch . 

lEach 

2 

7289000 

Fork,  table . 

Each 

25 

7309000 

Knife,  butcher,  approximately  12-inch  blade . 

Each 

1 

7316000 

Knife,  table . 

(Each 

25 

7318000 

Ladle,  small,  6-oz . 

Each 

1 

7320000 

Masher,  potato,  wire . 

Each 

1 

7332000 

Opener,  can,  small . 

Each 

1 

7351000 

Pitcher,  1-pt.,  enamelware . 

[Each 

1 

7389000 

Shaker,  pepper,  glass . 

Each 

2 

7391000 

Shaker,  salt,  glass . 

Each 

2 

7400000 

Spoon,  basting,  14-inch . 

Each 

1 
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9762500 — Chest,  Mess,  Complete:  (Contents) — Continued 

7403000 

Spoon,  table . 

g 

7403500 

Spoon,  table,  medium  (dessert) . 

25 

7406000 

Squeezer,  lemon . 

1 

7410000 

Strainer,  small . 

1 

7424000 

Towel,  dish . 

g 

7427000 

Tray,  serving . 

4 

7429000 

Turner,  cake . 

1 

7755000 

Clothesline . 

50 

7880000 

Pitcher  enamelware,  approximately  5-qt . 

Each 

1 

7882000 

Pliers,  combination . 

1 

9913000 

Box,  soap . 

1 

9923500 

Dish,  meat,  small,  enamelware . 

4 

9924500 

Dish,  vegetable,  enamelware . 

4 

9946500 

Plate,  dinner,  enamelware . 

29 

9949000 

Saucer,  enamelware . 

Each 

29 

9763100 — Chest,  Miscellaneous  Supplies,  Complete:  (Contents) 

9753500 

Chest,  field,  plain . 

l 

3611000 

Applicator,  wood,  6  gross . 

2 

3668000 

Depressor,  tongue,  wood,  100 . 

4 

7454000 

Brush,  bedpan . 

1 

7493000 

Soap,  white,  floating,  6  oz . 

30 

7711000 

Basin,  hand . 

5 

7717000 

2 

7868000 

Paper,  toilet . 

Roll 

10 

7932000 

Thermometer,  clinical . 

6 

7944000 

Urinal,  enamelware . 

3 

9941500 

Pad,  heat,  refill . 

Each 

25 

9763900 — Chest,  Plasma,  Complete:  (Contents) 

9753500 

Chest,  field,  plain . 

1 

1608900 

Plasma,  normal  human,  dried,  250  cc . . 

Pkg. 

20 

9764000 — Chest,  Sterilizer,  Complete:  (Contents) 

9755000 

Chest,  flight  service,  empty . 

1 

1339000 

Phenol,  1  lb . 

4 

1412000 

Soap,  soft,  1  lb . 

1 

3683000 

Gloves,  surgeon’s,  size  7lA . 

Pair 

4 

3684000 

Gloves,  surgeon’s,  size  8 . 

4 

7178000 

Towel,  hand . 

24 

7456000 

Brush,  hand . 

6 

7493000 

Soap,  white,  floating,  6  oz . 

5 

7701000 

Apron,  rubberized . 

6 

7765000 

Cork  No.  7,  100 . 6  Corks 

7805000 

1 

7855500 

Matches,  safety,  12  boxes . 

Pkg. 

6 
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7919800 

9764000 — Chest,  Sterilizer,  Complete:  (Contents) — Continued 

Stove,  alcohol . 

Each 

1 

7919900 

Stove,  alcohol,  tank . , . 

Each 

1 

9907000 

Basin,  canvas,  folding . 

Each 

4 

9913000 

Box,  soap . 

Each 

1 

9926500 

Gloves,  rubber,  pouch . 

Each 

2 

9953528 

Sterilizer,  instrument,  12-inch,  with  gasoline  burner . 

Each 

1 

9958500 

Tray,  instrument,  approximately  10-inch . 

Each 

2 

9753500 

9764200 — Chest,  Surgical  Supplies,  A,  Complete:  (Contents) 

Chest,  field,  plain . 

Each 

1 

1179000 

Ether,  for  anesthesia,  }/i  lb . • . 

Can 

15 

1301810 

Nikethamide,  25  ampules . 

1 

1330810 

Pentothal  sodium,  25  1-Gm.  ampules . 

Box 

1 

1380600 

Procaine  hydrochloride,  10  150-mg.  ampules . 

Box 

1 

1383000 

Procaine  hydrochloride,  10  3-gr.  hypo  tablets . 

Tube 

5 

1384130 

Prostigmine  methylsulfate  solution,  1:2000,  50  ampules . 

Box 

1 

1470000 

Talc,  purified,  1  lb . 

1 

2025400 

Mask,  face,  surgical,  improved,  120 . 

Bag 

1 

3362000 

Needle,  spinal  puncture,  20-gage . 

Each 

2 

3603000 

Adapter,  for  tubing . 

Each 

6 

3683000 

Gloves,  surgeon’s,  size  TY . 

Pair 

2 

3684000 

Gloves,  surgeon’s,  size  8 . 

Pair 

3 

3685000 

Gloves,  surgeon’s,  size  8J4 . 

Pair 

2 

3699000 

Intravenous  solution  reservoir . 

Each 

2 

3776200 

Suture,  catgut,  chromic,  size  00,  with  1%-inch  straight  non-traumatic  needle  affixed,  12 . 

Pkg. 

1 

3778000 

Suture,  catgut,  chromic,  size  0,  1  suture . 

Tube 

12 

3779000 

Suture,  catgut,  chromic,  size  1,  1  suture .  . 

Tube 

12 

3780000 

Suture,  catgut,  chromic,  size  2,  1  suture . 

Tube 

12 

3785000 

Suture,  catgut,  plain,  size  0,  1  suture . 

Tube 

24 

3786000 

Suture,  catgut,  plain,  size  1,  1  suture . 

Tube 

12 

3787000 

Suture,  catgut,  plain,  size  2,  1  suture . 

Tube 

12 

3799500 

Suture,  silk,  dermal,  coarse,  1  suture . 

Pkg. 

12 

3799600 

Suture,  silk,  dermal,  medium,  1  suture . 

Pkg. 

12 

3844000 

Syringe,  Luer,  2-cc . 

4 

3845000 

Syringe,  Luer,  10-cc . 

3 

3846500 

Syringe,  Luer-Lok,  5-cc . 

Each 

2 

3849000 

Syringe,  Luer,  needle,  23-gage,  %-inch  canula,  12 . 

Box 

1 

3850500 

Syringe,  Luer,  needle,  20-gage,  134-inch  canula,  12 . 

Box 

1 

3851000 

Syringe,  Luer,  needle,  19-gage,  1%-inch  canula,  12 . 

Box 

1 

3855010 

Syringe,  Luer,  needle  wire,  2-inch,  10 . 

Bundle 

2 

3855020 

Syringe,  Luer,  needle  wire,  2%-inch,  10 . 

Bundle 

4 

3875000 

Tube,  stomach . 

Each 

1 

3875500 

Tubing,  drainage,  j^-inch  diameter,  36-inch  length . 

Each 

6 

3875700 

Tubing,  drainage,  34-inch  diameter,  36-inch  length . 

Each 

6 

3878000 

Tubing,  rubber,  J^-inch  inside  diameter,  14-inch  wall . . 

Foot 

6 

3879200 

Tubing,  rubber,  latex . 

Foot 

6 

4180800 

Clamp,  shut-off,  screw  adjustment . 

Each 

2 

9211700 

Pack,  abdominal,  11-inch  by  12-inch,  80 . 

Bag 

1 

9212500 

Sponge,  surgical,  4-inch  by  4-inch,  500 . 

Bag 

1 
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9764200 — Chest,  Surgical  Supplies,  A,  Complete:  (Contents) — Continued 

9212700 

Sponge,  surgical,  4-inch  by  8-inch,  180 . 

Bag 

1 

9377000 

Suture,  silk,  braided,  non-capillary,  3  sizes . 

Pkg. 

5 

9773000 

Container,  metal,  No.  14,  1-qt . 

Each 

* 

1048000 

Alcohol,  ethyl,  1  qt .  5  Quarts 

9764300 — Chest,  Surgical  Supplies,  B,  Complete:  (Contents) 

9753500 

Chest,  field,  plain . 

1 

2004000 

Bandage,  gauze,  roller,  2-inch  by  6  yards,  12 . 

Box 

6 

2005000 

Bandage,  gauze,  roller,  3-inch  by  10  yards,  12 . 

Box 

3 

2008000 

Bandage,  muslin,  3-inch  by  5  yards,  12..  .  . 

Box 

2 

2009000 

Bandage,  muslin,  5-inch  by  5  yards,  12..  .  . 

Box 

2 

2014000 

Cotton,  absorbent,  1-lb.  roll . 

A 

2015000 

Cotton  batting,  non-absorbent,  1-lb.  roll . 

Carton 

3 

2027000 

Muslin,  36-inch . 

19 

2035000 

Plaster,  adhesive,  surgical,  3-inch  by  5  yards . 

Spool 

12 

2042000 

Wadding,  sheet,  5-inch,  6-yard  roll . 

Pkg. 

12 

9203000 

Bandage,  plaster  of  paris,  6-inch  by  5  yards,  12 . 

Carton 

3 

9207500 

Gauze,  petrolatum,  white,  3-inch  by  40-inch,  3  dressings.. . 

Pkg. 

10 

9764500 — Chest,  Tableware,  Complete:  (Contents) 

9765000 

Chest,  tableware,  empty . 

1 

7217000 

Bowl,  soup,  enamelware . 

Each 

106 

7289000 

Fork,  table . 

inn 

7316000 

Knife,  table . 

inn 

7351000 

Pitcher,  1-pt .,  enamelware . 

l 

7389000 

Shaker,  pepper,  glass . 

A 

7391000 

Shaker,  salt,  glass . 

6 

7403500 

Spoon,  table,  medium  (dessert) . 

100 

7880000 

Pitcher,  enamelware,  approximately  5-qt . 

Each 

1 

9946500 

Plate,  dinner,  enamelware . 

Each 

106 

9774000 — Crash  Splint  Unit:  (Contents) 

9782000 

Splint  set  case,  empty:  For  the  following . 

Each 

1 

3738600 

Splint,  basswood,  10 . 

Set 

A 

3745500 

Splint  strap . 

9 

3748000 

Splint,  Thomas,  arm,  hinged . 

XUCAi\J  IL 

2 

3750000 

Splint,  Army,  leg,  half-ring . 

2 

3751700 

Splint  support  and  foot  rest,  improved . 

Each 

2 

3754000 

Splint,  wire  ladder . 

2 

9751500 

Case,  utility,  canvas,  empty:  For  the  following . 

Each 

i 

2008000 

Bandage,  muslin,  3-inch  by  5  yards,  12 . 

Box 

i 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

12 

2034000 

Plaster,  adhesive,  surgical,  1-inch  by  5  yards . 

Spool 

2 

9201000 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 .  36  Bandages 

9904000 

Axe,  hand,  fire . 

i 

9909000 

Blanket,  od . 

9 
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9774000 — Crash  Splint  Unit:  (Contents) — Continued 

9927700 

Hacksaw  frame,  adjustable . 

Each 

1 

9927800 

Hacksaw  blade,  10-inch . . 

Each 

1 

9938000 

Litter,  folding,  aluminum . 

Each 

1 

9938600 

Litter  securing  strap . ' . 

Each 

4 

9941000 

Pad,  heat,  complete . 

Each 

1 

9949300 

Shovel,  entrenching . 

Each 

1 

9775000 — Dispensing  Set,  Field,  Complete:  (Contents) 

9775500 

Dispensing  set,  field,  container . 

Each 

1 

4058000 

Bottle,  wide  mouth,  50-cc.,  cork-finish . 

Each 

2 

4059000 

Bottle,  wide  mouth,  120-cc.,  cork-finish . 

Each 

8 

7768200 

Cork  No.  14 . 2  Corks 

7770000 

Cork  No.  20 . 8  Corks 

*9775600 — Set,  Gas  Casualty,  M-2:  (Contents) 

9778700 

Packboard . 

Each 

1 

9792200 

Unit  medical  equipment  pack,  empty  case . 

Each 

1 

9776700 

Kit,  treatment,  gas  casualty,  complete . 

Each 

1 

9792300 

Unit  medical  equipment  pack,  empty  insert . 

Each 

2 

1  each  for  the  following: 

9903000 

Apron,  impermeable . 

Each 

3 

9926315 

Gloves,  impermeable,  size  11 . 

Pair 

3 

*9775800 — Gas  Casualty  Case,  Aprons  and  Gloves:  (Contents) 

9747000 

Blanket  set,  small,  case,  empty . 

Each 

1 

9903000 

Apron,  impermeable . 

Each 

20 

9926305 

Gloves,  impermeable,  size  12 . 

Pair 

1 

9926310 

Gloves,  impermeable,  size  11)4 . 

Pair 

4 

9926315 

Gloves,  impermeable,  size  11 . 

Pair 

10 

9926320 

Gloves,  impermeable,  size  10)4 . 

Pair 

5 

*To  be  issued  outside  the  continental  limits  of  the  U.S.  when  authorized  by  Theater  commander 

s. 

9776200 — Kit,  First-Aid,  Arctic,  Complete:  (Contents) 

9766200 

Container,  for  kit,  first-aid,  arctic . 

Each 

1 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

1 

2034000 

Plaster,  adhesive,  surgical,  1-inch  by  5  yards . 

Spool 

1 

9101000 

Acid,  boric,  ointment,  1  oz . 

Tube 

1 

9103800 

Burn  injury  set,  boric  acid  ointment . 

Set 

3 

9112200 

Iodine  swab,  10-minim,  10 . 

Pkg. 

2 

9114500 

Mercuric  ointment,  ammoniated,  1  oz . 

Tube 

2 

9115700 

Morphine  tartrate,  1  tube . 

Each 

24 

9120200 

Sodium  chloride,  100  tablets . 

Bottle 

1 

9120400 

Sulfadiazine,  8  tablets .  . . 

Pkg. 

12 

9121810 

Tablet,  water  purification,  individual,  200 . 

Bottle 

1 

f . . . . i* 
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9776200 — Kit,  First-Aid,  Arctic,  Complete :  (Contents) — Continued 

9200000 

Bandage,  gauze,  adhesive,  white,  1-ineh  by  3-inch,  16 . 

Pkg. 

2 

9200200 

Bandage,  gauze,  compress,  white,  4-inch  by  4-inch . 

Each 

9 

9773400 

Container,  paper,  \]4  by  4-inch:  1  each  for  the  following . 

Each 

5 

1010000 

Acid,  acetylsalicylic,  1000  tablets . 150  Tablets 

1057000 

Aloin  compound,  1000  pills  or  tablets .  . 200  Pills  or  Tablets 

1418000 

Sodium  bicarbonate  and  peppermint,  1000  tablets . 200  Tablets 

9103000 

Bismuth  subcarbonate,  500  tablets . 200  Tablets 

9119000 

Protein  silver,  mild,  100  tablets . 100  Tablets 

9773400 

Container,  paper,  \\4  by  4-inch:  1  for  each  150  of  the  following . 

Each 

2 

1490500 

Vitamins,  multivitamin,  100  capsules . 300  Capsules 

9773400 

Container,  paper,  114  by  4-inch:  1  for  each  75  of  the  following . 

Each 

2 

1462600 

Sulfaguanidine,  1000  tablets . 150  Tablets 

9776210 — Kit,  First-Aid,  Battle  Dressing,  Complete:  (Contents) 

9776212 

Kit,  first-aid,  battle  dressing,  container . 

Each 

1 

3738600 

Splint,  basswood,  10 . 

Set 

1 

9201100 

Bandage,  gauze,  compressed,  field  brown,  3-inch  by  6  yards,  72 . 10  Bandages 

9205100 

Dressing,  first-aid,  large,  field  brown . 

Each 

6 

9206100 

Dressing,  first-aid,  small,  field  brown . 

Each 

6 

9209000 

Plaster,  adhesive,  field  brown,  1-inch  by  5  yards . 

Spool 

1 

9776300 — Kit,  First-Aid,  Jungle,  Complete:  (Contents) 

9766400 

Container,  for  kit,  first-aid,  jungle . 

Each 

1 

3705500 

Kit,  suction,  snakebite . 

1 

9112200 

Iodine  swab,  10-minim,  10 . 

Pkg. 

4 

9115700 

Morphine  tartrate,  1  tube . 

24 

9120110 

Repellent,  insect,  2  oz . - . 

12 

9120200 

Sodium  chloride,  100  tablets . 

Bottle 

1 

9120400 

Sulfadiazine,  8  tablets . 

Pkg. 

12 

9121810 

Tablet,  water  purification,  individual,  200 . 

Bottle 

2 

9200000 

Bandage,  gauze,  adhesive,  white,  1-inch  by  3-inch,  16 . 

Pkg. 

5 

9773400 

Container,  paper,  \\4  by  4-inch:  1  each  for  the  following . 

Each 

3 

1010000 

Acid,  acetylsalicylic,  1000  tablets . 150  Tablets 

1057000 

Aloin  compound,  1000  pills  or  tablets . 200  Pills  or  Tablets 

1084500 

Atabrine,  100  tablets . 100  Tablets 

9773400 

Container,  paper,  \\4  by  4-inch:  1  for  each  200  of  the  following . 

Each 

2 

1418000 

Sodium  bicarbonate  and  peppermint,  1000  tablets .  400  Tablets 

9773400 

Container,  paper,  \  Yi  by  4-inch:  1  for  each  75  of  the  following . 

Each 

10 

1462600 

Sulfaguanidine,  1000  tablets .  750  Tablets 

9776400 — Kit,  First-Aid,  Gas  Casualty,  Complete:  (Contents) 

9766300 

Container,. for  kit,  first-aid,  gas  casualty . 

Each 

1 

1069000 

Amyl  nitrite,  10  ampules . ,  „ . ; . 

Pkg. 

1 

9102800 

BAL  ointment,  two  %- oz.  tubes . 

Set 

1 

9105000 

Calamine  lotion,  approximately  2  oz . 

Bottle 

1 

9105800 

Chloroform,  approximately  2  oz . 

Bottle 

1 
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9776400 — Kit,  First  Aid,  Gas  Casualty,  Complete:  (Contents) — Continued 

9107500 

Copper  sulfate  solution,  approximately  2-oz.  bottle . 

Set 

1 

9109100 

Eye  and  nose  drops.  y  oz . 

Pke 

1 

9109525 

Eye  solution,  BAL,  y  oz . 

Pkc 

1 

9118700 

Protective  ointment,  CWS,  3  oz . 

x 

9211800 

Pad,  cotton,  approximately  1-inch  by  2-inch,  50 . 

Pkg. 

1 

9776500 — Kit,  First-Aid,  Aeronautic,  Complete:  (Contents) 

9776600 

Kit,  first-aid,  aeronautic,  container . 

Each 

1 

9103800 

Burn  injury  set,  boric  acid  ointment . 

Set 

1 

9109500 

Eye-dressing  set . 

x 

9115700 

Morphine  tartrate,  1  tube . 

2 

9120400 

Sulfadiazine,  8  tablets . 

Pke 

x 

9121100 

Sulfanilamide,  crystalline,  5,  5-Gm.  envelopes . 

Box 

1 

9200300 

Bandage,  gauze,  compress,  field  brown,  4-inch  by  4-inch . 

Each 

1 

9205100 

Dressing,  first-aid,  large,  field  brown . 

Each 

2 

9206100 

Dressing,  first-aid,  small,  field  brown . 

Each 

1 

9369200 

Scissors,  5>£-inch,  straight,  1  point  sharp . 

Each 

1 

9378000 

Tourniquet,  field . 

Each 

x 

Outside  Envelope  of  Kit  to  Contain  : 

9112200 

Iodine  swab,  10-minim,  10 . 

Pke 

1 

9200100 

Bandage,  gauze,  adhesive,  field  brown,  1-inch  by  3-inch,  16 . 

Pkg. 

1 

*9776700 — Kit,  Treatment,  Gas  Casualty,  Complete:  (Contents) 

9776800 

Kit,  treatment,  gas  casualty,  container . 

Each 

1 

Section  A 

9102700 

Amyl  salicylate,  8  oz . 

Tin 

2 

9911700 

Bottle,  plastic,  approximatey  4  fluid  oz . 

Each 

i 

Section  B 

7493000 

Soap,  white,  floating,  6  oz . 

o 

9105800 

Chloroform,  approximately  2  oz . 

Bottle 

Pke 

o 

9109100 

Eye  and  nose  drops,  y2  oz . 

A 

9109525 

Eye  solution,  BAL,  y2  oz . 

o 

Section  C 

9107300 

Copper  sulfate  powder,  approximatey  37  Gm . 

Bottle 

i 

9107500 

Copper  sulfate  solution,  approximately  2-oz.  bottle... 

Set 

i 

9118700 

Protective  ointment,  CWS,  3  oz . 

4 

9120300 

Sodium  sulamyd,  25  1-Gm.  packets . 

Pkg. 

1 

9120400 

Sulfadiazine,  8  tablets . 

Pkff 

Q 

9931000 

Kit,  water  testing,  screening . 

.TKg. 

Each 

l 

*To  be  i 

ssued  outside  the  continental  limits  of  the  U.S.  when  authorized  by  Theater  commanders. 
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*9776700 — Kit,  Treatment,  Gas  Casualty,  Complete:  (Contents) — Continued 

Section  D 

9102800 

BAL  ointment,  two  %- oz.  tubes . 

Set 

6 

9116500 

Petrolatum,  two  3/5-oz.  tubes . . . 

Pkg. 

7 

Section  E 

1069000 

Amyl  nitrite,  10  ampules . 

Pkg. 

4 

9104800 

Calamine  concentrate,  two  approximately  1-oz.  tubes . 

Pkg. 

2 

9116500 

Petrolatum,  two  3/5-oz.  tubes . 

Pkg. 

7 

Section  F 

(Appended  in  Lid  of  Container) 

9116300 

Ophthalmic  disks,  fluorescein  and  atropine  sulfate,  6  tubes . 

Box 

1 

List  of  contents,  including  directions  for  use  of  items . 

Each 

1 

Pamphlet  for  use  of  medical  officers . 

Each 

1 

*To  be 

ssued  outside  the  continental  limits  of  the  U.S.  when  authorized  by  Theater  commanders. 

9776900— Kit,  First-Aid,  for  Pneumatic  Life  Raft:  (Contents) 

1-unit  package  containing . 

Each 

1 

Morphine  tartrate  syrette . Each  6 

Iodine  applicator . Bottle  1 

1-unit  package  containing . 

Each 

1 

Boric  acid  ointment  USP . Tube  2 

1-unit  package  containing . 

Each 

2 

Bandage,  gauze,  compress,  4-inch . Each  1 

1-unit  package  containing . 

Each 

1 

Sulfanilamide,  powdered,  5  Gm.  in  packet . . . Packet  5 

1-unit  package  containing . 

Each 

1 

Sulfadiazine,  1  Gm.  tab . Each  24 

9777100 — Kit,  First-Aid,  Motor  Vehicle,  24-Unit,  Complete:  (Contents) 

9777200 

Kit,  first-aid,  motor  vehicle,  24-unit,  container . 

Each 

1 

7878000 

Pin,  safety,  medium . 

Card 

1 

9102500 

Ammonia,  aromatic,  10  ampules . 

Pkg. 

1 

9103800 

Burn  injury  set,  boric  acid  ointment . 

Set 

4 

9109500 

Eye-dressing  set . 

Set 

2 

9112200 

Iodine  swab,  10-minim,  10 . 

Pkg. 

1 

9200000 

Bandage,  gauze,  adhesive,  white,  1-inch  by  3-inch,  16 . 

Pkg. 

1 

9200200 

Bandage,  gauze,  compress,  white,  4-inch  by  4-inch . 

Each 

3 

9200400 

Bandage,  gauze,  compress,  white,  2-inch  by  2-inch,  4 . 

Pkg. 

2 

9201500 

Bandage,  gauze,  white,  4-inch  by  6  yards . 

Each 

1 

9204000 

Bandage,  triangular,  compressed,  white . 

Each 

1 

9205000 

Dressing,  first-aid,  large,  white . 

Each 

2 

9379700 

Tourniquet-scissors-forceps  set . 

Set 

1 
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9777300 — Kit,  First-Aid,  Motor  Vehicle,  12-Unit,  Complete:  (Contents) 

9777400 

Kit,  first-aid,  motor  vehicle,  12-unit,  container . 

Each 

1 

7878000 

Pin,  safety,  medium . 

1 

9102500 

Ammonia,  aromatic,  10  ampules . 

1 

9103800 

Burn  injury  set,  boric  acid  ointment . 

Set 

2 

9109500 

Eye-dressing  set . 

Set 

1 

9112200 

Iodine  swab,  10-minim,  10 . 

1 

9200000 

Bandage,  gauze,  adhesive,  white,  1-inch  by  3-inch,  16 . 

Pkg. 

1 

9200200 

Bandage,  gauze,  compress,  white,  4-inch  by  4-inch . 

Each 

1 

9200400 

Bandage,  gauze,  compress,  white,  2-inch  by  2-inch,  4 . 

Pkg. 

1 

9201500 

Bandage,  gauze,  white,  4-inch  by  6  yards . 

Each 

1 

9204000 

Bandage,  triangular,  compressed,  white . 

Each 

1 

9379700 

Tourniquet-scissors-forceps  set . 

Set 

1 

9777500 — Lantern  Set:  (Contents) 

9778000 

Lantern  set,  crate,  empty . 

1 

9771700 

Container,  metal,  No.  11,  Y- gal . 

1 

*9932005 

Lantern,  Dietz  D-Lite . 

2 

9932505 

Lantern  globe,  white,  Dietz  D-Lite., . 

Each 

1 

9933005 

Lantern  globe,  green,  Dietz  D-Lite . 

Each 

2 

9933505 

Lantern  wick,  Dietz  D-Lite . 

5 

9962000 

Waste,  cotton . 

Pound 

1 

*If  alternate  model  lantern  is  used  in  assembling  set,  depot  officers  assembling  unit  are  responsible 

for  inclusion  of  proper  parts  to  fit  item  for  which  intended. 

9778500 — Packet,  First-Aid,  Parachute,  Complete:  (Contents) 

9778600 

Packet,  first-aid,  parachute,  container . 

Each 

1 

9115700 

Morphine  tartrate,  1  tube . 

Each 

Pkc 

x 

9120400 

Sulfadiazine,  8  tablets . 

x 

9121100 

Sulfanilamide,  crystalline,  5,  5-Gm.  envelopes .  1  Envelope 

X  Kg. 

9206100 

Dressing,  first-aid,  small,  field  browm . 

Each 

1 

9378000 

Tourniquet,  field . 

Each 

1 

9779100 — Pajama  Set,  Coat,  Summer:  (Contents) 

9747000 

Blanket  set,  small,  case,  empty . 

1 

7163005 

Pajama  coat,  summer,  large . 

40 

7163010 

Pajama  coat,  summer,  medium . 

Each 

60 

9779200 — Pajama  Set,  Trousers,  Summer:  (Contents) 

9747000 

Blanket  set,  small,  case,  empty . 

x 

7165005 

Pajama  trousers,  summer,  large . 

40 

7165010 

Pajama  trousers,  summer,  medium . 

Each 

60 
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9779300 — Pajama  Set,  Coat,  Winter:  (Contents) 

9747000 

Blanket  set,  small,  case,  empty . 

Each 

1 

7164005 

Pajama  coat,  winter,  large . 

Each 

15 

7164010 

Pajama  coat,  winter,  medium . 

Each 

45 

9779400 — Pajama  Set,  Trousers,  Winter:  (Contents) 

9747000 

Blanket  set,  small,  case,  empty . 

Each 

1 

7166005 

Pajama  trousers,  winter,  large . 

Each 

15 

7166010 

Pajama  trousers,  winter,  medium . 

Each 

45 

9779500 — Physical  Examination  Set,  Flight  Surgeon’s:  (Contents) 

9780000 

Physical  examination  set,  flight  surgeon’s,  empty  chest . 

Each 

1 

1228000 

Homatropine  hydrobromide,  15  gr . 

Bottle 

1 

3077000 

Case,  diagnostic,  eye,  ear,  nose  and  throat,  complete . 

Each 

1 

3224000 

Forceps,  ear,  5^-inch,  angular,  Wilde . 

Each 

1 

3616000 

Bag,  Politzer . 

1 

3652500 

Color  test  book . 

1 

3668500 

Depth  perception  apparatus . 

1 

3687000 

Hammer,  percussion . 

1 

3708010 

Lantern,  muscle  test,  without  stand . 

Each 

1 

3714500 

Perimeter,  hand . 

1 

3714700 

Perimeter  charts,  Schweigger,  left,  100 . . . 

Pad 

2 

3714800 

Perimeter  charts,  Schweigger,  right,  100 . 

Pad 

2 

3715200 

Phorometer,  with  chair  attachment . 

Each 

1 

3716000 

Pin,  white  head . 

24 

3734000 

Rule,  ivory . 

1 

3735000 

Rule,  prince . 

1 

3737000 

Sphygmomanometer,  aneroid . 

1 

3773000 

Stethoscope . 

Each 

1 

3862600 

Tangent  curtain,  folded . 

1 

3869000 

Tube,  diagnostic,  ear . 

Each 

1 

3880000 

Vision  test  set,  complete . . 

1 

3886000 

Watch,  stop . 

Each 

1 

7795000 

Dropper,  medicine,  12 .  * 

Pkg. 

1 

7929000 

Tape  measure,  fabric,  60-inch . . 

Each 

1 

7932000 

Thermometer,  clinical . 

Each 

2 

9309800 

Case,  trial  lenses,  pocket  set . 

Each 

1 

Switch  box  and  bracket . 

Each 

1 

9780500 — Physical  Examination  Set,  Recruiting:  (Contents) 

9781000 

Physical  examination  set,  recruiting,  empty  chest . 

Each 

1 

1051000 

Alcohol,  ethyl,  denatured,  1  qt . 

Bottle 

1 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

32 

3515000 

Specula,  ear,  set  of  3 . 

Set 

1 

3524000 

Specula,  nasal,  bosworth . 

Each 

1 

3611000 

Applicator,  wood.  6  gross . 

Carton 

1 

3652500 

Color  test  book . 

1 
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9780500 — Physical  Examination  Set,  Recruiting:  (Contents) — Continued 


3668000 

3689000 

3691000 

3737000 

3773000 

3844000 

3845000 

3849000 

3855010 

3880000 

7558000 

7559000 

7560000 

7862000 

7889000 

7929000 

7932000 

9441000 


Depressor,  tongue,  wood,  100 . 

Headband,  adjustable  strap . 

Headband,  mirror . 

Sphygmomanometer,  aneroid . 

Stethoscope . . 

Syringe,  Luer,  2-cc . 

Syringe,  Luer,  10-cc . 

Syringe,  Luer,  needle,  23-gage,  ^-inch  canula,  12 

Syringe,  Luer,  needle  wire,  2-inch,  10 . 

Vision  test  set,  complete . 

Finger  print  ink,  8  oz . 

Finger  print  plate . 

Finger  print  roller . 

Needle,  common,  25 . 

Scale,  physician’s . . . 

Tape  measure,  fabric,  60-inch . 

Thermometer,  clinical . 

Urinalysis  set,  small,  complete . 

“The  Finger  Print  Instructor”  by  Kuhne . 


9781200 — Pillow  Case  Set:  (Contents) 

9747000  Blanket  set,  small,  case,  empty . 

71 6^000  Pillow  case . 


9781400 — Sheet  Set:  (Contents) 

9747000  Blanket  set,  small,  case,  empty . • . 

7172000  Sheet . 


UNIT 


QUAN¬ 

TITY 


. .  Carton 
. .  Each 
. .  Each 
. .  Each 
. .  Each 
, .  Each 
. .  Each 
. .  Box 
,  .  Bundle 
,  S  Each 
. .  Tube 
. .  Each 
. .  Each 
•  •  Pkg. 

. .  Each 
. .  Each 
. .  Each 
. .  Each 
. .  Each 


10 

1 

1 

1 

1 

2 

2 

8 

1 

1 

1 

1 

1 

5 
1 
1 

6 
1 
1 


Each 

Each 


1 

100 


Each 

Each 


1 

60 


9782000 

3738600 

3743900 

3745500 

3748000 

3750000 

3751700 

3754000 

7923000 

9204000 


9782300 

3743900 

3745500 

3751700 

9204000 

9371100 

9371200 


9781500 — Splint  Set:  (Contents) 


Splint  set  case,  empty . 

Splint,  basswood,  10 . 

Splint  litter  bar . 

Splint  strap . . . 

Splint,  Thomas,  arm,  hinged . 

Splint,  Army,  leg,  half-ring . 

Splint  support  and  foot  rest,  improved . 

Splint,  wire  ladder . . 

Strap  and  buckle,  3  feet . 

Bandage,  triangular,  compressed,  white . 

9782200 — Splint  Set,  Army :  (Contents) 

Splint  set,  Army,  empty  case . 

Splint  litter  bar . 

Splint  strap . 

Splint  support  and  foot  rest,  improved . 

Bandage,  triangular,  compressed,  white . 

Splint,  Army,  arm,  half-ring,  folding . 

Splint,  Army,  leg  and  thigh,  half-ring,  folding . 


y 


Each 

Set 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 


Each 

Each 

Each 

Each 

Each 

Each 

Each 


I 

1 

6 

6 

6 

6 

6 

6 

6 

36 


1 

1 

1 

1 

12 

1 

1 
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9782500 — Surgical  Dressings,  Set :  (Contents) 

1012200 

Acid,  boric,  ointment,  4  oz . 

g 

1412000 

Soap,  soft,  1  lb . . 

1 

1463600 

Sulfanilamide,  crystalline,  12  5-Gm  envelopes . 

Box 

4 

1464100 

Sulfathiazole,  1000  tablets . 

2 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

44 

2024000 

Gauze,  plain,  sterilized,  36-inch,  1  yard . 

Pkg. 

140 

2034000 

Plaster,  adhesive,  surgical,  1-inch  by  5  yards . 

Spool 

12 

3738600 

Splint,  basswood,  10 . 

1 

7877000 

Pin,  safety,  large . 

2 

7878000 

Pin,  safety,  medium . 

2 

7879000 

Pin,  safety,  small . • . . , . 

2 

9101000 

Acid,  boric,  ointment,  1  oz . 

12 

9101500 

Acid,  salicylic,  ointment,  1  oz . 

12 

9111000 

Iodine  and  potassium  iodide  powder,  10  tubes . 

Box 

6 

9201000 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 . 

Box 

1 

9206000 

Dressing,  first-aid,  small,  white . 

48 

9207500 

Gauze,  petrolatum,  white,  3-inch  by  40-inch,  3  dressings . 

Pkg. 

15 

9375000 

Splint,  wire  gauze,  5^-inch,  1  yard . 

Roll 

6 

Form  52b 

Emergency  medical  tag:  (20  in  book  in  duplicate) . 

16 

9784700 — Towel  Set,  Bath:  (Content) 

9747000 

Blanket  set,  small,  case,  empty . 

x 

7177000 

Towel,  bath . 

Each 

50 

9784800 — Towel  Set,  Hand:  (Contents) 

9747000 

Blanket  set,  small,  case,  empty . 

1 

7178000 

Towel,  hand . .  . 

Each 

150 

9792500 — Venereal  Prophylactic  Unit:  (Contents) 

9793000 

Venereal  prophylactic  unit,  empty  chest . 

Each 

1 

1282000 

Mercurous  chloride,  mild,  ointment,  1  lb . 

Jar 

2 

1285400 

Mercury  bichloride,  250  large  poison  tablets . 

Bottle 

1 

3861000 

Syringe,  urethral  prophylaxis . 

4 

7178000 

Towel,  hand . 

12 

7493000 

Soap,  white,  floating,  6  oz . 

2 

7711000 

Basin,  hand . 

3 

7811000 

Graduate,  glass,  125-cc . 

1 

7935400 

Tissues,  cellulose,  75 . 

g 

9120000 

Protein  silver,  strong,  100  tablets . 

Bottle 

2 

9794100 — Pack  No.  1,  Unit  Medical  Equipment:  (Contents) 

9778700 

Packboard . 

1 

9792200 

Unit  medical  equipment  pack,  emptv  case . 

Each 

1 

9792300 

Unit  medical  equipment  pack,  empty  insert . 

Each 

4 
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9794100 — Pack  No.  1  Unit  Medical  Equipment:  (Contents) — Continued 

Packed  in  Insert  No.  1 

9205000 

Dressing,  first-aid,  large,  white.. . 

Each 

16 

Packed  in  Insert  No.  2 

9205000 

Dressing,  first-aid,  large,  white . 

Each 

10 

9206000 

Dressing,  first-aid,  small,  white . 

Each 

30 

Packed  in  Insert  No.  3 

2009000 

Bandage,  muslin,  5-inch  by  5  yards,  12 . 6  Bandages 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

13 

2024000 

Gauze,  plain,  sterilized,  36-inch,  1  yard . 

Pkg. 

13 

2034000 

Plaster,  adhesive,  surgical,  1-inch  by  5  yards . 

Spool 

3 

2035000 

Plaster,  adhesive,  surgical,  3-inch  by  5  yards . 

Spool 

3 

9121100 

Sulfanilamide,  crystalline,  5,  5-Gm.  envelopes . 

Box 

8 

9201500 

Bandage,  gauze,  white,  4-inch  by  6  yards . 

Each 

25 

9204000 

Bandage,  triangular,  compressed,  white . 

Each 

24 

Packed  in  Insert  No.  4 

1012200 

Acid,  boric,  ointment,  4  oz . 

Jar 

1 

1204000 

Foot  powder,  M  lb . 

Can 

1 

3468000 

Scissors,  bandage . 

Each 

1 

3683000 

Gloves,  surgeon’s,  size  7J^ . 

Pair 

2 

3684000 

Gloves,  surgeon's,  size  8 . 

Pair 

2 

3773000 

Stethoscope . 

Each 

1 

7178000 

Towel,  hand . 

Each 

3 

7493000 

Soap,  white,  floating,  6  oz . 

Bar 

2 

7515000 

Book,  blank,  8  vo . 

Each 

1 

7701000 

Apron,  rubberized . 

Each 

1 

7720500 

Box,  cash:  Containing . 

Each 

1 

1382000 

Procaine  hydrochloride,  20  %-gr.  hypo  tablets . 

Tube 

2 

3662700 

Cotton  thread,  quilting,  150  yards . 

Spool 

2 

3779000 

Suture,  catgut,  chromic,  size  1,  1  suture . 

Tube 

24 

3844000 

Syringe,  Luer,  2-cc . 

Each 

2 

3849000 

Syringe,  Luer,  needle,  23-gage,  %-inch  canula,  12 . 

Box 

1 

3851000 

Syringe,  Luer,  needle,  19-gage,  1%-inch  canula,  12 . 

Box 

1 

7932000 

Thermometer,  clinical . 

Each 

2 

9115500 

Morphine  tartrate,  5  tubes . 

Box 

13 

7877000 

Pin,  safety,  large . 

Card 

4 

7878000 

Pin,  safety,  medium . 

Card 

4 

9378000 

Tourniquet,  field . 

Each 

2 

9767500 

Container,  metal,  No.  1:  1  for  each  12  of  the  following . 

Each 

2 

9112000 

Iodine  swab,  lj^-cc.,  6 .  . 24  Swabs 

9771000 

Container,  metal,  No.  9,  3-oz:  1  for  each  150  of  the  following . 

Each 

2 

1010000 

Acid,  acetylsalicylic,  1000  tablets . 300  Tablets 
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9794100 — Pack  No.  1,  Unit  Medical  Equipment:  (Contents) — Continued 


9773000 
1048000 
9907000 
9926500 
9941000 
9954028 
3230000 
3231000 
3296800 
3337700 
3338100 
3470000 
7722000 
3363100 
3393500 
3395000 
3401100 
Form  52b 


Packed  in  Insert  No.  4 


Container,  metal,  No.  14,  1-qt:  For  the  following . 

Alcohol,  ethyl,  1  qt . 1  Quart 

Basin,  canvas,  folding . 

Gloves,  rubber,  pouch . 

Pad,  heat,  complete . . 

Sterilizer,  instrument,  95i-inch,  with  gasoline  burner . 

Forceps,  hemostatic,  6J4-inch,  straight,  Rankin . 

Forceps,  hemostatic,  6^-inch,  curved,  Rochester-Pean . . 

Holder,  needle,  6-inch,  Hegar-Mayo . 

Knife,  operating,  handle  No.  4 . 

Knife,  operating,  blade  No.  20,  6 . 

Scissors,  dissecting,  52^-inch,  straight . 

Box,  ointment,  2-oz.,  12:  Containing . 1  Box 

Needle,  catgut,  size  2,  half-circle,  6 . 

Needle,  surgeon’s  regular,  size  6,  %-circle,  6 . 

Needle,  surgeon’s  regular,  size  12,  ^-circle,  6 . , 

Needle,  uterine,  size  5,  half-circle,  6 . 

Emergency  medical  tag:  (20  in  book  in  duplicate) . . 


Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Pkg. 

Each 

Pkg. 

Pkg. 

Pkg. 

Pkg. 

Book 


QUAN¬ 

TITY 


1 

1 

1 

2 

1 

6 

3 

1 

1 

3 

1 

2 

2 

1 

1 

1 


9794200 — Pack  No.  2,  Unit  Medical  Equipment:  (Contents) 


9778700 

9792200 

9792300 


Packboard . 

Unit  medical  equipment  pack,  empty  case .  . 
Unit  medical  equipment  pack,  empty  insert 


Each 

Each 

Each 


1 

1 

4 


Packed  in  Insert  No.  1 


9205000 


Dressing,  first-aid,  large,  white 


Packed  in  Insert  No.  2 

9205000  Dressing,  first-aid,  large,  white . 

9206000  Dressing,  first-aid,  small,  white . 


Each 


16 


Each  10 

Each  30 


Packed  in  Insert  No.  3 


2009000 

2013000 

2024000 

2034000 

2035000 

9121100 

9201500 

9204000 


Bandage,  Muslin,  5-inch  by  5  yards,  12 . 6  Bandages 

Cotton,  absorbent,  compressed,  1  oz . 

Gauze,  plain,  sterilized,  36-inch,  1  yard . 

Plaster,  adhesive,  surgical,  1-inch  by  5  yards . 

Plaster,  adhesive,  surgical,  3-inch  by  5  yards . 

Sulfanilamide,  crystalline,  5,  5-Gm.  envelopes . 

Bandage,  gauze,  white,  4-inch  by  6  yards . . . 

Bandage,  triangular,  compressed,  white . 


Pkg. 

Pkg. 

Spool 

Spool 

Box 

Each 

Each 


13 

13 

3 

3 

8 

25 

24  * 


Packed  in  Insert  No.  4 


1204000 

3468000 

3683000 


Foot  powder,  lb . 

Scissors,  bandage . 

Gloves,  surgeon’s,  size  7 Yi 


Can 

Each 

Pair 


1 

1 

2 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


63 


MED  6 


NUMBER 

ITEM 

UNIT 

QUAN¬ 

TITY 

3684000 

9794200 — Pack  No.  2,  Unit  Medical  Equipment:  (Contents) — Continued 

Packed  in  Insert  No.  4 

Gloves,  surgeon’s,  size  8 . . 

Pair 

2 

7178000 

Towel,  hand . 

Each 

3 

7493000 

Soap,  white,  floating,  6  oz . 

Bar 

2 

7515000 

Book,  blank,  8  vo . 

Each 

1 

7701000 

Apron,  rubberized . 

Each 

1 

7720500 

Box,  cash:  Containing . 

Each 

1 

9115500 

Morphine  tartrate,  5  tubes . 

Box 

27 

7877000 

Pin,  safety,  large . 

Card 

4 

7878000 

Pin,  safety,  medium . 

Card 

4 

9378000 

Tourniquet,  field . 

Each 

2 

9767500 

Container,  metalKNo.  1:  1  for  each  12  of  the  following . 

Each 

2 

9112000 

9773000 

Iodine  swab,  lj^-cc.,  6 . 24  Swabs 

Container,  metal,  No.  14,  1-qt:  For  the  following . 

Each 

1 

1048000 

9907000 

Alcohol,  ethyl,  1  qt . 1  Quart 

Basin,  canvas,  folding . 

Each 

1 

9914000 

Bucket,  canvas,  collapsible . 

Each 

1 

9926500 

Gloves,  rubber,  pouch . 

Each 

1 

9941000 

Pad,  heat,  complete . 

Each 

2 

Form  52b 

Emergency  medical  tag:  (20  in  book  in  duplicate) . 

Book 

1 

9778700 

9794400 — Pack  No.  3,  Unit  Medical  Equipment:  (Contents) 

Packboard . 

Each 

1 

9792200 

Unit  medical  equipment  pack,  empty  case . 

Each 

1 

9909000 

Blanket,  od . 

Each 

6 

9778700 

9794600 — Pack  No.  4,  Unit  Medical  Equipment:  (Contents) 

Packboard . 

Each 

1 

9781500 

Splint  set . 

Each 

1 

9778700 

9794800 — Pack  No.  5,  Unit  Medical  Equipment:  (Contents) 

Packboard . 

Each 

1 

9778900 

Packboard  adapter . 

Each 

1 

9915700 

Can,  water,  5-gal . 

Each 

1 

9802100 

9802000 — Case,  Dental,  Veterinary,  Complete:  (Contents) 

Case,  dental,  veterinary,  empty . 

Each 

1 

3119000 

Chisel,  bone,  6-mm . 

Each 

1 

3148000 

Curette,  mastoid,  size  5,  W  hiting . 

Each 

1 

3290000 

Gouge,  bone,  6-mm . 

Each 

1 

3543000 

Trephine,  cranial . 

Each 

1 

8060000 

File  and  rasp . . 

Each 

1 

8062000 

Float,  dental,  angular . 

Each 

1 
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9802000 — Case,  Dental,  Veterinary,  Complete:  (Contents) — Continued 

8063000 

Float,  dental,  file  blade . 

2 

8064000 

Float,  dental,  handle . 

1 

8065000 

Float,  dental,  rasp  blade . 

4 

8066000 

Float,  dental,  straight . 

1 

8075000 

Handle,  Universal . 

1 

8090000 

Mallet,  lead,  veterinary . 

1 

8091000 

Molar  cutter,  closed . 

1 

8092000 

Molar  cutter,  half-open . 

1 

8094000 

Molar  cutter,  open.. . 

1 

8095000 

Molar  extractor,  lower . 

1 

8096000 

Molar  extractor,  upper . 

1 

8097000 

Molar  root  extractor . . 

1 

8101000 

Pick,  dental,  veterinary . 

1 

8104000 

Punch,  dental,  curved,  veterinary . 

Each 

1 

8104500 

Punch,  dental,  straight,  veterinary . 

Each 

1 

8110000 

Speculum,  mouth,  veterinary . 

1 

9362300 

Drill,  bone,  set  of  3 . 

Set 

1 

9803000 — Case,  Foot,  Veterinary,  Complete:  (Contents) 

9803100 

Case,  foot,  veterinary,  empty . 

1 

3146000 

Curette,  mastoid,  size  2,  Whiting . 

Each 

1 

3147000 

Curette,  mastoid,  size  4,  Whiting . 

Each 

1 

3148000 

Curette,  mastoid,  size  5,  Whiting . 

Each 

1 

7819000 

Hone,  oil,  Arkansas  stone . 

1 

8054000 

Curette,  hoof,  nail  hole,  34° . 

1 

8055000 

Curette,  hoof,  nail  hole,  45° . 

1 

8061000 

File,  hoof-knife . 

1 

8066500 

Forceps,  splinter,  8-inch . 

1 

8070000 

Gouge,  hoof . 

1 

8071000 

Groover,  hoof,  oval . 

1 

8072000 

Groover,  hoof,  pointed . 

1 

8084000 

Knife,  hoof-searching,  double-edge,  7-inch . 

Each 

1 

8086000 

Knife  set,  hoof . 

Set 

1 

8088000 

Knife,  hoof,  sage,  left . 

1 

8089000 

Knife,  hoof,  sage,  right . 

1 

8111000 

Splitter,  hoof . 

1 

8125000 

Tester,  hoof,  small . 

Each 

1 

9804000 — Case,  Forceps,  Hemostatic,  Veterinary,  Complete:  (Contents) 

9804100 

Case,  forceps,  hemostatic,  veterinary,  empty . 

Each 

1 

3229000 

Forceps,  hemostatic,  mosquito,  5-inch,  straight,  Halstead . 

Each 

1 

3230000 

Forceps,  hemostatic,  6J4-inch,  straight,  Rankin . 

Each 

6 

3231000 

Forceps,  hemostatic,  6J4-inch,  curved,  Rochcster-Pean . 

Each 

2 

3234000 

Forceps,  hemostatic,  straight,  Rochester-Ochsner . 

Each 

2 

3235000 

Forceps,  hysterectomy,  8>^-inch,  curved,  Pean . 

Each 

1 

• 
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9805100 

9805000 — Case,  General  Operating,  Veterinary,  Complete:  (Contents) 

Case,  general  operating,  veterinary,  empty . 

Each 

1 

9805200 

Case,  general  operating,  veterinary,  metal  container,  for  4  knives . 

Each 

1 

3007000 

Bistoury,  probe-pointed,  straight . 

Each 

1 

3173000 

Director,  grooved,  probe  point . 

Each 

1 

3201000 

Forceps,  bone-cutting,  8K-inch,  straight,  Liston . 

Each 

1 

3220000 

Forceps,  dressing,  5J^-inch,  straight . 

Each 

1 

3222000 

Forceps,  dressing,  10-inch,  curved,  Bozeman . 

Each 

1 

3230000 

Forceps,  hemostatic,  6J4-in(‘h,  straight,  Rankin . 

Each 

1 

3236000 

Forceps,  hysterectomy,  8^-inch,  straight,  Pean . 

Each 

1 

3270000 

Forceps,  tissue,  spring,  5^2-inch,  straight . 

Each 

1 

3296700 

Holder,  needle,  7^-inch,  Hegar-Mayo . 

Each 

1 

3335900 

Knife,  operating,  lj^-inch  blade . 

Each 

2 

3336200 

Knife,  operating,  2-inch  blade . 

Each 

2 

3341000 

Knife,  tenotomy . 

Each 

1 

3363100 

Needle,  catgut,  size  2,  half-circle,  6 . 

Pkg. 

1 

3364100 

Needle,  catgut,  size  4,  half-circle,  6 . 

Pkg. 

1 

3392500 

Needle,  surgeon’s  regular,  size  2,  ^-circle,  6 . 

Pkg. 

1 

3393500 

Needle,  surgeon’s  regular,  size  6,  ^-circle,  6 . 

Pkg. 

1 

3394500 

Needle,  surgeon’s  regular,  size  10,  ^g-circle,  6 . 

Pkg. 

1 

3395000 

Needle,  surgeon’s  regular,  size  12,  ^g-circle,  6 . 

Pkg. 

1 

3446000 

Retractor,  decompression . 

Each 

1 

3454000 

Retractor,  tissue,  nested . 

Pair 

1 

3472000 

Scissors,  operating,  6^-inch,  straight,  double-blunt . 

Each 

2 

3475000 

Scissors,  operating,  5J^-inch,  straight,  1  point  sharp . 

Each 

1 

3543000 

Trephine,  cranial . 

Each 

1 

3789000 

Headband,  adjustable  strap . 

Each 

1 

3691000 

Headband,  mirror . 

Each 

1 

3798800 

Suture,  silk,  braided,  non-capillary,  size  3,  25  yards . 

Spool 

4 

8002700 

Bistoury,  sharp-pointed,  curved . 

Each 

1 

8057000 

Curette,  sharp,  double-ended . 

Each 

1 

8058500 

Ecraseur,  spaying . 

Each 

1 

8059000 

Emasculator . 

Each 

1 

8066500 

Forceps,  splinter,  8-inch . . . 

Each 

1 

8081000 

Hook,  neurectomy . 

Each 

1 

8082000 

Hook,  neurectomy,  right . 

Each 

1 

8099000 

Needle,  Seton,  jointed,  10-inch . 

Each 

1 

8101700 

Probe,  plain,  flexible,  veterinary . 

Each 

1 

8109500 

Speculum,  eye,  veterinary . 

Each 

1 

8110300 

Speculum,  nasal,  veterinary . 

Each 

1 

8113200 

Suture  tape,  cotton,  J4*inch,  5-yard  roll . 

Carton 

2 

8116000 

Syringe,  hypodermic,  10-cc.,  Quitman  type . 

Each 

1 

8134000 

Trocar,  horse,  large,  reversible . 

Each 

1 

8136200 

Tube,  trachea,  veterinary . 

Each 

1 

8138000 

Tube,  trachea,  self-retaining,  veterinary . 

Each 

1 

9377000 

Suture,  silk,  braided,  non-capillary,  3  sizes . . . 

Pkg. 

2 

9805600 

9805500 — Case,  Instrument,  Veterinary  Noncommissioned  Officer’s,  Complete:  (Contents) 

Case,  instrument,  veterinary  noncommissioned  officer’s,  empty . 

Each 

1 

3220000 

Forceps,  dressing,  5J^-inch,  straight . 

Each 

1 

3230000 

Forceps,  hemostatic,  6^-inch,  straight,  Rankin . 

Each 

1 
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3335900 

9805550 — Case,  Instrument,  Veterinary  Noncommissioned  Officer’s,  Complete:  (Contents) 

Continued 

Knife,  operating,  l)4-inch  blade . 

Each 

1 

3393100 

Needle,  surgeon’s  regular,  size  4,  ^-circle,  6 . 

Pkg. 

1 

3393500 

Needle,  surgeon’s  regular,  size  6,  ^-circle,  6 . 

Pkg. 

1 

3472000 

Scissors,  operating,  634-inch,  straight,  double-blunt . 

Each 

1 

8085000 

Knife,  hoof-searching,  double-edge,  534-inch . 

Each 

1 

8105000 

Retainer,  dressing,  foot,  veterinary,  set  of  4 . 

Set 

1 

8113200 

Suture  tape,  cotton,  34-inch,  5-yard  roll . 

Carton 

2 

8127000 

Thermometer,  clinical,  veterinary . 

Each 

i 

9377000 

Suture,  silk,  braided,  non-capillary,  3  sizes . 

Pkg. 

i 

9805800 

9805700 — Case,  Instrument,  Veterinary  Private’s,  Complete:  (Contents) 

Case,  instrument,  veterinary  private’s,  empty . 

Each 

i 

3220000 

Forceps,  dressing,  534-inch,  straight . 

Each 

i 

3230000 

Forceps,  hemostatic,  634-inch,  straight,  Rankin . 

Each 

i 

9806100 

9806000 — Case,  Stomach  and  Rectal,  Veterinary,  Complete:  (Contents) 

Case,  stomach  and  rectal,  veterinary,  empty . 

Each 

i 

8102000 

Pump,  combination,  continuous  flow,  injection  and  suction,  veterinary . 

Each 

i 

8135000 

Tube,  stomach,  horse . 

Each 

i 

8136000 

Tube,  stomach,  horse,  stylet . ; . 

Each 

x 

9753500 

9807000 — Chest  MD  No.  80,  Complete :  (Contents) 

Chest,  field,  plain . 

Each 

i 

9786500 

Tray  No.  6 . 

Each 

i 

1040000 

Acid,  tannic,  34  lb . 

Can 

2 

1056000 

Aloin  compound,  12  capsules . 

Box 

6 

1064000 

Ammonium  carbonate,  1  lb . 

Bottle 

1 

1121000 

Camphor  in  oil,  12  ampules . 

Box 

6 

1137000 

Chloral  hydrate,  34  lb . 

Bottle 

4 

1139000 

Chloroform,  not  for  anesthesia,  1  lb . 

Bottle 

1 

1249000 

Lead  acetate,  1  lb . 

Bottle 

2 

1285400 

Mercury  bichloride,  250  large  poison  tablets . 

Bottle 

1 

1336000 

Petrolatum,  liquid,  heavy,  1  qt . 

Bottle 

2 

1406000 

Silver  nitrate,  toughened,  1  oz . 

Bottle 

1 

1415000 

Sodium  bicarbonate,  1  lb . 

Can 

1 

1463500 

Sulfanilamide,  1  lb . 

Bottle 

2 

1464000 

1474000 

Sulfathiazole  ophthalmic  ointment,  12  tubes . 8  Tubes 

Thymol  iodide,  1  oz . 

Bottle 

8 

1504000 

Zinc  sulfate,  1  lb . 

Bottle 

2 

2008000 

Bandage,  muslin,  3-inch  by  5  yards,  12 . 

Box 

4 

2014000 

Cotton,  absorbent,  1-lb  roll . 

Carton 

5 

3611000 

Applicator,  wood,  6  gross . 

Carton 

1 

4415000 

Stopper,  rubber,  solid,  No.  2 . 

Each 

6 

7178000 

Towel,  hand . 

Each 

12 

7722000 

7723000 

Box,  ointment,  2-oz.,  12 . 6  Boxes 

Box,  ointment,  4-oz.,  12 . 6  Boxes 
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9807000 — Chest  MD  No.  80,  Complete:  (Contents) — Continued 

7877000 

Pin,  safety,  large . 

7903000 

Spatula,  6-inch  blade . 

varu 

Z 

8002200 

Bandage,  Derby,  4-inch  by  3  yards . 

8019000 

Case,  hypodermic  tablets,  veterinary,  complete..  .  . 

Each 

1 

8020000 

Case,  mallein  test,  complete . 

8026000 

Catheter,  horse . 

i^auii 

8027000 

Catheter,  horse,  stylet . 

1 

8072000 

Groover,  hoof,  pointed . 

8073000 

Gun,  balling . 

8102000 

Pump,  combination,  continuous  flow,  injection  and  suction,  veterinary. 

Each 

Set 

1 

8105000 

Retainer,  dressing,  foot,  veterinary,  set  of  4 . 

Q 

8108000 

Sideline,  horse . 

8113200 

Suture  tape,  cotton,  14-inch,  5-yard  roll.  . . 

Carton 

1 

o 

8115000 

Syringe,  dose,  metal,  veterinary,  2-oz . 

i 

8116000 

Syringe,  hypodermic,  10-cc.,  Quitman  type.  .  .  . 

Each 

1 

8124000 

Tester,  hoof,  large . 

8127000 

Thermometer,  clinical,  veterinary.. . 

a 

8134000 

Trocar,  horse,  large,  reversible . 

i 

9108000 

Cresol,  saponated  solution,  1  qt . 

Tin 

A 

9111000 

Iodine  and  potassium  iodide  powder,  10  tubes.. 

Box 

lO 

9123000 

Zinc  oxide  ointment,  1  oz . 

9201000 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72. 

Box 

PW 

4 

9377000 

Suture,  silk,  braided,  non-capillary,  3  sizes. .  . 

9 

9768500 

Container,  metal,  No.  4 . 

-TKg. 

a 

9769000 

Container,  metal,  No.  5 . 

1 

9770000 

Container,  metal,  No.  7,  12-oz . 

JlUiXC  11 

1 

9773000 

Container,  metal,  No.  14,  1-qt . 

9 

9927000 

Graduate,  enamelware,  60-cc . 

xjacii 

1 

9960500 

Vial,  glass,  60-cc.,  amber . 

uabii 

A 

Form  115b 

Emergency  veterinary  tag:  (20  in  book  in  duplicate).  .  . 

JtJill.il 

Book 

2 

9808000 — Chest  MD  No.  81,  Complete:  (Contents) 

9753500 

Chest,  field,  plain . 

9786500 

Tray  No.  6 . 

1 

1011000 

Acid,  boric,  1  lb . 

XjuCII 

1 

1048000 

Alcohol,  ethyl,  1  qt . 

vjctll 

Z 

1060000 

Ammonia,  aromatic  spirit,  1  pt.  . 

DU  l  l/ltj 

o 

1218000 

Glycerin,  1  lb . 

1314000 

Oil,  linseed,  1  gal . 

DOLLIy 

o 

1322000 

Oil,  turpentine,  1  qt . 

Z 

1334000 

Petrolatum,  1  lb . 

DUIUC 

Ton 

1 

1502000 

Zinc  oxide  ointment,  1  lb. .  .  . 

vail 

Jht 

o 

2009000 

Bandage,  muslin,  5-inch  by  5  yards,  12. 

9 

2013000 

Cotton,  absorbent,  compressed,  1  oz. 

79 

2014000 

Cotton,  absorbent,  1-lb  roll. .  .  . 

•TKg. 

2024000 

Gauze,  plain,  sterilized,  36-inch,  1  yard. 

AA 

7489000 

Soap,  laundry,  1  lb . 

X  Kg. 

unit 

7493000 

Soap,  white,  floating,  6  oz . 

O 

7711000 

Basin,  hand . 

JjclCll 

z 
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9808000 — Chest  MD  No.  81,  Complete:  (Contents) — Continued 

7899000 

Shears,  tin  snips . 

Each 

1 

1 

8086000 

Knife  set,  hoof . 

8135000 

Tube,  stomach,  horse . 

1 

8136000 

Tube,  stomach,  horse,  stylet . 

\ 

9119000 

Protein  silver,  mild,  100  tablets . 

9122000 

Tar,  pine,  commercial,  1  pt . 

Tin 

9201000 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 .  30  Bandages 

9208000 

Oakum,  2  oz . 

PVnr 

26 

9772000 

Container,  metal,  No.  12,  1  -pt . 

rKg. 

4 

9773000 

Container,  metal,  No.  14,  1-qt . 

g 

9914000 

Bucket,  canvas,  collapsible . 

i 

9944500 

Pill  tile,  5-inch  by  10-inch . 

i 

Form  115b 

Emergency  veterinary  tag:  (20  in  book  in  duplicate) . 

Book 

2 

9812200 — Chest,  Veterinary  Pack  A,  Complete:  (Contents) 

9763500 

Chest,  pack,  empty . 

t 

9776000 

Insert,  plywood . 

JjclLll 

1121000 

Camphor  in  oil,  12  ampules . 

1 

1 

1137000 

Chloral  hydrate,  24  lb . 

1334000 

Petrolatum,  1  lb . 

Pan 

1 

2009000 

Bandage,  muslin,  5-inch  by  5  yards,  12 . 

1 

2013000 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

24 

2014000 

Cotton,  absorbent,  1-lb  roll.  .  .  . 

1 

2024000 

Gauze,  plain,  sterilized,  36-inch,  1  yard. ..  . 

Pkc 

12 

7178000 

Towel,  hand . 

7493000 

Soap,  white,  floating,  6  oz . . . .- . 

7877000 

Pin,  safety,  large . 

rarA 

8002200 

Bandage,  Derby,  4-inch  by  3  yards . 

1 

8072000 

Groover,  hoof,  pointed . 

i 

8086000 

Knife  set,  hoof . 

ft  of 

8105000 

Retainer,  dressing,  foot,  veterinary,  set  of  4 . . 

oc  t 

Set 

4 

8115000 

Syringe,  dose,  metal,  veterinary,  2-oz . 

Each 

i 

8124000 

Tester,  hoof,  large . 

i 

9111000 

Iodine  and  potassium  iodide  powder,  10  tubes.. 

Box 

i 

9201000 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 .  24  Rand*pp« 

9208000 

Oakum,  2  oz . 

PL-  Ct 

O A 

9770000 

Container,  metal,  No.  7,  12-oz:  1  each  for  the  following. 

1  Kg. 

Each 

2 

1011000 

Acid,  boric,  1  lb .  12  Oz 

1285400 

Mercury  bichloride,  250  large  poison  tablets .  9Kn  Tablets 

9772000 

Container,  metal,  No.  12,  1-pt:  For  the  following. 

Each 

1 

1060000 

Ammonia,  aromatic  spirit,  1  pt .  1  pjnj. 

9773000 

Container,  metal,  No.  14,  1-qt:  1  each  for  the  following. 

Each 

3 

1048000 

Alcohol,  ethyl,  1  qt .  i  Quart 

1314000 

Oil,  linseed,  1  gal .  i  on„rt 

9108000 

Cresol,  saponated  solution,  1  qt .  \  nuart 

9773500 

Cover,  canvas,  pack  chest . 

Each 

1 
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9907000 
9914000 
Form  115b 


9763500 
9776000 
1056000 
1406000 
1474000 
2013000 
2014000 
3611000 
7178000 
7489000 
7877000 
8002200 
8102000 
8134000 
8135000 
9111000 
9119000 
9122000 
9123000 
9201000 
9208000 
9770000 
1040000 
1249000 
1504000 
9772000 
1048000 
1218000 
1322000 
9773000 
1314000 
9773500 
Form  115b 


9812000 

8074000 

8076000 

8078000 

8079000 

8108000 


ITEM 


9812200 — Chest,  Veterinary  Pack  A,  Complete:  (Contents) — Continued 

Basin,  canvas,  folding . 

Bucket,  canvas,  collapsible . 

Emergency  veterinary  tag:  (20  in  book  in  duplicate) . 

Cutter,  clinch,  6-jnch  buffer:  (QM) . 


UNIT 


QUAN¬ 

TITY 


Each  1 

Each  1 

Book  1 

Each  1 


9812500 — Chest,  Veterinary  Pack  B,  Complete:  (Contents) 


Chest,  pack,  empty . 

Insert,  plywood . 

Aloin  compound,  12  capsules . 

Silver  nitrate,  toughened,  1  oz . 

Thymol  iodide,  1  oz . 

Cotton,  absorbent,  compressed,  1  oz . 

Cotton,  absorbent,  1-lb  roll . 

Applicator,  wood,  6  gross . 

Towel,  hand . 

Soap,  laundry,  1  lb . 

Pin,  safety,  large . 

Bandage,  Derby,  4-inch  by  3  yards . 

Pump,  combination,  continuous  flow,  injection  and  suction,  veterinary 

Trocar,  horse,  large,  reversible . 

Tube,  stomach,  horse . . 

Iodine  and  potassium  iodide  powder,  10  tubes . 

Protein  silver,  mild,  100  tablets . 

Tar,  pine,  commercial,  1  pt . 

Zinc  oxide  ointment,  1  oz . . 

Bandage,  gauze,  compressed,  white,  3-inch  by  6  yards,  72 . 


Oakum,  2  oz . 

Container,  metal,  No.  7,  12-oz:  1  each  for  the  following . 

Acid,  tannic,  lb . 12  Oz. 

Lead  acetate,  1  lb . 12  Oz. 

Zinc  sulfate,  1  lb . 12  Oz. 

Container,  metal,  No.  12,  1-pt:  1  each  for  the  following . 

Alcohol,  ethyl,  1  qt .  .  .  .  1  Pint 

Glycerin,  1  lb . 1  Pint 

Oil,  turpentine,  1  qt . 1  Pint 

Container,  metal,  No.  14,  1-qt:  For  the  following . 

Oil,  linseed,  1  gal . 1  Quart 

Cover,  canvas,  pack  chest . 

Emergency  veterinary  tag:  (20  in  book  in  duplicate) . 


Each 

Each 

Box 

Bottle 

Bottle 

Pkg. 

Carton 

Carton 

Each 

Bar 

Card 

Each 

Each 

Each 

Each 

Box 

Bottle 

Tin 

Tube 

Box 

Pkg. 

Each 


Each 

Each 

Book 


1 

1 

1 

1 

2 

24 

1 

1 

2 

1 

1 

3 

1 

1 

1 

1 

1 

1 

6 

1 

6 

3 


1 

1 

1 


9814000 — Chest,  Restraint,  Veterinary,  Complete:  (Contents) 


Chest,  veterinary,  empty. .  „ . 
Halter,  operating,  veterinary 
Harness,  casting,  complete..  . 

Hobbles,  complete . . 

Hood,  operating,  veterinary.. 
Sideline,  horse . 


Each  1 

Each  1 

Set  1 

Set  1 

Each  1 

Each  1 
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NUMBER 

ITEM 

UNIT 

QUAN 

TITY 

9815000 — Chest,  Restraint,  Veterinary,  Supplemental,  Complete:  (Contents) 

9812000 

Chest,  veterinary,  empty . 

1 

8074000 

Halter,  operating,  veterinary . 

1 

8079000 

Hood,  operating,  veterinary . 

1 

8109000 

Sling,  horse . 

1 

8123500 

Tackle  block  (safety  hoist),  medium  size . 

Each 

1 

9815400 — Gas  Casualty  Set,  Veterinary,  Complete:  (Contents) 

9815500 

Gas  casualty  set,  veterinary,  case,  aprons,  complete . 

Each 

1 

9815600 

Gas  casualty  set,  veterinary  chest,  A,  complete . 

Each 

1 

9815700 

Gas  casualty  set,  veterinary  chest,  B,  complete . 

Each 

1 

9815500 — Gas  Casualty  Set,  Veterinary,  Case,  Aprons,  Complete:  (Contents) 

9751500 

Case,  utility,  canvas,  empty . 

1 

9903000 

Apron,  impermeable . 

Each 

8 

9914000 

Bucket,  canvas,  collapsible . 

4 

9815600 — Gas  Casualty  Set,  Veterinary,  Chest  A,  Complete :  (Contents) 

9815800 

Gas  casualty  set,  veterinary,  empty  chest . . 

Each 

1 

9776100 

Insert,  plywood,  No.  2 . 

1 

9773700 

Cover,  canvas,  dental  pack  chests . 

Each 

1 

1372200 

Potassium  permanganate,  5  lb . 

4 

7459000 

Brush,  scrub . 

5 

9105300 

Calcium  hypochlorite,  3%  lb . 

4 

9903000 

Apron,  impermeable . 

1 

9926305 

Gloves,  impermeable,  size  12 . 

Pair 

1 

9926310 

Gloves,  impermeable,  size  11  x/i. . 

Pair 

1 

9926315 

Gloves,  impermeable,  size  11 . 

Pair 

3 

9926320 

Gloves,  impermeable,  size  10  . 

Pair 

1 

9815700 — Gas  Casualty  Set,  Veterinary,  Chest  B,  Complete:  (Contents) 

9815800 

Gas  casualty  set,  veterinary,  empty  chest . 

Each 

1 

9776100 

Insert,  plywood,  No.  2 . 

1 

9773700 

Cover,  canvas,  dental  pack  chests . 

Each 

1 

1011000 

Acid,  boric,  1  lb . 

1 

1108500 

Butyn  sulfate,  10  hypo  tablets . 

2 

1161500 

Cupric  sulfate,  1  lb . 

1 

1213500 

Gentian  violet,  1  lb . 

1 

1415000 

Sodium  bicarbonate,  1  lb . 

2 

1463500 

Sulfanilamide,  1  lb . 

4 

5597000 

Syringe,  water . ‘ . 

5 

7459000 

Brush,  scrub . 

5 

7493000 

Soap,  white,  floating,  6  oz . 

10 

9109525 

Eye  solution,  BAL,  ^  oz . 

Pkg. 

6 

9903000 

Apron,  impermeable . 

1 

9914000 

Bucket,  canvas,  collapsible . 

6 

9926310 

Gloves,  impermeable,  size  lll/2 . 

Pair 

2 

9926315 

Gloves,  impermeable,  size  11 . 

Pair 

2 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  1  MARCH  1944 


71 


MED  6 


NUMBER 

ITEM 

UNIT 

QUAN 

TITY 

9816000 — Surgical  Dressings,  Set,  Veterinary:  (Contents) 

9812000 

Chest  veterinary,  empty . 

Ea^h 

1 

1412000 

Jar 

1 

2002000 

Randa.ge,  canton  flannel,  5-inch  hy  5  yards,  12 . 

Carton 

1 

2008000 

2013000 

Box 

9 

Cotton,  absorbent,  compressed,  1  oz . 

Pkg. 

Carton 

50 

2014000 

2 

2024000 

Pkg. 

Each 

50 

4415000 

6 

7664000 

Ball 

1 

7877000 

Pin,  safety,  large . 

Card 

6 

9111000 

Todine  and  potassium  iodide  powder,  10  tubes . 

Box 

10 

9208000 

Oakum,  2  oz.  . 

Pkg. 

Each 

50 

9768500 

Container,  metal,  No.  4 . 

6 

9911000 

Each 

1 

9911500 

Book,  note,  manifolding,  filler . 

Each 

3 

9960500 

Each 

0 

9930700 — Kit,  Water  Testing,  Poisons,  Treatment  Control:  (Contents) 

9930800 

Kit,  water  testing,  poisons,  treatment  control,  empty . 

Each 

1 

4032000 

Beaker,  100-cc . 

Each 

1 

4095000 

Brush,  1 2^-inch  diameter,  for  test  tube . 

Each 

1 

4095500 

Brush,  J^-inch  diameter,  for  test  tube . 

Each 

1 

4100050 

Burette,  analytical,  10-cc . 

Each 

2 

4181000 

Clamp,  test  tube . 

Each 

1 

4199000 

Cylinder,  graduated,  50-cc . 

Each 

1 

4244000 

Flask,  Erlenmeyer,  250-cc . 

Each 

2 

4261000 

Funnel,  glass,  plain,  50-mm . 

Each 

1 

4267000 

Funnel,  glass,  ribbed,  8-oz . 

Each 

1 

4359000 

Paper,  filter,  1 50-mm,  100 . 

Pkg. 

Each 

1 

4373000 

Pipette,  serological,  1-cc . 

6 

4374000 

4375000 

Pipette,  serological,  5-cc . 

Pipette,  serological,  10-cc . 

Each 

Each 

2 

3 

4387000 

Rod,  glass,  6-mm . 

Foot 

1 

4435500 

Test  tube,  glass  stoppered . 

Each 

2 

4439000 

Test  tube,  Wassermann . 

Each 

6 

7424000 

Towel,  dish . 

Each 

1 

7629000 

Pencil,  wax,  blue . 

Each 

1 

7630000 

Pencil,  wax,  red . 

Each 

1 

7855500 

Matches,  safety,  12  boxes . 

Pkg. 

Each 

1 

9400800 

Alcohol  lamp-water  bath  combination . 

1 

9429650 

Color  comparator  set,  complete . . . 

Each 

1 

9930900 

Kit,  water  testing,  poisons,  treatment  control,  replacement  set:  Consists  of  dry  and  liquid 
reagents,  screw  cap  graduated  droppers,  gas  lighter  and  gas  lighter  tips . 

Set 

1 

Instructions  for  operating  kit,  water  testing,  poisons,  treatment  control . 

Each 

1 
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ERRATA  SHEET 


The  following  corrections  should  be  made  in  this  copy  of  The  Medical  Supply  Catalog: 

MED  3 

CLASS  1,  PAGE  13: 

Change  Item  No.  1482000  to  1248200. 

CLASS  2,  PAGE  1 : 

Item  2016000;  change  Status  from  S  to  LS. 

CLASS  3,  PAGE  31:  » 

Change  Item  No.  3526745  to  Item  No.  3626745. 

CLASS  3,  PAGE  37: 

Item  3767000;  change  price  from  0.3  to  .03. 

CLASS  5,  PAGE  11: 

Change  Item  No.  4327808  to  Item  No.  5327808. 

CLASS  6,  PAGE  1: 

Change  Item  No.  6102500  to  Item  No.  6012500. 


CLASS  9,  PAGE  15:  Add  the  following  items: 


9720205  Anti-Malarial  control  unit: 

9720210  Anti-Malarial  survey  unit: 

9721600  Dental  laboratory,  camp,  ZI: 

9722705  Field  hospital,  hospitalization  unit: 

9723010  General  dispensary  equipment,  type  II,  CZ: 

Each 

Each 

Each 

Each 

Each 

387.85 

1,717.00 

9,611.25 

CLASS  9,  PAGE  15: 

Delete:  9723000  General  dispensary  equipment,  CZ: 

Each 

3,422.00 

CLASS  9,  PAGE  16:  Add  the  following  items: 

9728400  Medical  maintenance  unit,  CZ:  Average  replacement  medical  supplies  for  10,000 
men  for  30  days. 

9729300  Portable  surgical  hospital,  CZ,  25-patient: 

9729500  Prophylactic  station  equipment,  ZI: 

Each 

Each 

Each 

10,916.00 

3,879.85 

373.70 

CLASS  9,  PAGE  17:  Add  the  following  items: 

9730200  Regional  station  hopsital,  ZI,  supplemental  medical  equipment  : 

9730305  Rescue  boat,  small,  medical  equipment  :  For  40  to  85-foot  boat. 

9730310  Rescue  boat,  large,  medical  equipment  :  For  86  to  125-foot  boat. 

Each 

Each 

Each 

198.00 

211.10 

CLASS  9,  PAGE  18:  Add  the  following  items: 

9733050  Transport  medical  equipment: 

9733055  Transport  medical  expansion  unit: 

Each 

Each 

15,379.45 

4,415.60 

CLASS  9,  PAGE  33: 

Item  9958900;  insert  price — $20,000.00 


MED  3  Index 

PAGE  4,  COLUMN  2: 

Change  item  number  of  BAL  Solution  to  9109525. 

PAGE  7,  COLUMN  2: 

Under  “Bulbs”  delete  “Flashlight . 7802005-010.” 

PAGE  9,  COLUMN  i: 

Correct  “Cardamon”  to  read  “Cardomom.” 

PAGE  13,  COLUMN  2: 

Change  “Cots,  Clothing,  Canvas”  to  “Cots,  Folding,  Canvas.” 

PAGE  17,  COLUMN  2: 

Change  (Ergonetrine)  to  (Ergometrine). 

PAGE  22,  COLUMN  2: 

Below  “Hair  Clippers”  add  “Halazone  Tablets . 9121805-810.” 

PAGE  24,  COLUMN  2: 

After  “Individual  Medical  Jungle  Kits,  Complete,”  delete  9710700. 

PAGE  32,  COLUMN  3: 

Correct  “Oral  Projestin  (Prcgnenilone)”  to  read  “Oral  Progestin  (Pregneninolone).” 
PAGE  38,  COLUMN  2: 

Delete  “Rolls,  Canvas,  Individual  Medical  Jungle  Kit,  M-l . 9710800.” 

PAGE  49,  COLUMN  3: 

After  “Water  Purification  Tablets”  add  “(Halazone  Tablets).” 
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HEADQUARTERS,  ARMY  SERVICE  FORCES, 
Washington  25,  D.C.,  10  November  1944. 

Army  Service  Forces  Medical  Supply  Catalog,  MED  3,  Change  2,  List  of  Items  for  Troops, 
Posts,  Camps  and  Stations,  has  been  prepared  under  the  supervision  of  The  Surgeon  General, 
and  is  published  for  the  information  and  guidance  of  all  concerned. 

[SPX  461  (2  Nov  44).] 

By  command  of  Lieutenant  General  SOMERVELL : 

W.  D.  STYER, 

Major  General,  General  Staff  Corps , 
Chief  of  Staff. 

Official: 

J.  A.  ULIO, 

Major  General , 

The  Adjutant  General. 


Distribution: 

As  prescribed  in  paragraph  9a,  FM  21-6  except  ROTC  (0)  and  Gen  &  Sp  Sch  (1);  D  (3) 
except  Numbered  Gen  Hosp  (25),  Named  Gen  Hosp  (50)  and  Hosp  Ctrs  (3);  B  (2)  except 
Aux  Surgical  Gp  (1),  Gen  Disp  (4),  Hosp  Train  (1),  Gen  Med  Lab  (4),  Med  Dep  (75)  and 
ASF  Dep,  Med  Sec  (75) ;  R  8  (1)  except  Sta  Hosp,  750  beds  or  over  (20),  Sta  Hosp,  500 
to  750  beds  (15),  Sta  Hosp  250  to  500  beds  (6),  Sta  Hosp  100  to  250  beds  (3),  and  Sta 
Hosp  25  to  100  beds  (2) ;  BN  8  (5) ;  Co  8  (1)  except  Med  Dep  Co  (10) ;  Med  Dep  Concen¬ 
tration  Ctrs  (2) ;  Med  Proc  Dist  (50) ;  PE ’s  (30) ;  Field  Hosp  (6) ;  Conval  Hosp  (10) ;  Conval 
Camp  (6);  Rest  Camp  (6);  Portable  Surgical  Hosp  (1);  Vet  Sta  Hosp  (2);  Vet  Evac  Sta 
Hosp  (2) ;  Vet  Gen  Hosp  (2) ;  Vet  Conval  Hosp  (2) ;  Air  Dep  Gp  (1) ;  Sv  Gp  (1) ;  Med  Disp 
Avn  (1);  Tactical  Gp  (1);  Evac  Hosp  (2);  Evac  Hosp  Semi  Mobile  (2);  Army  Trans  (1); 
Ambulance  Ships  (2) ;  Sv  C  Lab  (2) ;  Med  Dept  Surg  Orgn  (1) ;  Industrial  Disp  (2) ;  Recep¬ 
tion  Ctrs  (1) ;  Med  Repl  Tmg  Ctrs  (10) ;  Repl  Tmg  Ctr  (1) ;  Med  Techn  Schs  (4) ;  H  &  R 
Points  (2);  Tmg  Ctrs  (2);  OCS  (4). 

For  explanation  of  symbols,  see  FM  21-6. 
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MED  3 
Change  3 


HEADQUARTERS,  ARMY  SERVICE  FORCES, 


The  material  comprising  Change  3  to  Army  Service 
Forces  Catalog  MED  3  consists  of  two  sections,  as 
follows: 

a.  Section  I.  This  part  consists  of  changes  in  es¬ 
tablished  classes  in  MED  3. 

b.  Section  II.  This  section  is  a  new  class  for  insertion 
in  MED  3  between  Class  B  and  Class  P.  This  new 
group  of  items  has  been  designated  as  “Class  H,”  and 
covers  orthopedic  shop  equipment  and  supplies  which 
have  been  standardized  for  storage  and  issue  by  the 
Medical  Department.  Although  these  item  numbers 

[SPX  461  (14  Dec  44)] 


Washington  25,  D.  C.,  30  December  1944. 

are  prefixed  by  the  letter  “H”,  they  are  to  be  treated  in 
every  respect  as  standard  seven-digit  numbers.  Where 
applicable,  the  former  nonstandard  item  number  is 
shown  for  each  item  directly  under  the  new  standard 
number,  and  any  depot  stock  carried  under  the  former 
nonstandard  number,  as  well  as  any  stock  on  hand  in 
stations  being  carried  as  nonstandard,  will  be  picked 
up  under  the  new  standard  item  number.  Orthopedic 
shop  equipment  and  supplies  will  be  requisitioned  in 
accordance  with  new  Equipment  List,  ASF  Catalog 
MED  10-22. 


By  command  of  Lieutenant  General  SOMERVELL: 


Official: 

J.  A.  ULIO 
Major  General 
The  Adjutant  General 


W.  D.  STYER 
Lieutenant  General,  U.  S.  A. 
Chief  of  Staff 


Distribution: 

AAF  (10) ;  AGF  (10) ;  ASF  (2) ;  AAF  C  (3) ;  Dept  (10) ;  Arm  &  Sv  Bd  (2) ;  Tech  Sv  (2) ;  Sv  C  (10) ;  Area  A  Sv  C 
(10) ;  PC  &  S  (1) ;  PE  (20) ;  H  &  R  Points  (2) ;  ASF  Dep  (Med  Sec)  (50) ;  Dep  8  (50) ;  Pro  Dist  8  (50) ;  Named 
GH  (50);  Numbered  GH  (25);  SH  (750  beds  or  over)  (20);  SH  (500  to  750  beds)  (15);  SH  (250  to  500  beds) 
(6) ;  SH  (100  to  250  beds)  (3) ;  SH  (25  to  100  beds)  (2) ;  Field  H  (6) ;  Conv  H  (10) ;  H  Ctr  (3) ;  Conv  Camp  (6)  ; 
Rest  Camp  (6) ;  Portable  Surg  H  (1) ;  Vet  Sta  H  (2) ;  Vet  Evac  Sta  H  (2) ;  Vet  Gen  H  (2) ;  Vet  Conv  H  (2) ;  Air 
Dep  Gp  (1);  Sv  Gp  (1);  Med  Disp  Avn  (1);  Tac  Gp  (1);  Evac  H  (2);  Evac  H  Semi  Mobile  (2);  Army  Trans 
(1) ;  Amb  Ship  (2) ;  M  Cone  C  (2) ;  Med  Dept  Surg  Orgn  (1) ;  Industrial  Disp  (2) ;  Med  Dep  Co  (10) ;  Aux  Surg 
Gp  (1);  Gen  Disp  (4);  H  Train  (1);  Gen  Med  Lab  (4);  Gen  &  Sp  Sv  Sch  (1);  USMA  (2);  OCS  (4);  RC  (1); 
TC  (2);  Repl  TC  8  (10);  Repl  TC  (1);  Med  Tech  Sch  (4);  Sv  C  Lab  (2);  A  (10);  CHQ  (10);  D  (3);  AF  (3); 
B  (2);  R  8  (1);  Bn  8  (5);  C  8  (1);  T/O  &  E  1-252  (1);  1-412  (1);  1-852  (1);  8-450-RS  (1);  8-510  (6);  8-520 
(1) ;  8-538  (2) ;  8-571  (1) ;  8-572S  (1) ;  8-580  (2) ;  5-581  (2) ;  8-590  (10) ;  8-595  (6) ;  8-610  (4) ;  8-650  (4) ;  8-661 
(10);  8-667  (10);  8-750  (2);  8-760  (2);  8-790  (2) 

For  explanation  of^symbols,  see  FM  21-6. 
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MED  3 
Change  3 


Delete  “(3)”  in  “Notes”  column  for  the  following  items: 


4338000  Microtome,  clinical,  freezing  attachment: 

4339000  Microtome  knife  for  clinical  microtome: 

4340000  Microtome  knife  for  Minot  microtome: 

4341000  Microtome  knife  back: 

4342000  Microtome  knife  handle: 

5022200  Blowpipe  outfit  blowpipe: 

5022400  Blowpipe  outfit  Bunsen  burner: 

5022600  Blowpipe  outfit  pressure  regulator,  for  acety¬ 
lene: 

5022800  Blowpipe  outfit  brass  tubing,  8  feet: 

5023000  Blowpipe  outfit  3- way  bench  valve: 

5310600  Flask,  ejector  type,  ejector: 

5352500  Heater  for  spray  bottles,  spraying  unit: 

5352600  Heater  for  spray  bottles,  syringe  unit: 

5354000  Heater,  water  glass: 

5654112  Unit,  operating,  dental,  hose,  complete  with 
tips  and  sleeves  for  saliva  ejector,  Weber  F: 

5654115  Unit,  operating,  dental,  hose,  complete  with 
tips  and  sleeves  for  saliva  ejector,  S.  S. 
White: 

5654212  Unit,  operating,  dental,  hose,  complete  with 
fittings  for  thermo-water  syringe,  Weber  F: 

5654215  Unit,  operating,  dental,  hose,  complete  with 
fittings  for  thermo-water  syringe,  S.  S. 
White: 

5654225  Unit,  operating,  dental,  hose,  complete  with 
fittings  for  thermo-water  syringe,  Ritter 
B  Trident,  and  Ritter  E  below  Serial  No. 
3E-3411: 

5654227  Unit,  operating,  dental,  hose,  complete  with 
fittings  for  thermo-water  syringe,  Ritter  C 
and  Ritter  D: 

5654230  Unit,  operating,  dental,  hose,  complete  with 
fittings  for  thermo-water  syringe,  Ritter  E 
Serial  No.  3E-3411  and  above: 

5659012  Unit,  operating,  dental,  tubing,  complete 

with  fittings  for  air  cutoff,  Weber  F: 

5659015  Unit,  operating,  dental,  tubing,  complete 

with  fittings  for  air  cutoff,  S.  S.  White: 

5659030  Unit,  operating,  dental,  tubing,  complete 

with  fittings  for  air  cutoff,  Ritter  E: 

5659512  Unit,  operating,  dental,  tubing,  complete 

with  fittings  for  warm  air  syringe,  Weber  F: 

5659515  Unit,  operating,  dental,  tubing,  complete 

with  fittings  for  warm  air  syringe,  S.  S. 
White: 


5659530 

5664000 

5667000 

5667100 

5668000 

5668500 

5669000 

5669500 

5670000 

6031500 

6032500 

6036500 

6040500 

7026000 

7910500 

8031000 

8032000 

8034000 

8035000 

8036000 

8037000 

8038000 

9432100 

9432200 

9432300 

9442300 

9442400 

9932505 

9932510 

9932512 

9932517 

9932535 

9932540 

9933005 

9933010 

9933012 

9933017 

9933035 

9933505 

9933510 

9933517 


Unit,  operating,  dental,  tubing,  complete 
with  fittings  for  warm  air  syringe,  Ritter  E : 
Vulcanizer  flask,  compress: 

Vulcanizer,  gas,  gas  regulator: 

Vulcanizer,  gas,  time  regulator: 

Vulcanizer,  kerosene,  burner: 

Vulcanizer,  kerosene,  wick: 

Vulcanizer,  packing,  4}£-mch: 

Vulcanizer,  12  disks: 

Vulcanizer  thermometer: 

Grid,  wafer,  14-inch  by  17-inch: 

Holder,  film  exposure,  4-inch  by  10-inch: 
Holder,  film  development,  4-inch  by  10-inch: 
Illuminator,  radiographic,  fluorescent  tube: 
Cabinet,  filing,  small  unit,  5  by  8-inch  card 
and  document  section: 

Sterilizer,  instrument,  pressure  type: 

Clipper,  bottom  plate: 

Clipper,  chain  link: 

Clipper,  head,  complete: 

Clipper,  top  plate: 

Clipper,  tension  bolt: 

Clipper,  tension  nut: 

Clipper,  tension  spring: 

Incubator,  1920  field  model,  lamp,  complete: 
Incubator,  1920  field  model,  lamp  chimney: 
Incubator,  1920  field  model,  wick: 

Water  bath,  serological,  1920  field  model, 
paraffin  embedding  bath: 

Water  bath,  serological,  1920  field  model, 
test  tube  rack: 

Lantern  globe,  white,  Dietz  D-Lite: 

Lantern  globe,  white,  Dietz  Vesta: 

Lantern  globe,  white,  Dietz  Junior: 

Lantern  globe,  white,  Dietz  Fitzall: 

Lantern  globe,  white,  arm  spear  railroad: 
Lantern  globe,  white,  21/  x  5%  x  3  inches: 
Lantern  globe,  green,  Dietz  D-Lite: 

Lantern  globe,  green,  Dietz  Vesta: 

Lantern  globe,  green,  Dietz  Junior: 

Lantern  globe,  green,  Dietz  Fitzall: 

Lantern  globe,  green,  arm  spear  railroad: 
Lantern  wick,  Dietz  D-Lite: 

Lantern  wick,  Dietz  Vesta: 

Lantern  wick,  Dietz  Fitzall: 
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CLASS  H 


MED  3 
Change  3 


Section  II 


ORTHOPEDIC  SHOP  EQUIPMENT  AND  SUPPLIES 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT 

RATES 

Status 

Zl 

T  of  Opns 

H000030 

X _ 

Abrasive,  No.  4  grit,  9-inch  by  11-inch: 

Cloth  back. 

Sheet _ 

$0.  10 

0.  3107 

s 

Former 

7J462-20 

H000050 

X _ 

Abrasive,  No.  40  grit,  1  3/8-inch  width, 
75-ft.  length:  Paper  back. 

Coil _ 

.  73 

.  0345 

s 

Former 

7 J4 62-05 

H000060 

X _ 

Abrasive,  No.  50  grit,  9-inch  by  11-inch: 

Combination  cloth  and  paper  back. 

Sheet _ 

.  05 

.  5523 

s 

Former 

7J462-10 

H000070 

X _ 

Abrasive,  No.  50  grit,  heel  breaster  piece. 
No.  303:  Combination  cloth  and  paper 
back. 

Piece _ 

.  20 

.  3452 

s 

Former 

7J462-55 

H000080 

X _ 

Abrasive,  No.  60  grit,  bevel  shape,  1  3/8- 
inch  width,  75-ft.  length:  Paper  back. 
(B-shape.) 

Coil  _  _  _ 

1.  05 

.  0345 

s 

Former 

7J462-15 

H008000 

Anvil,  blacksmith’s,  40-lb:  _ _ _  _  _  __ 

Each _ 

6.  00 

s 

Former 

7N015-10 

H008050 

Anvil,  blacksmith’s,  150-lb:  With  hardy _ 

Each. 

17.  27 

s 

Former 

7N015-15 

HOIOOOO 

Arbor,  Jacobs  drill  chuck:  No.  2  Morse 

Each  __  _ 

.  60 

s 

Former 

7J410-50 

taper  shank. 

H020050 

X _ 

Awl,  harness,  No.  47,  12:  Medium. 

Pkg _ 

.  45 

.  0141 

s 

H020070 

X _ 

Awl,  harness.  No.  51,  12:  Large 

Pkg _ 

.  45 

.  0141 

s 

H020200 

X _ 

Awl,  machine  curved,  No.  43,  12:  For 

Pkg _ 

.  45 

.  1036 

s 

Former 

7J767-05 

shoe  stitching  machine. 

H020300 

X _ 

Awl,  sewing,  No.  8,  12:  Medium  _  _ 

Pkg  _ 

.  45 

.  0141 

s 

H020350 

X _ 

Awl,  sewing.  No.  12,  12:  Large  _ 

Pkg _ 

.  45 

.  0141 

H033050 

Bit,  auger,  1/4-inch: 

Each  _ 

.  21 

s 

Former 

7N083-05 

H033060 

Bit,  auger,  3/8-inch: 

Each 

.  21 

s 

Former 

7N083-10 

H033070 

Bit,  auger,  5/8-inch: 

Each 

.  30 

s 

Former 

7N083-15 

H033080 

Bit,  auger,  7/8-inch: 

Each 

.  40 

s 

Former 

7N083-20 

H033090 

Bit,  auger,  1/2-inch,  Forstner: _ 

Each 

.  26 

s 

Former 

7N083-23 
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Change  3 

Section  II— Continued 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT 

RATES 

Status 

Zl 

T  of  Opns 

H033200 

Bit,  auger,  3/4-inch,  Forstner:  _ _ _ 

Each 

$0.  36 

s 

Former 

7N 083-24 

H033210 

Bit,  auger,  5/8-inch,  Forstner : _ 

Each 

.  30 

s 

Former 

7N083-30 

H034000 

X _ 

Bit,  tool,  1/4-inch  square:  21/4-inch  length. 
For  use  with  lathe  tool  holder.  (Cutter 
bit.) 

Each 

.  18 

.  0039 

s 

Former 

7J4 10-05 

H037000 

X _ 

Blade,  hacksaw,  10-inch,  24  teeth  per  inch, 
12: 

Pkg 

.  27 

.  1036 

s 

Former 

7N091-24 

H040010 

X 

Bone,  corset,  white,  4-inch,  144:  %  e-inch 
width. 

Pkg 

.  89 

.  0173 

s 

Former 

7N119-04 

H040015 

X _ 

Bone,  corset,  white,  6-inch,  144:  %  6-inch 
width. 

Pkg 

.  89 

.  0173 

s 

Former 

7N1 19-05 

H040020 

X _ 

Bone,  corset,  white,  6  1/2-inch,  144:  %6- 

inch  width. 

i 

Pkg 

.  95 

.  0173 

s 

Former 

7N119-06 

H040025 

X _ 

Bone,  corset,  white,  7-inch,  144:  *Ke-inch 
width. 

Pkg 

.  95 

.  0173 

s 

Former 

7N1 19-07 

H040030 

X _ 

Bone,  corset,  white,  7  1/2-inch,  144:  *Ke- 
inch  width. 

Pkg 

1.  02 

.  0173 

s 

Former 

7N119-08 

H040035 

X _ 

Bone,  corset,  white,  8-inch,  144:  ;Ke-inch 
width. 

Pkg 

1.  02 

.  0173 

s 

Former 

7N119-09 

H040040 

X _ 

Bone,  corset,  white,  8  1/2-inch,  144:  %&- 

inch  width. 

Pkg 

1.  08 

.  0173 

s 

Fromer 

7N119-11 

H040045 

X _ 

Bone,  corset,  white,  9-inch,  144:  ^6-inch 
width. 

Pkg 

1.  08 

.  0173 

s 

Former 

7N119-13 

H040050 

X _ 

Bone,  corset,  white,  9  1/2-inch,  144:  %6- 

inch  width. 

Pkg 

1.  15 

.  0173 

s 

Former 

7N119-15 

H040055 

X _ 

Bone,  corset,  white,  10-inch,  144:  ^6-inch 
width. 

Pkg 

1.  15 

.  0173 

s 

Former 

7N119-17 

H040060 

X _ 

Bone,  corset,  white,  11-inch,  144:  jKe-inch 
width. 

Pkg  .  _ 

1.  22 

.  0173 

s 

Former 

7N119-19 

H040065 

x__ 

Bone,  corset,  white,  12-inch,  144:  ^6-inch 
width. 

Pkg  _ 

1.  29 

.  0173 

s 

Former 

7N119-21 

H052150 

X _ 

Brush,  inking,  4-row: _ _  _  _  _  _ 

Each  _  __ 

.  13 

.  0345 

s 

Former 

7J462-25 
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NUMBER 


NOTES 


NOMENCLATURE  AND  DESCRIPTION 


H052200 

Former 

7J091-00 

H052250 

Former 

7J090-00 

H055150 

Former 

7J100-03 

H055170 

Former 

7J100-04 

H055190 

Former 

7J100-05 

H055210 

Former 

7J100-06 

H055230 

Former 

7J100-08 

H056150 

Former 

7J105-02 

H056170 

Former 

7J105-04 

H056190 

Former 

7J105-06 

H160150 

Former 

7N170-10 

H160170 

Former 

7N170-15 

H161150 

Former 

7J134-00 

H162150 

Former 

7N221-10 

H162170 

Former 

7N221-00 

H162180 

Former 

7N221-05 


X. 

X 

X 

X 

X 

X 

X 

X 


X  (1)__ 


Brush,  scratch,  large:  Wire,  with  handle __ 

Brush,  shoe,  polishing: _ 

Buckle,  3/8-inch,  144 : _ 

Buckle,  1/2-inch,  144: _ 

Buckle,  5/8-inch,  144: _ 

Buckle,  3/4-inch,  144: _ 

Buckle,  1-inch,  144: _ 

Buckle,  1-inch,  2-prong,  144: _ 

Buckle,  1  1/2-inch,  3-prong,  144:___ _ 

Buckle,  2-inch,  3-prong,  144: _ 

Calipers,  inside,  8-inch: _ 

Calipers,  outside,  10-inch : _ 

Cement,  rubber,  liquid,  1  gal:  For  leather 
work. 

Chisel,  cold,  1/4-inch:  By  4  inches _ 

Chisel,  cold,  3/4-inch:  By  8  inches _ 

Chisel,  cold,  1-inch:  By  9  inches _ 


UNIT 

UNIT 

PRICE 

REPLACEMENT 

RATES 

Zl 

T  of  Opns 

Each 

$0.  16 

Each _ 

.  40 

Pkg _ 

1.  90 

.  0345 

Pkg__  __ 

1.  90 

.  0690 

Pkg _ 

2.  35 

.  0690 

Pkg _ 

2.  95 

.  0690 

Pkg _ 

4.  40 

.  0345 

Pkg _ 

2.  70 

.  2071 

Pkg _ 

3.  00 

.  1036 

Pkg- 

5.  25 

.  0690 

Each 

.  60 

Each 

.  70 

Can 

1.  10 

.  2071 

Each 

.  09 

Each _ - 

.  14 

Each _ 

.  30 

Status 


s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 
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NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT 

RATES 

Status 

Zl 

T  of  Opns 

H162550 

Chuck,  Jacobs  drill,  0  to  1/2-inch: _ 

Each _ 

$6.  75 

s 

Former 

7J4 10-45 

H162570 

Chuck,  lathe,  independent,  6-inch,  4-jaw: 

With  wrench. 

Each 

17.  50 

s 

H162590 

Chuck,  lathe,  universal,  5-inch,  3-jaw: 

With  set  of  outside  grip  and  inside  grip 
jaws  and  wrench. 

Each 

24.  50 

s 

Former 

7J410-25 

H170150 

Clamp,  carriage  maker’s,  1-inch  opening: 

Each.  _  _ 

.  15 

s 

Former 

7J160-15 

H170170 

Clamp, carriage  maker’s,  2 1/2-inch  opening: 

Each.  _ 

.  46 

s 

Former 

7 J1 60-00 

H170190 

Clamp,  carriage  maker’s,  5-inch  opening: 

Each _ 

.  69 

s 

Former 

7J160-05 

H170210 

Clamp,  carriage  maker’s,  10-inch  opening: 

Each.  _ 

1.  64 

s 

Former 

7J160-10 

H175150 

X _ 

Cloth,  cotton,  herringbone  twill,  od:  8.5-oz. 
(Coutil). 

Yard _ 

.  47 

.  1726 

s 

Former 

7J169-00 

H180150 

X  (1)„_ 

Cord,  rubber,  solid,  5/8-inch  diameter: 

Foot _ _ 

.  12 

.  3497 

s 

Former 

7J170-00 

(Requisition  in  multiples  of  2  feet  only). 

H180170 

X  (1)... 

Cord,  rubber,  solid,  1-inch  diameter: 

Foot.. 

.27 

.  0839 

s 

Former 

7J170-05 

(Requisition  in  multiples  of  2  feet  only). 

H190150 

Cutter,  rod:  Maximum  capacity  3/8-inch 
rod  diameter.  Hand  operated. 

Each 

10.  50 

s 

Former 

7J181-00 

H190350 

Cutter,  sole,  combination:  Three-in-one 

Each. _ 

35.  00 

s 

Former 

7 J 182-00 

cutting,  skiving,  and  edge  beveling  ma¬ 
chine.  Hand  operated. 

H215250 

Die,  round,  split,  adjustable,  No.  6:  13/16- 
inch  outside  diameter;  No.  32  National 
coarse  thread. 

Each 

.  50 

s 

Former 

7J200-00 

1121 5270 

Die,  round,  split,  adjustable,  No.  8:  13/16- 
inch  outside  diameter;  No.  32  National 
coarse  thread. 

Each _ 

.  50 

s 

Former 

7J200-05 

H217150 

Dog,  lathe,  bent-tail,  3/8-inch  capacity: _ 

Each..  __ 

.  75 

s 

Former 

7J410-30 

H217170 

Dog  lathe,  bent-tail,  3/4-inch  capacity: _ 

Each  _  _ 

.  90 

s 

Former 

7J410-35 

H217190 

Dog,  lathe,  bent-tail,  1  1/2-inch  capacity 

Each.  _ 

1.  10 

s 

Former 

7J410-40 
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NUMBER 


H223150 

Former 

7N554-15 

H224150 

Foimer 

7J410-15 


NOTES 


NOMENCLATURE  AND  DESCRIPTION 


Dresser,  emery  wheel:  With  extra  cutter. 


Drill,  center,  and  countersink,  combined, 
60°:  3/16-inch.  For  use  with  lathe. 


UNIT 


Each- 


Each, 


UNIT 

PRICE 


$10.  00 


60 


REPLACEMENT 

RATES 


Zl 


T  of  Opns 


Status 


H225250 

Former 

7J212-24 

H225260 
Former 
7J2 12-26 


X 


Drill,  twist,  high  speed,  straight  shank, 
7/32-inch  diameter,  12: 


Pkg 


X 


Drill,  twist,  high  speed,  straight  shank, 
1/4-inch  diameter,  12: 


Pkg. 


H225270 

Former 

7J212-28 

H225450 

Former 

7J212-22 

H225460 
F  ormer 

7J212-20 

H225470 

Former 

7J212-18 

H225480 

Former 

7J212-16 

H225490 

Former 

7J212-12 

H225500 

Former 

7J212-11 

H225510 

Former 

7J212-10 

H225520 

Former 

7J2 12-08 

H225530 

Former 

7J212-06 

H225540 

Former 

7J212-04 

H225550 

Former 

7J212-02 

H225560 

Former 

7J212-01 


X _ 

Drill,  twist,  high  speed,  straight  shank, 
5/16-inch  diameter,  12: 

Pkg- 

X _ 

Drill,  twist,  high  speed,  straight  shank, 
No.  11  wire  gage,  12: 

Pkg- 

X _ 

Drill,  twist,  high  speed,  straight  shank, 
No.  12  wire  gage,  12: 

Pkg 

X _ 

Drill,  twist,  high  speed,  straight  shank, 
No.  16  wire  gage,  12: 

Pkg- 

X _ 

Drill,  twist,  high  speed,  straight  shank, 
No.  17  wire  gage,  12: 

Pkg- 

X _ 

Drill,  twist,  high  speed,  straight  shank, 
No.  19  wire  gage,  12: 

Pkg. 

X _ 

Drill,  twist,  high  speed,  straight  shank. 
No.  23  wire  gage,  12: 

Pkg. 

X _ 

Drill,  twist,  high  speed,  straight  shank, 
No.  28  wire  gage,  12: 

Pkg- 

X _ 

Drill,  twist,  high  speed,  straight  shank, 
No.  29  wire  gage,  12: 

Pkg. 

X _ 

Drill,  twist,  high  speed,  straight  shank. 
No.  30  wire  gage,  12: 

Pkg- 

X _ 

Drill,  twist,  high  speed,  straight  shank, 
No.  32  wire  gage,  12: 

Pkg- 

X _ 

Drill,  twist,  high  speed,  straight  shank, 
No.  36  wire  gage,  12: 

Pkg- 

X _ 

Drill,  twist,  high  speed,  straight  shank, 

Pkg- 

No.  40  wire  gage,  12: 


1.  20 

1.  68 

1.  93 

1.  12 

.  96 

1.  99 

1.  12 

.  98 

.  84 

.  89 

.  97 

.  84 

.  72 

.  72 

1.  12 


.  1726 

.  1726 

.  1726 

.  1726 

.  1726 

.  1726 

.  1726 

.  1726 

.  1036 

.  1726 

.  1726 

.  1726 

.  1726 

.  1726 

.  0345 


S 

S 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  30  DECEMBER  1944 


5 


MED  3  CLASS  H 

Change  3 

Section  II— Continued 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT 

RATES 

Status 

Zl 

T  of  Op  ns 

H225570 

X _ 

Drill,  twist,  high  speed,  straight  shank, 
No.  45  wire  gage,  12: 

Pkg _ 

$0.  50 

.  0345 

s 

Former 

7J212-00 

H227150 

Drill  press,  bench  model,  110  volt,  60  cycle : 

With  1/3-hp  motor  and  Jacobs  chuck  0 
to  1/2-inch. 

Each 

53.  00 

s 

Former 

7J208-00 

H228150 

Drum,  sanding,  1  3/4-inch  diameter,  2  1/2- 
inch  length:  With  No.  2  Morse  taper 
arbor.  For  abrasive  sleeve  see  H747550. 

Each 

9.  50 

s 

Former 

7J409-00 

H233150 

X _ 

Duck,  cotton,  unbleached.  No.  10:  40-inch 

Yard 

.  59 

.  8629 

s 

Former 

7J218-14 

width. 

H233250 

X _ 

Duck,  cotton,  unbleached,  No.  12:  40-inch 

Yard 

.  48 

1.  7258 

s 

Former 

7J218-10 

width. 

H235150 

X _ 

Dye,  leather,  black,  1  gal: _ _ 

Can 

1.  75 

.  0173 

s 

Former 

7J222-02 

H235200 

X _ 

Dye,  leather,  cordovan,  1  gal: _ _ 

Can 

1.  75 

.  0173 

s 

Former 

7J222-05 

• 

H255150 

X _ 

Emery,  grain,  No.  60  grit,  10  lb: _ 

Pkp- 

1.  25 

.  0690 

s 

Former 

7N181-05 

H265150 

X _ 

Eyelet,  metal.  No.  AA,  1000:  _  _ 

Pkg 

1.  80 

.  2589 

s 

Former 

7N3 17-20 

H265170 

X _ 

Eyelet,  metal,  junior  Klondike,  1000: 

Pkg 

2.  00 

.  0105 

s 

Former 

7N319-15 

H265190 

X _ 

Eyelet,  metal,  large  Klondike,  1000: _ _ 

Pkg 

2.  50 

.  0350 

s 

Former 

7N319-10 

H275150 

X _ 

Felt,  white,  soft,  3/8-inch  thick:  36-inch 
width.  Part  wool. 

Yard 

1.  50 

1.  2426 

s 

Former 

3N 659-10 

H285150 

File,  half-round  bastard,  10-inch: 

Each 

.  27 

s 

Former 

7N342-32 

H285200 

File,  square  bastard,  8-inch: _ 

Each 

.  15 

s 

Former 

7J253-12 

H285250 

File,  warding  bastard,  10-inch: _ 

Each 

.  26 

s 

Former 

7J257-00 

H295150 

Forge,  portable:  With  110  volt,  60  cycle 
blower.  Half-hood;  hearth  dimensions 
approximately  23  by  30  by  3  inches. 
For  coal  or  charcoal. 

Each 

44.  00 

s 

Former 

7N348-00 

H300150 

Gage,  center,  60°,  U.  S.  Standard: _ 

Each 

.  40 

s 

Former 

7 J4 10-60 
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H315150 

X 

Glue,  sheet,  5  lb: _ _  _  _  _ 

Pkg_ _ 

$1.  50 

.  0345 

s 

Former 

7N374-00 

H325150 

Goggles,  industrial,  clear  lens:  _ _ 

Each-  _ 

1.  19 

s 

Former 

7J291-00 

H327150 

Gouge,  wood,  socket  firmer,  outside  bevel, 
1/4-inch: 

Each__  _ 

.  89 

s 

Former 

7J292-00 

H327170 

Gouge,  wood,  socket  firmer,  outside  bevel, 
1/2-inch: 

Each _ _ 

.  93 

s 

Former 

7J292-05 

H327190 

Gouge,  wood,  socket  firmer,  outside  bevel, 
3/4-inch: 

Each _ 

1.  03 

s 

Former 

7J292-10 

H335150 

Grinder,  pedestal  model,  220  volt,  60  cycle: 

2  hp  motor.  Wheels  12-inch  diameter, 
2-inch  width,  1%-inch  bore. 

Each _ 

150.  00 

i 

s 

Former 

7N 553-00 

H337150 

X 

Grommet,  No.  1,  with  washer,  144:  Brass- 

Box _ 

.  22 

.  1726 

s 

Former 

7N  382-01 

H337170 

X 

Grommet,  No.  3,  with  washer,  144:  Brass. . 

Box_ _ 

.  39 

.  1726 

s 

Former 

7N382-03 

H337250 

H337270 

Grommet-set,  No.  1:  With  punch  _  _ 

Each 

.  22 

s 

Grommet-set,  No.  3:  With  punch  __  _ 

Each-  _ 

.  43 

s 

H340150 

Haft,  awl :  For  use  with  harness  and  sewing 
awls. 

Each. 

.  46 

s- 

H341150 

Hammer,  blacksmith’s,  cross  pein,  2  1/2- 

lb:  With  handle. 

Each 

1.  50 

s 

Former 

7J320-00 

H341170 

Hammer,  machinist’s,  ball  pein,  1-lb: 

With  handle. 

Each-  __ 

.  54 

s 

Former 

7N395-10 

H341190 

Hammer,  shoemaker’s,  rough  face,  18-oz: 

With  handle. 

Each 

.  50 

s 

H34J210 

Former 

7N394-00 

Hammer,  tack,  8-oz:  With  handle;  mag¬ 
netic. 

Each 

.  90 

s 

H341250 

Former 

7J315-00 

X 

Handle,  hammer,  blacksmith’s  cross  pein, 
2i/2-lb:  For  H341150. 

Each 

.  14 

.  0086 

s 

H341270 

Former 

7J315-05 

X 

Handle,  hammer,  machinist’s  ball  pein, 
1-lb:  For  H341170. 

Each _ 

.  09 

.  0173 

s 

H341290 

Former 

7J315-10 

x 

Handle,  hammer,  tack,  8-oz :  For  H341210. 

Each-  _ 

.  07 

.  0058 

s 
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H350150 

Former 

7N404-00 

X(l)  — 

Heel,  rubber,  half,  size  7-8: 

Pair 

$0.  15 

.  2071 

s 

H350160 

Former 

7N404-03 

X(l)  — 

Heel,  rubber,  half,  size  8-9: _ _  _  _ 

Pair 

.  15 

.  4142 

s 

H350170 

Former 

7N404-06 

X(i)  — 

Heel,  rubber,  half,  size  9-10: 

Pair 

.  15 

.  4142 

s 

H350180 

Former 

7N404-09 

X(l)___ 

Heel,  rubber,  half,  size  10-11:  _ 

Pair 

.  15 

.  2071 

s 

H350190 

Former 

7N404-12 

X(l) - 

Heel,  rubber,  half,  size  11-12: 

Pair 

.  15 

.  1036 

s 

H350200 
Former 
7N404— 15 

X(l)  — 

Heel,  rubber,  half,  size  12-13: 

Pair 

.  15 

.  1036 

s 

H350250 

Former 

7N407-00 

X(l)  — 

Heel,  rubber,  whole,  size  7-8: 

Pair 

.  15 

.  6213 

s 

H350260 

Former 

7N407-03 

X(l)  — 

Heel,  rubber,  whole,  size  8-9:  _  . 

Pair  _  _ 

.  15 

1.  2426 

s 

H350270 

Former 

7N407-06 

X(l)  — 

Heel,  rubber,  whole,  size  9-10:  _ 

Pair 

.  15 

1.  2426 

s 

H350280 

Former 

7N407-09 

X(l) - 

Heel,  rubber,  whole,  size  10-11:  _ 

Pair _ 

.  15 

.  6213 

s 

H350290 

Former 

7N407-12 

X  (1)  — 

Heel,  rubber,  whole,  size  11-12:  _ 

Pair _ 

.  15 

.  4142 

s 

H350300 

Former 

7N  407-15 

X(l) - 

Heel,  rubber,  whole,  size  12-13:  _____ 

Pair 

.  15 

.  2071 

s 

H3503-50 

Former 

7N407-50 

X(1)  — 

Heel,  rubber,  whole,  orthopedic,  size  7-8: 

Pair 

.  23 

.  6213 

s 

H350360 

Former 

7N  407-55 

X(l).._ 

Heel,  rubber,  whole,  orthopedic,  size  8-9:  _ 

Pair.  _ 

.  23 

1.  2426 

s 

H350370 

Former 

7N407-60 

X(l)__. 

Heel,  rubber,  whole,  orthopedic,  size  9-10:  _ 

Pair _ 

.  23 

1.  2426 

s 

H350380 

Former 

7N 407-65 

X(l)___ 

Heel,  rubber,  whole,  orthopedic,  size  10-11 :  - 

L 

Pair_ 

.  23 

.  6213 

s 

H350390 

Former 

7N407-70 

X(l)__. 

Heel,  rubber,  whole,  orthopedic,  size  1 1-12 : . 

Pair _ 

.  23 

.  4142 

s 
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H350400 

X(l) - 

Heel,  rubber,  whole,  orthopedic,  size  12-13 : . 

Pair _ 

$0.  23 

.  2071 

s 

Former 

7N407-75 

H350410 

X(l)-_- 

Heel,  rubber,  whole,  orthopedic,  size  13-14:. 

Pair  _  _ 

.  23 

.  2071 

s 

Former 

7N407-80 

H361150 

Holder,  tool,  boring:  With  J4-inch  boring 
bar,  wrench,  and  6  cutter  bits.  For  use 
with  lathe. 

Each _ 

5.  35 

s 

Former 

7J410-10 

H361160 

Holder,  tool,  cutting-off,  straight:  With 

3  blades.  For  use  with  lathe. 

Each.  __ 

2.  50 

s 

Former 

7 J4 10-80 

H361170 

Holder,  tool,  threading:  For  use  with  lathe. 

Each.  _ 

6.  50 

s 

Former 

7 J4 10-75 

H361180 

Holder,  tool,  turning,  left  hand:  For  use 

with  lathe. 

Each.  __ 

2.  50 

s 

Former 

7J410-83 

H361185 

Holder,  tool,  turning,  right  hand:  For  use 

with  lathe. 

Each 

2.  50 

s 

Former 

7J410-85 

H361190 

Holder,  tool,  turning,  straight:  For  use 

with  lathe. 

Each.. 

2.  50 

s 

Former 

7J410— 90 

H371150 

X 

Ink,  burnishing,  brown,  1  gal: _ _ 

Can _ 

.  45 

.  0555 

s 

Former 

7J462-45 

H381150 

Iron,  soldering,  110  volt,  AC-DC:  65-watt. 
With  cord  and  screw  tip. 

Each _ 

5.  70 

s 

Former 

7N423-30 

• 

H381160 

X 

Iron,  soldering,  tip:  }4-inch  diameter 

Each _ 

.  70 

.  0008 

s 

Former 

7N423-35 

H455150 

Knife,  leather  worker’s,  round,  small : _ 

Each _ 

2.  53 

s 

Former 

7N444-05 

H4571-50 

Former 

7N 378-00 

Knife,  shoe,  curved  lip,  No.  2,  right  hand: . 

Each _ 

1.  38 

s 

H457200 

Knife,  shoe,  skiving: _  _ 

Each..  __ 

.  30 

s 

Former 

7N444-10 

H457250 

Former 

7N435-05 

Knife,  shoe,  square  point: 

Each _ 

.  50 

s 

H470150 

Former 

7N450-10 

x 

Lace,  shoe,  flat,  brown,  27-inch,  144: 

Heavy  braided. 

Pkg _ 

.  75 

.  0344 

s 

H470160 

Former 

7N450-05 

x 

I.acp,  shoe,  flat,  brown,  40-inch,  144: 

Pkg  _  .. 

.  85 

.  0690 

s 

Heavy  braided. 
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H470170 

X _ 

Lace,  shoe,  flat,  brown,  81-inch,  144: 

Pkg _ 

$0.  95 

.  0690 

s 

Former 

7N450-03 

Heavy  braided. 

H475150 

Lathe,  bench,  screw-cutting,  10-inch,  110 
volt,  60  cycle:  With  1/2  hp  motor,  face 
plate,  2  60°  centers,  11  extra  change 
gears,  threading  dial,  threading  chart, 
tool  post  and  wrench,  tailstock  wrench, 
and  Morse  taper  adapter. 

Each  _ 

250.  00 

s 

Former 

7N468-05 

H475160 

Lathe,  bench,  screw-cutting,  center, 
60°:  No.  2  Morse  taper  shank. 

Each.. 

1.  50 

s 

Former 

7J410-20 

H475170 

Lathe,  bench,  screw-cutting,  face 
plate,  6-inch: 

Each _ 

2.  50 

s 

Former 

7J410-55 

H480150 

X _ 

Leather,  calfskin,  medium  russet,  medium 

Sq.  Ft.... 

.  45 

6.  9034 

Former 

7N474-00 

weight:  3  to  3)4-oz. 

s 

H480250 

X _ 

Leather,  horsehide,  cream,  heavy  weight: 

4 Yi  to  5-oz.  For  splints. 

Sq.  Ft.... 

.  50 

1.  7258 

s 

Former 

7J412-15 

H480270 

X _ 

Leather,  horsehide,  cream,  light  weight: 

2J4  to  3-oz.  For  splints. 

Sq.  Ft _ 

.  38 

10.  3550 

s 

Former 

7J412-05 

H480290 

X _ 

Leather,  horsehide,  cream,  medium  weight:. 

3J4  to  4-oz.  For  splints. 

Sq.  Ft _ 

.  40 

5.  1775 

s 

Former 

7J412-10 

H480350 

X _ 

Leather,  lace,  natural,  heavy  weight:  6  to 
7-oz. 

Sq.  Ft.... 

1.  00 

.  1748 

s 

Former 

7J415-10 

H480450 

X _ 

Leather,  rawhide  calfskin,  natural,  medium 

Sq.  Ft.... 

.  32 

3.  4968 

s 

Former 

7J415-00 

weight:  3}{-oz.  For  artificial  limbs. 
(Drumhead  leather.) 

H480500 

X _ 

Leather,  rein,  russet,  light  weight: _ 

Sq.  Ft.... 

.  32 

5.  0591 

s 

Former 

7N425-50 

H480650 

X _ 

Leather,  sole,  heavy  weight:  13-inch 
width. 

Pound _ 

.  58 

.  8629 

s 

Former 

7J414-00 

H480750 

X _ 

Leather,  strap,  russet,  heavy  weight:  7 

to  9-oz. 

Sq.  Ft.... 

.  36 

10.  3550 

s 

Former 

7N476-00 

H480770 

X _ 

Leather,  strap,  russet,  light  weight:  3  to 

3  1/2-oz. 

Sq.  Ft.... 

.  29 

1.  7484 

s 

Former 

7 J4 13-00 

H480790 

X _ 

Leather,  strap,  russet,  medium  weight: 

Sq.  Ft.... 

.  31 

6.  9034 

s 

Former 

7J411-00 

5-oz. 

H500550 

Machine,  eyelet-setting,  universal:  Hand 
operated. 

Each...  _ 

2.  50 

s 

Former 

7N319-01 

10 
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H501150 

Machine,  riveting:  Hand  operated  _ _ 

Each _ 

$4.  00 

s 

Former 

7N556-00 

H501350 

Machine,  sewing,  extra  heavy  duty,  110 
volt,  60  cycle:  Lock  stitch  type;  com¬ 
plete  with  table,  stand,  and  1/3  hp 
motor.  For  heavy  leather  or  canvas. 
(Use  proper  needle  for  material  being 
worked  on.) 

Each  _ 

175.  00 

s 

Former 

7N574-05 

H501450 

Machine,  sewing,  heavy  duty,  110  volt, 
60  cycle:  Lock  stitch  type;  complete 
with  table,  stand,  and  1/3  hp  motor. 
For  light  leather,  canvas,  and  twill. 
(Use  proper  needle  for  material  being 
worked  on.) 

Each _ 

150.  00 

s 

Former 

7N574-10 

H501650 

Machine,  shoe  finishing,  220  volt,  60  cycle : 

With  2  hp  motor,  dust  collector,  2  bot¬ 
tom  sanding  rolls,  2  heel  sanding  wheels, 

2  brush  wheels,  2  heel  finishing  wheels 
(burnishers),  1  bottom  finishing  roll 
(burnisher) ,  1  heel  breaster,  1  edge  trim¬ 
ming  cutter  and  sharpening  wheel  for 
cutter. 

Each 

315.  00 

s 

Former 

7J461-00 

H501670 

X _ 

Machine,  shoe  finishing,  cover,  fin¬ 
ishing  roll:  No.  8.  (Burnisher 
cover.) 

Each..  _ 

.  44 

.  8284 

s 

Former 

7J462-35 

H501690 

X _ 

Machine,  shoe  finishing,  cutter,  edge 
trimming:  Size  24. 

Each _ 

.58 

.  0345 

s 

Former 

7J462-40 

H501710 

X _ 

Machine,  shoe  finishing,  iron,  edge 
setting: 

Each  _  _ 

.  53 

.  0173 

s 

Former 

7J462-50 

H501730 

X _ 

Machine,  shoe  finishing,  wheel, 
brush:  4-inch  diameter. 

Each.  _ 

3.  15 

.  0345 

s 

Former 

7J462-30 

H501750 

Machine,  shoe  finishing,  wheel, 
heel  sanding: 

Each _ 

4.  50 

s 

Former 

7J462-65 

H501770 

X _ 

Machine,  shoe  finishing,  wheel,  sharp¬ 
ening,  disk-shaped:  3  1/2  by  1/2- 
inch.  For  sharpening  edge  trimming 
cutter. 

Each _ 

.  21 

.  0345 

s 

Former 

7J462-70 

H502150 

Machine,  shoe  patching,  foot  operated: 

Lock  stitch  type;  complete  with  stand. 
For  leather  or  canvas.  (Use  proper 
needle  for  material  being  worked  on.) 

Each. 

110.  00 

s 

Former 

7N574-15 

H502250 

Machine,  shoe  stitching,  heavy  duty,  220 
volt,  60  cycle:  Curved  needle  type;  with 
)4hp  motor.  For  sole  stitching. 

Each  -_  _ 

325.  00 

s 

Former 

7J767-00 

H540150 

X 

Nail,  rubber  heel,  13-gage,  size  8/8,  1  lb:_ 

Pkg  - 

.  08 

.  0863 

s 

Former 

7J506-00 

H540160 

X 

Nail,  rubber  heel,  13-gage,  size  9/8,  1  lb:_. 

Pkg _ 

.  06 

.  1726 

s 

Former 

7J506-05 
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H540350 

Nail-set,  set  of  4:  1  each  1/32,  1/16,  3/32, 
and  1 /8-inch  diameter  point. 

Set 

$0.  75 

s 

Former 

7J615-00 

H540450 

X _ 

Nail,  shoe,  clinching,  16-gage,  size  5/8, 1  lb: 

Pkg 

.  15 

.  1726 

s 

Former 

7J508-05 

H548150 

X _ 

Needle,  glover’s,  size  00,  25:  Egg  eye _ 

Pkg 

.  63 

.  0518 

s 

Former 

7N652-00 

H548200 

X _ 

Needle,  harness,  size  3,  25:  Egg  eye 

Pkg_ 

.  23 

.  0518 

s 

Former 

7N653-00 

H548350 

X _ 

Needle,  sewing  machine,  class  29  x  3,  No. 
21,  round  point,  100:  For  canvas  patch¬ 
ing;  to  fit  shoe  patching  machine. 

Pkg 

2.  00 

.  0173 

s 

Former 

7N651-05 

H548450 

X _ 

Needle,  sewing  machine,  class  29  x  4,  No. 
21,  twist  point,  100:  For  leather  patch¬ 
ing;  to  fit  shoe  patching  machine. 

Pkg 

2.  00 

.  0173 

s 

H548550 

X _ 

Needle,  sewing  machine,  class  126  x  11, 
No.  21,  round  point,  100:  For  canvas 
work;  to  fit  extra  heavy  duty  sewing 
machine. 

Pkg 

2.  00 

.  0345 

s 

H548650 

X _ 

Needle,  sewing  machine,  class  126  x  11, 
No.  21,  twist  point,  100:  For  leather 
work;  to  fit  extra  heavy  duty  sewing 
machine. 

Pkg _ 

2.  00 

.  0345 

s 

Former 

7N651-15 

H548750 

X _ 

Needle,  sewing  machine,  class  135  x  16, 
No.  20,  twist  point,  100:  For  leather 
work;  to  fit  heavy  duty  sewing  machine. 

Pkg 

2.  00 

.  0173 

s 

Former 

7N651-00 

H548850 

X _ 

Needle,  sewing  machine,  class  135  x  17, 
No.  21,  round  point,  100:  For  canvas 
and  twill;  to  fit  heavy  duty  sewing  ma¬ 
chine. 

Pkg 

2.  00 

.  0173 

s 

H548950 

X _ 

Needle,  sewing  machine,  curved,  No.  45, 

12:  To  fit  shoe  stitching  machine. 

Pkg__  _  _ 

.  48 

.  2071 

s 

Former 

7J767-15 

H550150 

X _ 

Nickel-silver,  20-gage,  8-inch  width:  In 
roll. 

Pound _ 

.  30 

.  4315 

s 

Former 

7J723-00 

H550550 

Nippers,  end-cutting,  6-inch: _ 

Each  _ 

.  89 

s 

Former 

7N650-10 

H565150 

X _ 

Nut,  machine  screw,  hexagon.  No.  12,  144: 

No.  24  National  coarse  thread. 

Box_ 

.  28 

.  0690 

s 

F  ormer 

7N656-02 

H575150 

X _ 

Oil,  cutting,  mineral-lard,  1  gal:  _  . 

Can 

.  80 

.  0345 

s 

Former 

7J410-70 

H575250 

X _ 

Oil,  lubricating,  preservative,  special,  1  qt: 

For  sewing  machines. 

Can 

.  48 

.  0115 

s 

Former 

7N677-10 
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H575350 

X _ 

Oil,  Navy  Symbol  2110,  1  gal:  Machine 
oil,  SAE  10. 

Can _ 

$0.  30 

.  0173 

s 

Former 

7J4 10-65 

H575450 

X _ 

Oil,  Navy  Symbol  2135,  1  gal:  For  shoe 
sole  stitching  machines. 

Can _ 

.48 

.  0345 

s 

Former 

7J767-20 

H592150 

Outfit,  welding,  acetylene:  Complete  with 
blowpipe;  oxygen  and  acetylene  regula¬ 
tors  ;  welding  hose ;  5  welding  tips ;  goggles ; 
friction  lighter;  and  wrench. 

Each _ _ 

50.  00 

s 

Former 

7N017-00 

H625150 

Pincers,  shoemaker’s,  8-inch: 

Each..  .. 

.  64 

s 

H625200 

Pincers,  shoemaker’s,  lasting,  size  4:  Wide 
jaw. 

Each 

.  35 

s 

Former 

7J591-00 

H627150 

Pliers,  gas,  10-inch :_ _ _ _  _ 

Each 

.  70 

s 

Former 

7J597-00 

H628150 

Pot,  glue,  1-qt.,  110  volt,  AC:_  _ _ 

Each. 

7.  85 

s 

Former 

7J605-00 

H629150 

X _ 

Powder,  brazing,  for  steel,  1  lb: 

Pkg _ 

.70 

.  1036 

s 

Former 

7J610-00 

H635150 

Puller,  tack,  shoe _  _.  _  _ 

Each _ 

.39 

s 

Former 

7J612-00 

H636150 

Punch,  bag,  1/2-inch:  Hole  length. _ 

Each  _ 

.  12 

s 

Former 

7J183-05 

H636160 

Punch,  bag,  5/8-inch:  Hole  length  _ 

Each _ 

.  10 

s 

Former 

7J183-00 

H636170 

Punch,  bag,  3/4-inch:  Hole  length 

Each _ 

.  12 

s 

Former 

7J183-10 

H636180 

Punch,  bag,  1-inch:  Hole  length.  _ 

Each _ 

.  15 

s 

Former 

7J183-15 

• 

H636250 

Punch,  center,  set  of  3:  1  each  5/16,  3/8, 
and  1/2-inch  body  diameter. 

Set _ 

.  22 

s 

Former 

7J613-00 

H636350 

Punch,  drive  pin,  standard,  set  of  5:  1  each 
Vs,  H  2,  Vie,  and  %  6-inch  diameter 

point. 

Set  . 

.  55 

s 

Former 

7J617-00 

H636550 

Former 

7N780-08 

Punch,  spring,  revolving,  8-inch,  6-tube: 

With  drive  tubes  1,  2,  3,  4,  5,  and  7. 

Each 

1.  00 

s 

H678150 

Former 

7J640-03 

x 

Rivet,  belt,  No.  8,  1  1/4-inch,  with  burr,  1 

lb:  Copper. 

Pkg  _ 

.31 

.  1036 

s 
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H678250 

X _ 

Rivet,  belt,  No.  9,  1  1/4-inch,  with  burr,  1 

Pkg _ 

Former 

lb:  Copper. 

7J640-06 

H678350 

X__ 

Rivet,  belt,  No.  10,  1/2-inch,  with  burr,  1 

Pkg 

Former 

lb:  Copper. 

7J640-10 

H678380 

X_._ 

Rivet,  belt,  No.  10, 1  1/4-inch,  with  burr,  1 

Pkg 

Former 

lb:  Copper. 

7J640-09 

H678450 

X _ 

Rivet,  belt,  No.  12,  3/4-inch,  with  burr,  1 

Pkg 

Former 

lb:  Copper. 

7J640-15 

H678480 

X _ 

Rivet,  belt,  No.  12,  1  1/4-inch,  with  burr,  1 

Pkg 

Former 

lb:  Copper. 

7J640-12 

H678550 

X _ 

Rivet,  belt,  No.  14,  3/4-inch,  with  burr,  1 

Pkg 

Former 

lb:  Copper. 

7J640-18 

H678650 

X _ 

Rivet,  semi-tubular,  flat  head,  9/64-inch 

Pkg 

Former 

diameter,  3/16-inch  length,  1000:  Copper. 

7J644-06 

H678660 

X _ 

Rivet,  semi-tubular,  flat  head,  9/64-inch 

Pkg 

Former 

diameter,  1/4-inch  length,  1000:  Copper. 

7J644-08 

H678670 

X _ 

Rivet,  semi-tubular,  flat  head,  9/64-inch 

Pkg 

Former 

diameter,  5/16-inch  length,  1000:  Copper. 

7J644-02 

H678690 

X _ 

Rivet,  semi-tubular,  oval  head,  9/64-inch 

Pkg 

Former 

diameter,  3/8-inch  length,  1000:  Cop- 

7J644r-04 

per. 

H678750 

X _ 

Rivet,  truss  head,  I /8-inch  diameter,  1/2- 

Pkg 

Former 

inch  length,  5  lb:  Iron. 

7J646-10 

H678780 

X _ 

Rivet,  truss  head,  1/8-inch  diameter,  1- 

Pkg 

Former 

inch  length,  5  lb:  Iron. 

7J646-11 

H678850 

X _ 

Rivet,  truss  head,  3/16-inch  diameter. 

Pkg 

Former 

1-inch  length,  5  lb:  Iron. 

7J646-06 

H678900 

X _ 

Rivet,  truss  head,  5/32-inch  diameter,  1- 

Pkg 

Former 

inch  length,  5  lb:  Iron. 

7J646-05 

H678950 

X _ 

Rivet,  truss  head,  1/4-inch  diameter,  1- 

Pkg 

Former 

inch  length,  5  lb:  Iron. 

7J646-08 

H679150 

Rivet-set,  No.  1: _ 

Former 

7N797-10 

H679170 

Rivet-set,  No.  4:  _  __  _ _ _ _ _ 

Fa, eh 

Former 

7N797-14 

$0.  31 

.  32 

.  32 

.  34 

.  34 

.  37 

1.  02 

1.  02 

1.  10 

1.  18 

.  57 

.  44 

.  34 

.  36 

.  33 

.  45 

.  40 


CLASS  H 


REPLACEMENT 

RATES 

Status 

Zl 

T  of  Opns 

.  1726 

s 

.  0863 

— 

s 

.  1726 

s 

.  3452 

s 

.  1726 

s 

.  1726 

s 

.  0345 

s 

.  0345 

s 

.  0345 

s 

.  0345 

s 

.  0555 

.  s 

.  0345 

s 

.  0555 

s 

.  0173 

s 

.  0173 

s 

s 

s 
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H679190 

Rivet-set,  No.  6:  _ _ 

Each 

$0.  28 

s 

Former 

7N797-16 

H685150 

X  _ 

Rod,  brazing,  brass,  1/8-inch  diameter, 
36-inch  length: 

Pound _ 

.  44 

.  8629 

s 

Former 

7J664-00 

H685350 

x 

Rod,  welding,  steel,  1/8-inch  diameter, 
36-inch  length: 

Pound _ 

.  25 

.  2589 

s 

H692150 

X  (1)___ 

Rubber,  sponge,  18  by  36  by  1/2-inch: _ 

Sheet _ 

1.  75 

.  2071 

s 

Former 

7J709-00 

H701150 

Former 

7N815-10 

Saw,  back:  12-inch  blade  _  _  _  _ 

Each 

1.  49 

s 

H711150 

X _ 

Screw,  machine,  round  head,  No.  12,  3/4- 

Box 

.  26 

.  0690 

s 

Former 

7J681-03 

inch,  144:  No.  24  National  coarse 
thread. 

H715150 

X _ 

Screw,  wood,  flat  head.  No.  3,  1/4-inch, 
144:  Steel. 

Rox 

.  14 

.  0350 

s 

Former 

7N832-10 

' 

H715170 

X _ 

Screw,  wood,  flat  head.  No.  4,  1/4-inch, 
144:  Steel. 

Rox 

.  14 

.  0350 

s 

Former 

7N832-15 

H715190 

x__ 

Screw,  wood,  flat  head.  No.  5,  1/2-inch, 
144:  Steel. 

Rox 

.  16 

.  0350 

s 

Former 

7N832-22 

H715250 

X 

Screw,  wood,  flat  head.  No.  6,  1/2-inch, 
144:  Steel. 

Rox 

.  18 

.  0350 

s 

Former 

7N832-25 

* 

H715270 

Former 

7N832-30 

X 

Screw,  wood,  flat  head,  No.  6,  5/8-inch, 
144:  Steel. 

Rnx 

,  19 

.  1213 

s 

H715290 

X _ 

Screw,  wood,  flat  head.  No.  6,  3/4-inch, 
144:  Steel. 

Box _ 

.  20 

.  1213 

s 

Former 

7N832-35 

H715350 

X 

Screw,  wood,  flat  head.  No.  6,  7/8-inch, 
144:  Steel. 

Box 

.  23 

.  0350 

s 

Former 

7N832-40 

H715370 

Former 

7N832-45 

x 

Screw,  wood,  flat  head,  No.  6,  1-inch,  144: 

Box 

.  24 

.  1213 

s 

Steel. 

H715390 

Former 

7N832-50 

X 

Screw,  wood,  flat  head.  No.  6,  1  1/4-inch, 
144;  Steel. 

Box _ 

.  26 

.  1038 

s 

H715450 

Former 

7N832-51 

x 

Screw,  wood,  flat  head.  No.  7,  3/4-inch, 
144:  Steel. 

Box _ 

.  28 

.  1213 

s 

H715550 

Former 

7N832-55 

x 

Screw,  wood,  flat  head.  No.  8, 1/2-inch,  144 : 

Steel. 

Box _ 

.  21 

.  0350 

s 
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H715570 

X _ 

Screw,  wood,  flat  head.  No.  8, 5/8-inch,  144 : 

Steel. 

Box  _ 

$0.  23 

.  1213 

s 

Former 

7N832-60 

H715650 

X _ 

Screw,  wood,  flat  head,  No.  8,  1-inch,  144: 

Box 

.  27 

.  1213 

s 

Former 

7N832-70 

Steel. 

H715670 

X _ 

Screw,  wood,  flat  head,  No.  8,  1  Vi-inch, 
144:  Steel. 

Box 

.  29 

.  1213 

s 

Former 

7N832-75 

H717550 

> 

Screwdriver,  ratchet,  spiral:  With  3  screw¬ 
driver  bits. 

Each 

3.  68 

s 

Former 

7N854-50 

H725150 

Set,  screw  plate,  machinist’s,  round  die: 

Cuts  7  machine  screw  sizes,  4-36,  6-32, 
8-32,  10-24,  10-32,  12-24,  and  %- 20. 
Consists  of  1  %  6-inch  round  split  die 
and  tap  in  each  cutting  size;  stock; 
tap  wrench;  and  screwdriver. 

Set 

1.  08 

s 

Former 

7J682-00 

H735550 

Shear,  bench,  throatless:  10-gage  maxi¬ 
mum  shearing  capacity. 

Each 

53.  96 

s 

Former 

7J700-00 

H735750 

Shears,  tin  snips,  curved:  12j4-inch 
length,  3-inch  cut. 

Each 

2.  35 

s 

Former 

7J703-00 

H735770 

Shears,  tin  snips,  scroll-cutting:  12-inch _ 

Each 

1.  50 

s 

Former 

7N882-10 

H747550 

X _ 

Sleeve,  sanding  drum,  medium  garnet, 

1  3/4-inch  diameter,  2  1/2-inch  length,  6: 

For  sanding  drum  see  H228150. 

Pkg _ 

.  76 

.  0047 

s 

Former 

7J409-15 

H755150 

Square,  combination,  12-inch:  Without 
center  head. 

Each.  _ 

2.  03 

s 

Former 

7N858-15 

H756150 

Stand,  cobbler’s,  with  lasts:  1  each  size  J7 

Each 

8.  00 

'  s 

and  size  J9  lasts. 

H756850 

X _ 

Steel,  carbon,  flat,  cold  rolled,  hard,  regu¬ 
lar  finish,  1/8-inch  by  1/4-inch:  Round¬ 
ed  edges.  For  orthopedic  appliances. 
(SAE  1045)  (Requisition  in  multiples 
of  8  feet  only.) 

Foot  _  _ 

.  01 

10.  3550 

s 

Former 

3N734-06 

H756900 

x._ 

Steel,  carbon,  flat,  cold  rolled,  hard,  regu¬ 
lar  finish,  3/32-inch  by  5/8-inch:  Round¬ 
ed  edges.  For  orthopedic  appliances. 
(SAE  1045)  (Requisition  in  multiples 
of  8  feet  only.) 

Foot 

.  01 

12.  4260 

s 

Former 

3N734-05 

H756950 

X _ 

Steel,  carbon,  flat,  cold  rolled,  hard,  regu¬ 
lar  finish,  1/8-inch  by  5/8-inch:  Rounded 
edges.  For  orthopedic  appliances.  (SAE 
1045)  (Requisition  in  multiples  of  8 
feet  only.) 

Foot 

.  02 

20.  7101 

s 

Former 

3N734-10 
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H757550 

X 

Steel,  carbon,  flat,  cold  rolled,  soft,  regular 
finish,  1/8-inch  by  1-inch:  Rounded 
edges.  For  orthopedic  appliances.  (SAE 
1010)  (Requisition  in  multiples  of  8 
feet  only.) 

Foot 

$0.  02 

17.  2584 

s 

Former 

7J744-00 

H757850 

X _ 

Steel,  carbon,  flat,  tempered  spring,  black, 
1/16-inch  by  7/8-inch:  Rounded  edges. 
For  orthopedic  appliances.  (SAE  1095) 
(Requisition  in  multiples  of  8  feet  only.)/ 

Foot 

.  03 

20.  7101 

s 

Former 

7J740-00 

H757950 

X  _ 

Steel,  carbon,  flat,  tempered  spring,  black, 
1/8-inch  by  7/8-inch:  Rounded  edges. 
For  orthopedic  appliances.  (SAE  1095) 
(Requisition  in  multiples  of  8  feet  only.) 

Foot 

.  06 

10.  3550 

s 

Former 

7J740-05 

H758550 

x_ 

Steel,  carbon,  hexagon,  hot  rolled,  annealed, 
3/8-inch:  For  orthopedic  appliances. 
(SAE  1090-1095)  (Requisition  in  mul¬ 
tiples  of  10  feet  only.) 

Foot 

.  03 

.  1726 

s 

Former 

7J760-03 

H758650 

x__ 

Steel,  carbon,  hexagon,  hot  rolled,  annealed, 
1/2-inch:  For  orthopedic  appliances. 
(SAE  1090-1095)  (Requisition  in  mul¬ 
tiples  of  10  feet  only.) 

Foot 

.  05 

.3452 

s 

Former 

7J760-04 

H758750 

X 

Steel,  carbon,  hexagon,  hot  rolled,  annealed, 
3/4-inch:  For  orthopedic  appliances. 
(SAE  1090-1095).  (Requisition  in  mul¬ 
tiples  of  10  feet  only.) 

Foot 

.  09 

.  3452 

s 

Former 

7J760-06 

H759550 

Former 

7J200-10 

Stock,  die:  For  ^e-inch  outside  diam¬ 
eter  die. 

Each 

.  64 

s 

H759650 

X 

Stud,  small,  250 :  Brass  _ 

Pkg _ 

1.  00 

.  0173 

s 

H760150 

Former 

7N922-12 

X 

Tack,  double  pointed,  No.  12,  1  lb:__ 

Pkg _ 

.  13 

.  1726 

s 

H760350 

Former 

7N842-02 

X 

Tack,  shoe,  No.  2,  lib: _ _  __  __  _ 

Pkg 

.  20 

.  0863 

s 

H760370 

Former 

7N842-04 

X 

Tack,  shoe,  No.  4,  lib: _ _  _ 

Pkg _ 

.  20 

.  1726 

s 

H760550 

Former 

7N956-10 

Tap,  machine  screw,  No.  6:  No.  32  Na¬ 
tional  coarse  thread. 

Each  _  _ 

.  16 

s 

H760570 

Former 

7N956-15 

Tap,  machine  screw,  No.  8:  No.  32  Na¬ 
tional  coarse  thread. 

Each  _ 

.  16 

s 

H760750 

Former 

7N995-15 

x 

Tape,  cotton,  binding,  7/8-inch,  50-yard 
roll: 

* 

Pkg _ 

.  48 

.  6903 

s 

Each 

s 

H760950 

Former 

7N810-10 

.  66 

H775350 

Former 

7J790-05 

x 

Thread,  cotton,  shoe,  gray,  No.  6:,  For 

machine  sewing. 

Pound _ 

1.  42 

.  1036 

s 
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H775450 

X _ 

Thread,  cotton,  shoe,  gray,  No.  9:  Braided 
or  twisted.  Bobbin  thread  for  shoe 
stitching  machine. 

Pound _ 

$1.  42 

.  2071 

s 

Former 

7J767-10 

H775470 

X _ 

Thread,  cotton,  shoe,  gray,  No.  10: 

Braided  or  twisted.  Top  thread  for  shoe 
stitching  machine. 

Pound _ 

1.  42 

.  4142 

s 

Former 

7J767-25 

H775550 

X _ 

Thread,  cotton,  shoe,  gray,  No.  16:  For 

machine  sewing. 

Pound _ 

2.  60 

.  1381 

s 

Former 

7J791-00 

H775950 

X _ 

Thread,  linen,  shoe,  white,  No.  3,  2  oz: 

Ball.  _ 

.  50 

.  2761 

s 

Former 

7J790-10 

For  hand  sewing. 

H785550 

X _ 

Tip,  lace,  brown,  500:  __  __ 

Box 

.  45 

.  0173 

s 

Former 

7N945-15 

H785650 

Tipper,  lace: _ 

Each 

2.  75 

s 

Former 

7N945-00 

H793550 

Tongs,  blacksmith’s,  curved  lip,  18-inch:_ 

Each 

1.  10 

s 

Former 

7N932-19 

H793570 

Tongs,  blacksmith’s,  lathe  tool,  18-inch:.. _ 

Each 

.  90 

s 

Former 

7N932-20 

H793590 

Tongs,  blacksmith’s,  straight  lip,  18-inch:_ 

Each 

.  90 

s 

Former 

7N932-18 

H796250 

X _ 

Tubing,  steel,  5/16-inch  inside  diameter, 
1/8-inch  wall:  Seamless. 

Foot. 

.  15 

.  5753 

s 

H797550 

X _ 

Turnbuckle,  2-eye,  3  1/2-inch,  144 _ 

Pkg.  _ 

6.  50 

.  0345 

s 

Former 

7J847-10 

H797560 

X _ 

Turnbuckle,  2-eye,  4  1/2-inch,  144:  _ 

Pkg _ _ 

7.  50 

.  0345 

s 

Former 

7J847-05 

H857550 

Vise,  artificial  limb:.  ... 

Each 

25.  00 

s 

Former 

7  J857-00 

H857750 

Vise,  bench,  drill:  For  use  with  drill  press. _ 

Each 

2.  45 

s 

Former 

7N958-10 

H857770 

Vise,  bench,  machinist’s,  4  1/2-inch, 

stationary  base: 

Each 

10.  36 

s 

Former 

7N958-04 

H857780 

Vise,  bench,  machinist’s.  4  1/2-inch, 
swivel  base: 

Each 

13.  30 

s 

Former 

7N958-03 

H870550 

X _ 

Wax,  shoe-finishing,  brown,  1/2  lb:  _ 

Cake 

.  12 

.  0495 

s 

Former 

7  J462-60 
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H870570 

Former 

7J767-30 

X _ 

Wax,  shoe-stitching,  special,  white,  1  lb: 

For  machine  use. 

Cake  _ 

$0.  09 

.  0690 

s 

H875550 

Former 

7J896-02 

X(l) - 

Webbing,  cotton,  elastic,  gray,  1-inch: 

(Requisition  in  multiples  of  25  yards 
only). 

Yard _ 

.  43 

.4315 

s 

H875560 

Former 

7J896-04 

X(l) - 

Webbing,  cotton,  elastic,  gray,  1  1/2-inch: 

(Requisition  in  multiples  of  25  yards 
only) . 

Yard _ 

.  49 

.4315 

s 

H875570 

Former 

7J896-06 

X(l)  — 

Webbing,  cotton,  elastic,  gray,  2-inch: 

(Requisition  in  multiples  of  25  yards 
only). 

Yard _ 

.  54 

.  4315 

s 

H875650 

Former 

7J231-05 

X(1)___ 

Webbing,  cotton,  elastic,  tea-rose,  5-inch* 

(Requisition  in  multiples  of  25  yards 
only) . 

Yard _ 

.  70 

.  4315 

s 

H875670 

Former 

7J23,l-07 

X(l) - 

f 

Webbing,  cotton,  elastic,  tea-rose,  7-inch: 

(Requisition  in  multiples  of  25  yards 
only). 

Yard _ 

1.  02 

.  4315 

s 

H875690 

Former 

7J231-10 

X  (1)  — 

Webbing,  cotton,  elastic,  tea-rose,  10-inch: 

(Requisition  in  multiples  of  25  yards 
only) . 

Yard _ 

1.  41 

.  4315 

s 

H875750 

Former 

7J905-06 

X _ 

Webbing,  cotton,  nonelastic,  gray,  5/8- 
inch:  (Requisition  in  multiples  of  50 
yards  only). 

Yard _ 

GO 

O 

34.  5168 

s 

H883150 

Former 

7J920-00 

X _ 

Wheel,  buffing,  10-inch  diameter,  2-inch 
face,  1 1/4-inch  arbor:  For  use  with 
grinder. 

Each _ 

3.  24 

.  0345 

s 

H883250 

Former 

7J933-03 

X _ 

Wheel,  grinding,  No.  36  grain,  hard,  6  1/2- 
inch  diameter,  1  1/2-inch  face,  1-inch 
arbor:  For  use  with  lathe. 

Each _ 

3.  25 

.  0345 

s 

H883350 

Former 

7J923-00 

X _ 

Wheel,  grinding,  No.  46  grain,  medium 
hard,  12-inch  diameter,  1  1/2-inch  face, 

1  1/4-inch  arbor:  For  use  with  grinder. 

Each _ 

4.  38 

.  0690 

s 

H883450 

Former 

7J929-00 

X _ 

Wheel,  grinding.  No.  80  grain,  medium 
hard,  10-inch  diameter,  2-inch  face,  1 1/4- 
inch  arbor:  For  use  with  grinder. 

Each. 

4.  06 

.  0345 

s 

H887350 

Former 

7J406-00 

X _ 

Wick,  lamp,  flat,  1-inch,  30-yard  roll: 

White. 

Pkg - 

.  96 

.  1726 

s 

H887550 

Former 

7J944-05 

X _ 

Wire,  piano,  .063-inch  diameter,  1  lb:  _  __ 

Coil _ 

1.  00 

.  0863 

s 

H887570 

Former 

7J944-10 

X _ 

Wire,  piano,  .0785-inch  diameter,  1  lb: 

Coil _ 

1.  00 

.  3452 

s 

l/ 

H887590 

Former 

7J944-15 

X _ 

Wire,  piano,  .125-inch  diameter,  1  lb:. 

Coil _ 

1.  00 

.  3452 

s 
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ARMY  SERVICE  FORCES  CATALOG  MED  3 

Change  4 


MEDICAL  SOPPLY  CATALOG 


LIST  OF  ITEMS  FOR 
TROOPS,  POSTS,  CAMPS 
AND  STATIONS 


HEADQUARTERS,  ARMY  SERVICE  FORCES  ■  JANUARY  1945 


WAR  DEPARTMENT 
Washington  25,  D.  C.,  20  January  1945 


1.  The  material  comprising  Change  4  to  Army  Service  Forces  Catalog  MED  3  is  composed  of  two 
sections,  as  follows: 

a.  Section  I.  This  part  consists  of  changes  in  established  classes  in  MED  3. 

b.  Section  II.  This  section  is  a  new  class  for  insertion  in  MED  3  between  Class  B  and 
Class  H.  This  new  group  of  items  has  been  designated  as  “Class  F,”  and  covers  occupational 
therapy  equipment  and  supplies  which  have  been  standardized  for  storage  and  issue  by  the  Med¬ 
ical  Department.  Although  these  item  numbers  are  prefixed  by  the  letter  “F,”  they  are  to  be 
treated  in  every  respect  as  standard  seven-digit  numbers.  Where  applicable,  the  former  non¬ 
standard  item  number  is  shown  for  each  item  directly  under  the  new  standard  number,  and  any 
depot  stock  carried  under  the  former  nonstandard  number,  as  well  as  any  stock  on  hand  in  sta¬ 
tions  being  carried  as  nonstandard,  will  be  picked  up  under  the  new  standard  item  number.  Occu¬ 
pational  therapy  equipment  and  supplies  will  be  requisitioned  in  accordance  with  new  Equipment 
List,  ASF  Catalog  MED  10-23. 

2.  Items  marked  “X”  in  the  “Notes”  column  are  expendable. 

[SPX  461  (9  Jan  45)  ] 

By  command  of  Lieutenant  General  SOMERVELL: 


Official:  W.  D.  STYER 

J.  A.  ULIO  Lieutenant  General,  U.S.A. 

Major  General  Chief  of  Staff 

The  Adjutant  General 

Distribution: 

AAF  (10);  AGF  (10);  ASF  (2);  AAF  Comd  (3);  Dept  (10);  Arm  &  Sv  Bd  (2);  S  Div  ASF  (1); 
Tech  Sv  (2);  Sv  C  (10);  Area  A  Sv  C  (10);  PC  &  S  (1);  PE  (20);  H  &  R  Points  (2);  ASF 
Dep  (Med  Sec)  (50);  Dep  8  (50);  Pro  Dist  8  (50);  Named  GH  (50);  Numbered  GH  (25); 
SH  (750  beds  or  over)  (20);  SH  (500  to  750  beds)  (15);  SH  (250  to  500  beds)  (6);  SH 
(100  to  250  beds)  (3);  SH  (25  to  100  beds)  (2);  Field  H  (6);  Conv  H  (10);  H  Ctr  (3);  Conv 
Camp  (6);  Rest  Camp  (6);  Portable  Surg  H  (1);  Vet  Sta  H  (2);  Vet  Evac  Sta  H  (2); 
Vet  Gen  H  (2);  Vet  Conv  H  (2);  Air  Dep  Gp  (1);  Sv  Gp  (1);  Med  Disp  Avn  (1);  Tac  Gp 
(1);  Evac  H  (2);  Evac  H  Semi  Mobile  (2);  Army  Trans  (1);  Amb  Ship  (2);  M  Cone  C  (2); 
Med  Dept  Surg  Orgn  (1);  Industrial  Disp  (2);  Med  Dep  Co  (10);  Aux  Surg  Gp  (1);  Gen 
Disp  (4);  H  Train  (1);  Gen  Med  Lab  (4);  Gen  &  Sp  Sv  Sch  (1);  USMA  (2);  OCS  (4); 
RC  (1);  TC  (2);  Repl  TC  8  (10);  Repl  TC  (1);  Med  Tech  Sch  (4);  Sv  C  Lab  (2);  A  (10); 
CHQ  (10);  D  (3);  AF  (3);  B  (2);  R  8  (1);  Bn  8  (5);  C  8  (1);  T/O  &  E  1-252  (1);  1-412  (1); 
1-852  (1);  8-450-RS  (1);  8-510  (6);  8-520  (1);  8-538  (2);  8-571  (1);  8-572S  (1);  8-580  (2); 
5-581  (2);  8-590  (10);  8-595  (6);  8-610  (4);  8-650  (4);  8-661  (10);  8-667  (10);  8-750  (2); 
8-760  (2);  8-790  (2) 

For  explanation  of  symbols,  see  FM  21-6. 
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CLASS  F 


Section  It 

OCCUPATIONAL  THERAPY  EQUIPMENT  AND  SUPPLIES 


MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

REPLACEMENT 

RATES 

Status 

PRICE 

Zl 

T  of  Opns 

ART 

F006550 _ 

Board,  drawing,  20  by  26-inch:  ____ 

Each _ 

$1 . 10 

S 

Former  7N107-05 

F006850  _ 

x 

Brush,  artist’s,  flat,  red  sable,  No.  0:  For  oil 

Each___ 

.15 

.0668 

s 

Former  7N143-00 

color. 

F006860 _ 

X... 

Brush,  artist’s,  flat,  red  sable,  No.  2:  For  oil 

Each___ 

.18 

.0668 

s 

Former  7N 143-0  2 

color. 

F006870  _ 

x 

Brush,  artist’s,  flat,  red  sable,  No.  4:  For  oil 

color. 

Each _ 

.23 

.0668 

s 

Former  7N143-04 

F006880 _ 

x___ 

Brush,  artist’s,  flat,  red  sable,  No.  6:  For  oil 

Each... 

.28 

.0668 

s 

Former  7N143-06 

color. 

F006890  _ 

X... 

Brush,  artist’s,  flat,  red  sable,  No.  12:  For 

poster  and  show  card  color. 

Each _ 

.85 

.0402 

s 

Former  7N 134-21 

F006950  _ 

X... 

Brush,  artist’s,  round,  camel  hair  (squirrel 
hair),  No.  4 :  For  water  color. 

Each... 

.07 

.0832 

s 

Former  7N134-15 

F006960 _ 

X 

Brush,  artist’s,  round,  camel  hair  (squirrel 
hair),  No.  6 :  For  water  color. 

.0717 

s 

Former  7N142-06 

F006970 

X... 

Brush,  artist’s,  round,  camel  hair  (squirrel 
hair).  No.  8 :  For  water  color. 

Each... 

.13 

.0832 

s 

Former  7N 134-19 

F008550 

X... 

Charcoal,  drawing,  50  sticks:  5/fc-inch  diameter 

Box _ 

.42 

.0466 

s 

Former  7N 167-00 

F009305 

x 

Color,  oil,  artist’s,  black,  ivory,  1-inch  by 
4-inch  tube: 

Tube _ 

.24 

.1110 

s 

F009315 _ 

x___ 

Color,  oil,  artist’s,  blue,  cerulean,  1-inch  by 
4-inch  tube: 

Tube... 

.00 

.1110 

s 

F009320 

X 

Color,  oil,  artist’s,  blue,  cobalt,  deep,  1-inch 
by  4-inch  tube: 

Tube _ 

.90 

.1447 

s 

F009322 

X 

Color,  oil,  artist’s,  blue,  cobalt,  light,  1-inch 
by  4-inch  tube: 

Tube... 

.90 

.1110 

s 

F009325 

X 

Color,  oil,  artist’s,  blue,  ultramarine,  1-inch 
by  4-inch  tube: 

Tube... 

.39 

.1110 

s 

F009335 

X 

Color,  oil,  artist’s,  crimson,  alizarin,  deep, 
1-inch  by  4-inch  tube: 

Tube _ 

.51 

.1110 

s 

F009337 

x 

Color,  oil,  artist’s,  crimson,  alizarin,  light, 
1-inch  by  4-inch  tube: 

Tube _ 

.51 

.1110 

s 

F009345 _ 

X... 

s 

Color,  oil,  artist’s,  green,  chromium  oxide, 
opaque,  1-inch  by  4-inch  tube: 

Tube _ 

.51 

.1110 

F009355 _ 

X... 

Color,  oil,  artist’s,  madder  lake,  deep,  1-inch 
by  4-inch  tube: 

Tube _ 

.81 

.1447 

s 

F009365... _ 

X... 

Color,  oil,  artist’s,  orange,  cadmium,  1-inch 
by  4-inch  tube: 

Tube _ 

.90 

.1110 

s 

F009375 

X 

Color,  oil,  artist’s,  red,  ultramarine,  1-inch 
by  4-inch  tube: 

.45 

.1062 

s 

F009380 

X 

Color,  oil,  artist’s,  red,  Venetian,  1-inch  by 
4-inch  tube: 

.24 

.1447 

s 

F009390 

X 

Color,  oil,  artist’s,  sienna,  burnt,  1-inch  by 
4-inch  tube: 

Tube 

.24 

.1110 

s 
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Section  II — Continued 


MED  3 


CLASS  F 


NUMBER 


F009400 _ 

F009410 _ 

F009420 _ 

F009425 _ 

F009435 _ 

F009445 _ 

F009447 _ 

F009455 _ 

F009700 _ 

F009710 _ 

F009720.. _ 

F009730 _ 

F009740 _ 

F009750 _ 

F009760 _ 

F009770 _ 

F009780.. _ 

F009790. . . 

F009800 _ 

F009810 . . 

F009900 _ 

Former  7N718-00 

F009910 . . 

Former  7N718-21 

F009920 . . 

Former  7N718-22 

F009930 . . 

Former  7N718-23 

F009940 _ 

Former  7N718-24 

F009950 _ 

Former  7N718-25 

F009960 _ 

Former  7N718-26 

2 


NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT 

RATES 

Status 

Zl 

T  of  Opns 

X... 

Color,  oil,  artist’s,  umber,  burnt,  1-inch  by 

Tube... 

$0.24 

.1110 

s 

4-inch  tube: 

X... 

Color,  oil,  artist’s,  verte  emeraude,  1-inch  by 

Tube... 

.90 

.1110 

s 

4-inch  tube: 

X... 

Color,  oil,  artist’s,  violet,  cobalt,  deep,  1-inch 

Tube... 

1.20 

.0723 

s 

by  4-inch  tube: 

X... 

Color,  oil,  artist’s,  violet,  ultramarine, 

Tube... 

.45 

.0766 

s 

1-inch  by  4-inch  tube: 

X... 

Color,  oil,  artist’s,  white,  chremnitz,  approx- 

Tube... 

.36 

.1110 

s 

imately  Vfe  lb: 

X... 

Color,  oil,  artist’s,  yellow,  cadmium,  light, 

Tube... 

.90 

.1447 

s 

1-inch  by  4-inch  tube: 

X... 

Color,  oil,  artist’s,  yellow,  cadmium,  medi- 

Tube.  _ 

.90 

.1110 

s 

um,  1-inch  by  4-inch  tube: 

X... 

Color,  oil,  artist’s,  yellow,  strontium,  1-inch 

Tube... 

.60 

.1110 

s 

by  4-inch  tube: 

X 

15 

.0890 

s 

X 

Color,  show  card,  blue,  dark,  2  oz: 

15 

.0890 

s 

X... 

Color,  show  card,  blue,  light.  2  oz: 

15 

.0890 

s 

X 

15 

.0890 

s 

X... 

.15 

.0890 

s 

X... 

.  15 

.0890 

s 

X... 

15 

.0890 

s 

X... 

.'15 

.0890 

s 

X... 

15 

.0890 

s 

X... 

15 

.0890 

s 

X... 

15 

.0890 

s 

X... 

15 

.0890 

s 

X... 

Color,  water,  artist’s,  in  half  pan,  set  of  8 

Set  _ 

.23 

.1805 

s 

colors:  One  half  pan  each  of  black,  blue, 

brown,  green,  orange,  red,  violet,  and  yellow. 

With  No.  7  brush. 

X... 

Color,  water,  artist’s,  black,  in  half  pan,  12: 

Pkg - 

.20 

.0523 

s 

X... 

Color,  water,  artist’s,  blue,  in  half  pan,  12:... 

Pkg - 

.20 

.0523 

s 

X... 

Color,  water,  artist’s,  brown,  in  half  pan,  12 :_ 

Pkg - 

.20 

.0523 

s 

X... 

Color,  water,  artist’s,  green,  in  half  pan,  12:.. 

Pkg.... 

.20 

.0523 

s 

X... 

Color,  water,  artist’s,  orange,  in  half  pan,  12: 

Pkg.... 

.20 

.0523 

s 

X... 

Color,  water,  artist’s,  red,  in  half  pan,  12: _ 

Pkg.— 

.20 

.0523 

s 
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MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

LTJIT 

UNIT 

REPLACEMENT 

RATES 

Status 

PRICE 

Zl 

T  of  Opns 

F009970 _ 

X... 

Color,  water,  artist’s,  violet,  in  half  pan,  12:.. 

Pkg - 

$0.20 

.0523 

s 

Former  7N718-27 

F009980 _ 

X... 

Color,  water,  artist’s,  yellow,  in  half  pan,  12:. 

Pkg - 

.20 

.0523 

s 

Former  7N718-28 

F010450 _ 

Compass  and  divider,  combined :  With  detach¬ 
able  pen  and  pencil  points,  and  6  lead  refills. 

Each 

s 

Former  7N021-00 

F010550 _ 

X... 

Crayon,  pastel,  set  of  24  colors: 

Set _ 

.32 

.1805 

s 

Former  7N716-00 

F010580 _ 

x___ 

Crayon,  water  color,  set  of  8  colors: 

Set _ 

.13 

.3808 

s 

Former  7N261-08 

F016050 _ 

Easel,  folding:  With  tray 

1.44 

s 

F018050 _ 

X(l)_ 

Eraser,  pencil,  1 1/8  by  1 1/8  by  2V^-inch,  12: 

Artgum  type. 

Pkg.... 

.48 

.0523 

s 

Former  7N311-00 

F021550 _ 

X... 

Fixative,  charcoal,  1  qt:  _ 

Bottle  _ 

.65 

.0268 

s 

Former  7N168-00 

F033550 _ 

XC- 

Ink,  drawing,  waterproof,  green,  %  oz: 

Bottle  _ 

.13 

.0523 

s 

Former  7N424-10 

F033560 _ 

XC-_ 

Ink,  drawing,  waterproof,  orange,  %  oz: 

Bottle. 

.13 

.0523 

s 

Former  7N424-15 

F033570 _ 

xc__ 

Ink,  drawing,  waterproof,  vermilion,  %  oz:__ 

Bottle. 

.13 

.0523 

s 

Former  7N424-20 

F033580 _ 

xa_ 

Ink,  drawing,  waterproof,  white,  %  oz:  _ 

Bottle. 

.13 

.0523 

s 

Former  7N424-2d 

F041550 _ 

Knife,  palette,  straight  blade,  3-inch:  Blade 
length. 

Each 

s 

Former  7N452-00 

F061550 _ 

X... 

Paper,  construction,  assorted  colors,  9  by 
12-inch,  100  sheets: 

Pkg.... 

.23 

.0890 

s 

Former  7N753-24 

F061570 _ 

X... 

Paper,  drawing,  charcoal,  white,  19  by  24- 
inch,  100  sheets: 

Pkg.... 

1.80 

.0523 

s 

Former  7N753-05 

F061590 _ 

X... 

Paper,  drawing,  manila,  9  by  12-inch: 

Ream. . 

.40 

.0890 

s 

Former  7N753-18 

F061610 _ 

X... 

Paper,  drawing,  white,  19  by  24-inch:  Un¬ 
mounted;  medium  weight. 

Ream.. 

12.10 

.0890 

s 

Former  7N753-15 

F061630 _ 

X... 

Paper,  poster,  assorted  colors,  24  by  36-inch, 
100  sheets: 

Pkg.... 

.89 

.0890 

s 

Former  7N753-10 

F061850 _ 

X... 

Pen,  steel,  lettering,  set  of  8  points:  One 

each  size  0,  j/£,  1,  2,  3,  4,  5,  and  6;  with  hinged 
reservoirs.  (Flicker  pen.) 

Set _ 

.53 

0523 

s 

Former  7N709-00 

F061880 _ 

Pen,  wood-burning,  110  volt,  AC-DC:  With 
cord,  plug,  and  4  assorted  tips. 

Each _ 

1.14 

s 

Former  7N103-00 

F061885 _ 

X... 

Pen,  wood-burning,  heating  unit  and 
tips:  Consists  of  1  heating  unit  and  4  as¬ 
sorted  tips  for  F061880. 

Set _ 

.0183 

s 

Former  7N 104-00 

F061950 _ 

X... 

Pencil,  wood-cased,  lead,  drawing,  black, 
No.  2B: 

Dozen  _ 

.50 

.1269 

s 

Former  7N748-10 

F061960 _ 

X... 

Pencil,  wood -cased,  lead,  drawing,  black, 
No.  IiB: 

Dozen  _ 

.59 

.1269 

s 

Former  7N748-05 

F062250 _ 

X... 

Pin,  push,  glass  head,  6: 

Pkg.... 

.06 

.2539 

s 

Former  7N784-00 
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T  of  Opns 

T-square,  wood,  36-inch:  .  _  _ 

Each. ... 

s 

Former  7N987-00 

F0780SA 

X(l). 

Tape,  cellulose,  transparent,  water-insoluble 
gum,  y2-inch  width,  36  yards:  (Scotch  tape.) 

Roll _ 

$0.22 

.1269  1 _ 

s 

BLOCK  PRINTING 

F101550 

X... 

Block,  linoleum,  printing,  3-inch  by  4-inch, 
12: 

Pkg - 

1.20 

.0523 

s 

Former  7N093-03 

Flftl  Af»ft 

X... 

Block,  linoleum,  printing,  4-inch  by  6-inch, 
12: 

Pkg - 

2.25 

.0523 

s 

Former  7N093-04 

F101570 

X... 

Block,  linoleum,  printing,  6-inch  by  8-inch, 
12: 

Pkg.— 

4.05 

.0523 

s 

Former  7N093-06 

F108520 

X... 

Ink,  block  printing,  black,  4  oz: 

Tube... 

14 

.0890 

s 

Former  7N415-05 

F108530 

x___ 

Ink,  block  printing,  blue,  4  oz:  _  _ 

Tube... 

.14 

.0890 

s 

Former  7N415-10 

F108540 

X-_. 

Ink,  block  printing,  green,  4  oz: 

Tube... 

.14 

.0890 

s 

Former  7N415-15 

F108550 

X... 

Ink,  block  printing,  orange,  4  oz:.  _ 

Tube... 

.14 

.0890 

s 

Former  7N415-20 

F108560 

x___ 

Ink,  block  printing,  red,  4oz:  _ 

Tube... 

.14 

.0890 

s 

Former  7N415-25 

F108570 

x._. 

Ink,  block  printing,  yellow,  4  oz: _ 

Tube... 

.14 

.0890 

s 

Former  7N415-30 

F115850 

Press,  block  printing,  8-inch  by  12-inch: 

Maximum  block  capacity. 

Each... 

2.80 

s 

Former  7N771-00 

F117550 

X... 

Reducer,  block  printing  ink,  0/2  oz:  Dry 

Tube... 

.12 

.0890 

s 

Former  7N782-00 

conditions. 

BOOKBINDING 

F131250 

Bench,  work,  bookbinder’s:  Approximately  48 
inches  long  by  22  inches  wide  by  31  inches  high; 
with  drawer. 

Each _ 

26.70 

s 

Formerly  part  of 

7N1 17-00 

F131850 

Board,  pressing,  10-inch  by  13-inch:  Metal- 
bound. 

Each... 

2.30 

s 

F144850 

Outfit,  bookbinding,  hand  operated :  Consists 
of  trimming  shelf,  drilling  jig,  drill  back-stop, 
backing  strips,  sewing  frame  board  with  up¬ 
rights,  and  clamp.  For  use  on  FI 31 250. 

Each 

51.94 

s 

Formerly  part  of 

7N1 17-00 

F145180 

Pallet,  bookbinder’s,  lettering: 

'  Each 

21.31 

s 

F145850 

Press,  letter,  10-inch  by  15V2-inch:  Platen  size. 

Supplies,  bookbinding,  assorted:  Consists  of 
12  Idg-inch  drills,  12  needles,  3  skeins  linen 
thread,  2)^  lb.  glue,  10  sheets  gray  end  paper, 
10  sheets  white  end  paper,  30  yd.  gummed 
cloth  tape,  5  yd.  backing  flannel,  12  yd.  red 
and  gold  binding,  12  yd.  green  and  gold  bind¬ 
ing,  1  roll  binding  tape,  1  binder’s  board,  and  2 
yd.  each  black,  blue,  brown,  green,  and  red 
imitation  leather. 

Each 

49.00 

s 

F148910 

X... 

Set 

24.50 

.0095 

s 

Formerly  part  of 

7N1 17-00 

F149850 

Tool,  bookbinding,  set  of  13:  Consists  of  1  saw, 

1  chisel,  1  hammer,  2  pairs  shears,  3  knives,  1 
hand  drill,  3  bone  folders,  and  1  steel  square. 

Set _ 

14.45 

_ 

s 

Formerly  part  of 

7N 117-00 
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BRAIDING  AND  KNOTTING 

F162350 _ 

X... 

Cord,  cotton,  macrame,  black,  2  oz:  Approxi¬ 
mately  110  yards. 

Ball _ 

F162360 _ 

X... 

Cord,  cotton,  macrame,  blue,  navy,  2  oz:  Ap¬ 
proximately  110  yards. 

Ball _ 

F162370 _ 

X... 

Cord,  cotton,  macrame,  brown,  2  oz:  Ap¬ 
proximately  110  yards. 

Ball _ 

F162380 _ 

x.;. 

Cord,  cotton,  macrame,  green,  dark,  2  oz: 

Approximately  110  yards. 

Ball _ 

F162390 _ 

X... 

Cord,  cotton,  macrame,  red,  2  oz:  Approxi- 
proximately  110  yards. 

Ball.... 

F162400 _ 

X... 

Cord,  cotton,  macrame,  tan,  2  oz:  Approxi¬ 
mately  110  yards. 

Ball.... 

F162410 _ 

X... 

Cord,  cotton,  macrame,  white,  2  oz:  Ap¬ 
proximately  110  yards. 

Ball.... 

F162450 _ 

Former  7N243-05 

X... 

Cord,  cotton,  waxed  finish,  black,  y2  lb:  Ap¬ 
proximately  250  yards.  (Belfast  cord.) 

Ball.... 

F162460..  _ 

Former  7N243-20 

X... 

Cord,  cotton,  waxed  finish,  blue,  navy,  y2  lb: 

Approximately  250  yards.  (Belfast  cord.) 

Ball.... 

F162470 _ 

Former  7N243-10 

X... 

Cord,  cotton,  waxed  finish,  brown,  V2  lt> :  Ap¬ 
proximately  250  yards.  (Belfast  cord.) 

Ball.... 

FI 62480 _ 

Former  7N243-15 

X... 

Cord,  cotton,  waxed  finish,  green,  dark,  y2 

lb:  Approximately  250  yards.  (Belfast  cord.) 

Ball... 

FI 62490 _ 

X... 

Cord,  cotton,  waxed  finish,  red,  y2  lb:  Ap¬ 
proximately  250  yards.  (Belfast  cord.) 

Ball.... 

F162500 _ 

Former  7N243-25 

X... 

Cord,  cotton,  waxed  finish,  tan,  l/2  lb: 

Approximately  250  yards.  (Belfast  cord.) 

Ball... 

F162510 _ 

Former  7N243-30 

x.__ 

Cord,  cotton,  waxed  finish,  white,  V2  lb: 

Approximately  250  yards.  (Belfast  cord.) 

Ball... 

F166450 _ 

X... 

Gimp,  artificial  leather,  beveled,  3/32-inch, 
black,  100  yards: 

Spool . . 

FI 66455 _ 

X... 

Gimp,  artificial  leather,  beveled,  3/32-inch, 
blue,  100  yards: 

Spool  _ . 

F166460 _ 

x___ 

Gimp,  artificial  leather,  beveled,  %2-inch, 
brown,  100  yards: 

Spool. . 

F166465 _ 

X... 

Gimp,  artificial  leather,  beveled,  3/32-inch, 
green,  100  yards: 

Spool .  _ 

F166470 _ 

X... 

Gimp,  artificial  leather,  beveled,  3/32-inch, 
red,  100  yards: 

Spool.  . 

F166475 _ 

X... 

Gimp,  artificial  leather,  beveled,  3/(52-inch, 
red,  white,  and  blue,  combination,  100 
yards : 

Spool .  . 

F166480 _ 

X... 

Gimp,  artificial  leather,  beveled,  3/32-inch, 
white,  100  yards: 

Spool .  _ 

F166485 _ 

X... 

Gimp,  artificial  leather,  beveled,  3/32-inch, 
yellow,  100  yards: 

Spool .  _ 

F166510 _ 

X... 

Gimp,  artificial  leather,  round,  black,  100 
yards : 

Spool.  _ 

UNIT 

PRICE 

REPLACEMENT 

RATES 

Status 

Zl 

T  of  Opns 

$0.13 

.6407 

S 

.13 

.4341 

s 

.13 

.4341 

s 

.13 

.4341 

s 

.13 

.4341 

s 

.13 

.4341 

s 

.13 

.8681 

s 

.68 

.6407 

s 

.68 

.4341 

s 

.68 

.4341 

s 

.68 

.4341 

s 

.68 

.4341 

s 

.68 

.4341 

s 

.57 

.8681 

s 

.85 

.8904 

s 

.85 

.8904 

s 

.85 

.8904 

s 

.85 

.8904 

s 

.85 

.8904 

s 

.70 

.8904 

s 

.85 

.8904 

s 

.85 

.8904 

s 

.63 

.1781 

s 

S 
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F166515 _ 

x.._ 

Gimp,  artificial  leather,  round,  brown,  100 
yards: 

Spool  _  _ 

$0.63 

.1781 

s 

F166520 _ 

X... 

Gimp,  artificial  leather,  round,  green,  100 
yards : 

Spool  _  . 

.63 

.1781 

s 

F166525 _ 

X... 

Gimp,  artificial  leather,  round,  red,  100 

Spool  _ . 

.63 

.1781 

s 

yards : 

F166530 _ 

X... 

Gimp,  artificial  leather,  round,  white,  100 
yards : 

Spool  _  _ 

.63 

.1781 

s 

F166550 _ 

X... 

Gimp,  artificial  leather,  round,  extra  heavy, 
black,  100  yards: 

Spool  _  _ 

.63 

.1781 

s 

F166555 _ 

X... 

Gimp,  artificial  leather,  round,  extra  heavy, 
brown,  100  yards: 

Spool  _  _ 

.63 

.1781 

s 

F166560 _ 

X... 

Gimp,  artificial  leather,  round,  extra  heavy, 
green,  100  yards: 

SpooL  . 

.63 

.1781 

s 

F166565 _ 

X... 

Gimp,  artificial  leather,  round,  extra  heavy, 
red,  100  yards: 

Spool  _  _ 

.63 

.1781 

s 

F166570 _ 

X... 

Gimp,  artificial  leather,  round,  extra  heavy, 
white,  100  yards: 

Spool _  _ 

.63 

.1781 

s 

CARPENTRY  AND  WOODWORKING 

F204450 _ 

Bar,  wrecking,  gooseneck,  claw  and  pinch 
point,  18-inch: 

Each 

s 

Former  7N049-00 

F204850 _ 

X... 

Bit,  machine,  router,  1/4-mch,  12 :  Shank 
inch  diameter. 

Pkg—- 

15.30 

.0044 

s 

F204855 _ 

X... 

Bit,  machine,  router,  y2-inch,  12:  Shank  V6- 
inch  diameter. 

Pkg— _ 

15.30 

.0044 

s 

F204875 _ 

x_._ 

Bit,  machine,  wood  drill,  twist,  Vi-inch,  12 : 

Shank  V^-inch  diameter;  without  flat. 

Pkg - 

1.15 

.0044 

s 

F204880 _ 

X... 

Bit,  machine,  wood  drill,  twist,  %-inch,  12: 

Shank  J^-inch  diameter;  without  flat. 

Pkg.— 

1.30 

.0044 

s 

F204885 _ 

x___ 

Bit,  machine,  wood  drill,  twist,  y2-inch,  12: 

Shank  V^-inch  diameter;  without  flat. 

Pkg - 

1.60 

.0044 

g 

F204890 _ 

x... 

Bit,  machine,  wood  drill,  twist,  Vi-inch,  12: 

Shank  V£-inch  diameter;  without  flat. 

Pkg - 

1.76 

.0044 

s 

F205250 _ 

X... 

Blade,  saw,  band,  wood-cutting,  V4~inch 
width,  93%  inches  long:  Spring  set.  For  use 
with  F272650. 

Each _ 

1.16 

.0532 

g 

F205260 _ 

X... 

Blade,  saw,  coping,  6y2-inch,  12:  Pin  ends;  15 
teeth  per  inch. 

Pkg-... 

.25 

.1372 

g 

Former  7N818-10 

F205550 _ 

X... 

Bolt,  carriage,  with  square  nut,  %-inch 
diameter,  2%-inch  length,  100: 

Pkg___. 

1.11 

.0523 

s 

Former  7N 118-00 

F205650 _ 

Box,  miter,  metal,  adjustable,  with  saw: 
24-inch. 

Each... 

14.96 

s 

Former  7N131-05 

F205670 _ 

X... 

Box,  wood,  rectangular,  type  1,  size  1:  Ap¬ 
proximately  6%  by  3%  by  2%  inches;  with  de¬ 
tachable  cover. 

Each _ 

.22 

.5342 

g 

F205680__. 

X... 

Box,  wood,  rectangular,  type  1,  size  2:  Ap¬ 
proximately  10%  by  4%  by  2 %  inches;  with 
detachable  cover. 

Each _ 

.35 

.3140 

g 
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F205690 . . 

x.__ 

Box,  wood,  rectangular,  type  2,  size  1:  Ap- 

Each  __ 

$0.36 

.3140 

s 

proximately  11J4  by  534  by  3  inches;  with 

hinged  cover. 

F206550  . 

X 

Brad,  wire,  bright.  No.  14,  134-inch,  1  lb:__ 

Pkg.  „ 

.10 

.0734 

s 

F206570 _ 

X 

Brad,  wire,  bright,  No.  16,  3/4-inch,  1  lb: 

Pkg _ 

.10 

.0734 

s 

F206580 

x_ 

Brad,  wire,  bright,  No.  16,  1-inch,  1  lb: _ 

Pkg - 

.10 

.0890 

s 

Former  7N058-00 

F206590  _ 

x 

Brad,  wire,  bright,  No.  16,  134-inch,  1  lb: _ 

Pkg _ 

.10 

.0734 

s 

F206650  _ 

X 

Brad,  wire,  bright,  No.  18,  34-inch,  1  lb: 

Pkg. 

.13 

.0734 

s 

F206670 _ 

x___ 

Brad,  wire,  bright,  No.  18,  134-inch,  1  lb:. 

Pkg 

.10 

.0734 

s 

F206690  _ 

X 

Brad,  wire,  bright,  No.  20,  34-inch,  1  lb:. 

Pkg _ 

.17 

.0734 

s 

F206850 _ 

Brush,  varnish,  flat,  double-x  thickness, 

Each 

.24 

s 

Former  7N 134-26 

No.  1:  1-inch  by  1%-inch. 

F208850  _ 

Chisel,  woodworker’s,  turning,  round  point, 

Each _ 

.32 

s 

Former  7J 147-05 

34-inch:  With  handle. 

F208870  _ 

Chisel,  woodworker’s,  turning,  skew  point, 

Each 

.60 

s 

Former  7J147-10 

34-inch:  With  handle. 

F208880 

Chisel,  woodworker’s,  turning,  skew  point, 

Each 

.82 

s 

Former  7 J 147-15 

1-inch:  With  handle. 

F208890  _ 

Chisel,  woodworker’s,  turning,  spear  point, 

Each 

.32 

s 

Former  7 J 147-20 

3/2-inch:  With  handle. 

F209550  . . 

X 

Cloth,  wire,  screen,  iron  or  steel,  galvanized, 

Sq.  ft__ 

.03 

.0668 

s 

16-mesh,  36-inch  width:  In  100-foot  roll. 

F210550  .  _ 

X 

Corner,  box,  brass,  1%-inch  by  l34-inch,  12: 

Pkg—. 

.44 

.0445 

s 

With  screws. 

F214550 

Drill,  automatic:  With  adjustable  tension  and 

Each 

1.46 

s 

Former  7N298-05 

8  drill  points  in  handle  magazine. 

F214580 

Drill,  breast,  plain:  2-speed  _  _ 

Each  . 

2.99 

s 

Former  7N295-10 

F218505 

X 

Enamel,  interior,  gloss,  black,  34  pt: _ 

Can _ 

.21 

.3808 

s 

Former  7N712-02 

F218515 

X 

Enamel,  interior,  gloss,  blue,  dark,  34  Pt: - 

Can _ 

.24 

.3808 

s 

Former  7N712-06 

F218520 

x 

Enamel,  interior,  gloss,  blue,  light,  34  Pt: - 

Can  ... 

.21 

.3808 

s 

Former  7N712-18 

F218525 

X 

Enamel,  interior,  gloss,  brown,  34  Pt:  - _ 

Can. 

.24 

.3808 

s 

Former  7N712-04 

F218530 

x 

Enamel,  interior,  gloss,  gray,  34  pt: _ 

Can_.-_ 

.21 

.3808 

s 

Former  7N712-12 

F218535 

X 

Enamel,  interior,  gloss,  green,  dark,  34  pt:~. 

Can,  „ 

.24 

.3808 

s 

Former  7N712-08 

F218540 

X 

Enamel,  interior,  gloss,  green,  jade,  34  pt:.__ 

Can 

.21 

.3808 

s 

Former  7N712-16 

F218545 

x 

Enamel,  interior,  gloss,  ivory,  34  pt: _ 

Can  _ 

.21 

.3808 

s 

Former  7N712-14 

F218555 

x 

Enamel,  interior,  gloss,  orange,  34  pti _ 

Can _ 

.24 

.3808 

s 

Former  7N712-20 
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F218565 _ 

X___ 

Enamel,  interior,  gloss,  red,  dark,  V2  pt: 

Can _ 

$0.24 

.3808 

s 

Former  7N712-10 

F218570 _ 

x._. 

Enamel,  interior,  gloss,  red,  oriental,  Vfc  pt:__ 

Can _ 

.24 

.3808 

s 

Former  7N712-22 

F218575 _ 

x___ 

Enamel,  interior,  gloss,  tan,  y2  pt: _ _ 

Can _ 

.21 

.3808 

s 

Former  7N712-26 

F218580 _ 

x___ 

Enamel,  interior,  gloss,  white,  V2  pt: 

Can _ 

.21 

.3808 

s 

Former  7N712-28 

F218590 _ 

X... 

Enamel,  interior,  gloss,  yellow,  oriental,  V2 
pt: 

Can _ 

.24 

.3808 

s 

Former  7N712-24 

F221550 _ 

File,  cabinet,  open-cut,  10-inch: _ 

Each... 

.51 

s 

Former  7N343-03 

F221570 _ 

File,  flat  bastard,  12-inch: _ __ 

Each _ 

.29 

s 

Former  7N343-18 

F224550 _ 

Gage,  bit,  adjustable: _ _  _ 

Each _ 

.48 

s 

Former  7N085-00 

F226550 _ 

Gouge,  woodworker’s,  turning,  14-inch: 

With  handle. 

Each... 

.32 

s 

Former  7J292-00 

F226560 _ 

Gouge,  woodworker’s,  turning,  y2-inch: 

With  handle. 

Each... 

.32 

s 

Former  7J292-05 

F226570 _ 

Gouge,  woodworker’s,  turning,  34-inch: 

With  handle. 

Each_^_ 

.45 

s 

Former  7J292-10 

F228550 _ 

Hammer,  carpenter’s,  ripping,  straight  claw, 
bell  face,  1-lb:  With  handle. 

Each... 

.58 

s 

Former  7N393-16 

F228750 _ 

X... 

Hasp,  box,  brass,  hinged,  %-inch  by  iy8- 
inch,  12:  With  staple. 

Pkg - 

.80 

.0445 

s 

F230550 _ 

x___ 

Hinge,  butt,  wrought  brass,  middle,  i^-inch 
by  9/i6-inch,  12  pair:  Fast  pin,  no  tips.  With 
No.  0  brass  screws. 

Pkg - 

.40 

.0890 

s 

F230555 _ 

x___ 

Hinge,  butt,  wrought  brass,  middle,  1-inch 
by  13/i6-inch,  12  pair:  Fast  pin,  no  tips.  With 
No.  3  brass  screws. 

Pkg.... 

.50 

.0890 

s 

F230560 _ 

X... 

Hinge,  butt,  wrought  brass,  middle,  1  Winch 
by  1-inch,  12  pair:  Fast  pin,  no  tips.  With 
No.  4  brass  screws. 

Pkg - 

.74 

.0890 

s 

F238250 _ 

Jointer,  woodworking,  floor  model,  6-inch, 
110-220  volt,  60  cycle:  With  34  hp  motor, 
stand,  3  knives,  and  wrench. 

Each... 

83.32 

s 

F242150 _ 

Knife,  putty,  3y2-inch  blade:  Flexible,  134- 
inch  width. 

Each... 

.12 

s 

Former  7N438-00 

F242250 _ 

Knife,  sloyd,  3 Vi-inch  blade: _ 

Each _ 

.25 

s 

Former  7N449-02 

F244850 _ 

Lathe,  woodworking,  floor  model,  12-inch, 
110-220  volt,  60  cycle:  With  34  bp  motor, 
stand,  face  plate,  4-inch  and  6-inch  tool  rests, 
drive  center,  60°  tail  center,  and  wrench. 

Each... 

88.28 

s 

Former  7J408-00 

F252850 _ 

X... 

Nail,  upholsterer’s,  black,  Winch  length, 
1000: 

Pkg.... 

.66 

.1047 

s 

Former  7N642-00 

F252910 _ 

X... 

Nail,  wire,  steel,  common,  bright,  3d,  5  lb:._ 

Pkg.— 

.42 

.0523 

s 

Former  7N636-03 
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F252915 _ 

X... 

Nail,  wire,  steel,  common,  bright,  6d,  5  lb:__ 

Pkg.___ 

$0.40 

.0523 

s 

Former  7N636-06 

F252920 _ 

X... 

Nail,  wire,  steel,  common,  bright,  lOd,  5  lb:. 

Pkg - 

.38 

.0523 

s 

Former  7N636-09 

F252930.  .. 

X... 

Nail,  wire,  steel,  common,  bright,  20d,  5  lb:. 

Pkg - 

.34 

.0523 

s 

Former  7N636-12 

F252980 _ 

X... 

Nail,  wire,  steel,  finishing,  bright,  6d,  5  lb:.. 

Pkg.... 

.43 

.0523 

s 

Former  7N637-00 

F260850, 

X 

Paper,  sand,  very  fine,  No.  0000: 

Sheet . . 

.01 

22.2592 

s 

Former  7N741-30 

F261850 _ 

X... 

Pin,  escutcheon,  brass,  No.  20,  14-inch,  1  lb: 

Oval  head. 

Pkg - 

1.10 

.0445 

s 

F262250 _ 

Plane,  block,  adjustable,  6-inch :_  .  _ _ 

Each... 

1.19 

s 

Former  7N745-00 

F262270 _ 

Plane,  dado,  adjustable,  7y2-inch:  With  %6- 
inch  cutter. 

Each... 

2.28 

s 

Former  7N 75 1-00 

F262290 _  . 

Plane,  jointer,  adjustable,  22-inch:  _ 

Each _ 

4.23 

s 

Former  7N749-00 

F262405 _ 

Pliers,  flat  nose,  medium,  5-inch:  Without 

Each... 

.46 

s 

cutter. 

F262550 _ 

Plumb-bob,  steel,  solid,  6-oz:. .  _  _ _ 

Each _ 

.28 

s 

Former  7N758-00 

F263350 _ 

x___ 

Putty,  linseed  oil,  lib: _  .  _ 

Can _ 

.07 

.1047 

s 

Former  7N776-00 

F271150 _ 

Rule,  multiple-folding,  wood,  6-ft:  6-inch 
fold;  %-inch  width. 

Each. 

s 

Former  7N806-20 

F272320 _ 

Sander,  floor  model,  belt  type,  treadle  drive: 

Adjustable  seat  and  treadle  mechanism.  With 
4-inch  grinding  wheel,  6-inch  wheel  for  disks,  3 
sandpaper  disks,  and  sanding  belt. 

Each 

s 

F272325 _ 

X. 

Sander,  floor  model,  belt  type,  belt,  sand¬ 
ing:  3  by  26%  inches. 

Each  .. 

.0569 

s 

F272350 _ 

Sander,  floor  model,  12-inch  disk  wheel,  110- 
220  volt,  60  cycle:  With  %  hp  motor,  stand, 
miter  gage,  6  garnet  disks,  6  aluminous  oxide 
disks,  and  1  stick  of  compound  for  applying 
abrasive  disks  to  disk  wheel. 

Each _ 

68'.  67 

s 

F272360 

X... 

Sander,  floor  model,  12-inch  disk  wheel, 

Stick... 

.62 

.0569 

s 

compound,  adhesive,  1  lb: 

F272370 

X 

Sander,  floor  model,  12-inch  disk  wheel, 
disk,  aluminous  oxide,  medium  grit,  6: 

For  metal. 

Pkg.— 

1.35 

.0569 

s 

F272380 

X... 

Sander,  floor  model,  12-inch  disk  wheel, 

Pkg - 

1.19 

.1137 

s 

disk,  garnet,  medium  grit,  6:  For  wood. 

F272650 

Saw,  band,  woodworking,  14-inch,  110-220 
volt,  60  cycle:  With  %  hp  motor,  stand,  lamp 
attachment,  and  %-inch  saw  blade. 

Each _ 

84.70 

s 

Former  7 J  677-00 

F272750 

Saw,  circular,  woodworking,  10-inch,  110-220 
volt,  60  cycle:  With  %  hp  motor,  stand,  and 
combination  rip  and  crosscut  blade. 

Each... 

119.13 

s 
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F272850 

Saw,  coping,  frame,  6Y2- inch:  With  blade _ 

Each-  - 

s 

Former  7N818-20 

F272900 

Saw,  grooving,  wood,  6-inch  diameter,  set 

No.  1:  Consists  of  2  J^-inch  outside  blades, 

2  3^-inch  inside  cutters,  1  J^-inch  inside  cutter, 
and  1  J^-inch  inside  cutter;  with  5^-inch  hole. 
For  use  with  F272750.  (Dado  head.) 

Set _ 

$12.60 

s 

F272950 

Saw,  jig,  18-inch,  bicycle  pedal  drive:  Adjust¬ 
able  seat  and  pedal  mechanism;  with  6  saw 
blades. 

Each _ 

144.50 

s 

Former  7N821-05 

F273510 

X 

Screw,  wood,  flat  head,  No.  4,  y2-inch,  144: 

Steel. 

Box 

.0523 

s 

Former  7N832-04 

F273530 

X 

Screw,  wood,  flat  head,  No.  6,  %-inch,  144: 

Steel. 

Box 

.0523 

s 

Former  7N832-06 

F273550 

X 

Screw,  wood,  flat  head,  No.  8,  1-inch,  144: 

Box 

.1047 

s 

Former  7N832-07 

Steel. 

F273560 

X 

Screw,  wood,  flat  head,  No.  8,  1 34-inch,  144: 

Steel. 

Box 

.1047 

s 

Former  7N832-08 

F273580 

X 

Screw,  wood,  flat  head,  No.  14,  2-inch,  144: 

Box  . 

.1047 

s 

Former  7N832-14 

Steel. 

F274350 _ 

X... 

Shellac,  white,  1  gal: _  . 

Can _ 

2.50 

.1245 

s 

Former  7N888-00 

F274650 _ 

Slip,  natural  stone,  hard,  234  by  7/$  by  3/i6- 
inch,  set  of  4:  (Arkansas  stone.) 

Set _ 

1.47 

s 

F274660 _ 

Slip,  round-edge,  artificial  stone,  fine  grit, 
41/2  by  1%  by  34  by  3/16-inch:  (Carborundum 
oilstone.) 

Each... 

.32 

s 

F274665 _ 

Slip,  round-edge,  artificial  stone,  medium 
grit,  4i/2  by  1%  by  y2  by  3/16-inch:  (India  oil¬ 
stone.) 

Each-.. 

.32 

s 

F275010 _ 

Square,  carpenter’s,  steel,  one-piece,  size  12: 

Body  12-inch  by  154-inch;  tongue  8- inch  by 
1-inch. 

Each _ 

.35 

s 

Former  7N812-10 

F275020 _ 

Square,  carpenter’s,  steel,  one-piece,  size  24: 
Body  24-inch  by  2-inch;  tongue  16-inch  by 
134-inch. 

Each _ 

.84 

s 

Former  7N812-24 

F275510 _ 

X 

Stain,  oil,  maple,  yellow,  1  gal:  For  wood _ 

Stain,  oil,  oak,  light,  1  gal:  For  wood 

Can 

1.42 

0890 

s 

F275520 . . .. 

X... 

Can 

1.42 

.0890 

s 

F275530 _ 

X... 

Stain,  oil,  walnut,  1  gal:  For  wood  _ 

Can _ 

1.42 

.0890 

s 

Former  7N886-00 

F277750 _ 

Tool,  carving,  wood,  614-inch  length,  set  of  6: 

Consists  of  1  each  ^g-inch  bent  chisel,  34-inch 
skew  chisel,  54-inch  straight  chisel,  54-inch  bent 
gouge,  %2-inch  U  tool,  and  94-inch  veining  tool; 
with  wood  handles. 

Set _ 

1.75 

s 

Former  7N186-06 

F277850 _ 

Tool,  chip-carving,  wood,  set  of  3:  Consists  of 

1  each  wide  square  point  chisel,  narrow  square 
point  chisel,  and  skew  point  chisel;  with  wood 
handles. 

Set _ 

.46 

s 

F277950 _ 

Tool,  woodworker’s,  parting,  V^-inch :  With 
handle. 

Each... 

.32 

s 

F284550 _ 

X... 

Varnish,  spar,  1  gal:  _ 

Can _ 

1.52 

.1047 

s 

Former  7N950-05 
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F288550 

X 

Washer,  bolt,  %-inch,  1  lb: 

Pkg-— 

$0. 12 

.0523 

s 

Former  7N967-00 

F291010 

Wrench,  box,  double-head,  12-point,  15°, 

Set 

s 

Former  7N978-15 

short  length,  set  of  6:  One  each  %  and  ?f6- 

inch;  ^  and  %  and  ^-inch;  %  and 

yg-inch;  %  and  ys-inch;  and  1-inch. 

CERAMICS 

F302450 

X 

Clay,  modeling,  moist,  25  lb: _  _ 

Pkg 

.81 

.0172 

s 

F302470 

x 

Clay,  pottery,  dry,  terra-cotta,  5  lb: 

Pkg 

.75 

.0262 

s 

F302550 

X 

Compound,  modeling,  plastic,  blue,  1  lb: 

Pkg— 

.25 

.0262 

s 

Former  7N754-05 

(Plasticine.) 

F302560 

X 

Compound,  modeling,  plastic,  gray,  1  lb: 

Pkg.... 

.25 

.0262 

s 

Former  7N754-10 

(Plasticine.) 

F302570 

X 

Compound,  modeling,  plastic,  green,  1  lb: 

Pkg  .. 

.25 

.0262 

s 

Former  7N754-15 

(Plasticine.) 

F302580 

X 

Compound,  modeling,  plastic,  red,  1  lb: 

Pkg____ 

.25 

.0262 

s 

Former  7N754-20 

(Plasticine.) 

F302590 

X 

Compound,  modeling,  plastic,  white,  1  lb: 

Pkg.___ 

.25 

.0262 

s 

Former  7N754-25 

(Plasticine.) 

F303850 

X 

Dye,  glaze,  set  of  6  colors:  One  package  each 

Set _ 

.0523 

s 

black,  blue,  brown,  green,  red,  and  yellow.  For 

coloring  F306550. 

F306550 

X 

Glaze,  transparent,  1  qt:  Nonfiring;  for  clay, 

Can 

.0262 

s 

plaster,  or  pottery. 

F319750 

X 

Tool,  modeling,  clay,  set  of  4:  Double-ended; 

Set _ 

.45 

.0262 

s 

wood. 

GARDENING 

F335550 

Fork,  spading:  _ _  _ _ _  _ 

Each.  _ 

s 

Former  7N346-00 

* 

F336550 

Hoe,  garden:  Approximately  6H-inch  blade _ 

Each... 

.58 

s 

Former  7N409-06 

F337150 

Rake,  garden,  level  head,  14-tooth: _ 

Each.  _ 

s 

Former  7N989-00 

KITS  AND  SETS— EXTENDED  PROJECTS 

F341100 

X 

Kit,  airplane  construction,  type  1,  set  of  24: 

Set. .  _ 

1.20 

.0445 

s 

Flving  models,  12-inch  to  16-inch  wing  span. 

Each  kit  contains  materials  and  instructions  for 

fabricating  a  different  type  motorless  model. 

F341105 

X 

Kit,  airplane  construction,  type  2,  set  of  24: 

Set.... 

2.92 

.0445 

s 

Flying  models,  20-inch  to  24-inch  wing  span. 

Each  kit  contains  materials  and  instructions  for 

fabricating  a  different  type  motorless  model. 

F341110 

x 

Kit,  airplane  construction,  type  3,  set  of  12: 

Set . . 

.60 

.0523 

s 

Shelf  models.  Each  kit  contains  materials  and 

instructions  for  fabricating  a  different  type  scale 

shelf  model. 

F373150 

x 

Set,  fly-tying,  dry  and  wet  flies:  Consists  of 

Each  . 

436.20 

.0067 

s 

sufficient  equipment  and  materials  for  approxi- 

mately  2400  hours  of  activity. 
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LEATHERWORKING 

F404750 

X... 

Belt,  leather,  black,  1 34-inch  width,  44-inch 
length:  With  loops;  without  buckle.  Plain; 
suitable  for  tooling,  embossing,  and  carving. 

Each _ 

$0.42 

2.0936 

S 

Former  7N063-38 

* 

F404760 

x.__ 

Belt,  leather,  brown,  134-inch  width,  44-inch 
length:  With  loops;  without  buckle.  Plain; 
suitable  for  tooling,  embossing,  and  carving. 

Each _ 

.42 

2.0936 

S 

Former  7N063-38 

F404770 _  . 

X... 

Belt,  leather,  russet,  134-inch  width,  44-inch 
length:  With  loops;  without  buckle.  Plain; 
suitable  for  tooling,  embossing,  and  carving. 

Each... 

.42 

2.0936 

S 

F404810  . 

X.. 

Belt,  leather,  russet,  6-strand,  50-inch 
length:  With  loop  and  buckle.  For  braiding. 

Each _ 

.46 

1.2561 

s 

Former  7N064-00 

F404950 _ 

Beveler,  edge,  leather :  Forked-type  creaser;  for 
light  leather. 

Each... 

.21 

s 

Former  7N070-30 

F407350 

X 

Buckle,  1  Vi-inch,  12: 

Pkg.___ 

.50 

.1474 

s 

Former  7N157-05 

F420750  _ 

x___ 

Fastener,  slide,  interlocking,  metal,  black, 
8-inch,  12:  Leather-mounted. 

Pkg - 

2.52 

.0523 

s 

Former  7N969-05 

F420755 _ 

X... 

Fastener,  slide,  interlocking,  metal,  brown, 
8-inch,  12:  Leather-mounted. 

Pkg____ 

2.52 

.0523 

s 

Former  7N969-10 

F420850  _ 

X... 

Fastener,  snap,  spring,  7/16-inch,  black,  144: 

Bird-cage  type,  consisting  of  button,  socket, 
stud,  and  eyelet.  For  snap  setter  see  F458150. 

Pkg - 

1.21 

.0268 

s 

F420870 _ 

X- 

Fastener,  snap,  spring,  Vig-inch,  brown,  144: 

Bird-cage  type,  consisting  of  button,  socket, 
stud,  and  eyelet.  For  snap  setter  see  F458150. 

Pkg.... 

1.21 

.0268 

s 

r 

F423150  . 

X... 

Frame,  key  case,  metal,  4-hook,  swivel  type, 
144:  With  rivets  for  attaching  leather. 

Pkg.... 

3.10 

.0890 

s 

Former  7N344-00 

F441200  _ 

X... 

Kit,  belt,  type  1:  Consists  of  materials  and  in¬ 
structions  for  fabricating  1  44-inch  double-link 
black  leather  belt,  complete  with  buckle. 

Each 

.38 

1.8698 

s 

F441205 _ 

x___ 

Kit,  belt,  type  2:  Consists  of  materials  and  in¬ 
structions  for  fabricating  1  44-inch  double-link 
brown  leather  belt,  complete  with  buckle. 

Each... 

.38 

1:8698 

s 

F441210 _ 

x___ 

Kit,  belt,  type  3:  Consists  of  materials  and  in¬ 
structions  for  fabricating  1  44-inch  single-link 
black  leather  belt,  complete  with  buckle. 

Each _ 

.37 

1.8698 

s 

F441215 _ 

X... 

Kit,  belt,  type  4:  Consists  of  materials  and  in¬ 
structions  for  fabricating  1  44-inch  single-link 
brown  leather  belt,  complete  with  buckle. 

Each. 

1.8698 

s 

* 

F44130# _ 

X... 

Kit,  billfold,  type  1:  Consists  of  materials  and 
instructions  for  fabricating  1  black  leather  bill¬ 
fold,  dimensions  8%  by  334  inches  closed. 

Each... 

.92 

1.0684 

s 

F441395 _ 

x__. 

Kit,  billfold,  type  2:  Consists  of  materials  and 
instructions  for  fabricating  1  brown  leather  bill¬ 
fold,  dimensions  8%  by  334  inches  closed. 

Each... 

.92 

1.0684 

s 

F441310 _ 

X 

Kit,  billfold,  type  3:  Consists  of  materials  and 
instructions  for  fabricating  1  black  leather  bill¬ 
fold,  dimensions  434  by  334  inches  closed. 

Each _ 

.92 

1.0684 

s 

F441315 _ 

X... 

Kit,  billfold,  type  4:  Consists  of  materials  and 
instructions  for  fabricating  1  brown  leather  bill¬ 
fold,  dimensions  434  by  334  inches  closed. 

Each... 

.92 

1.0684 

s 
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F441400 

x 

Kit,  comb  case,  type  1:  Consists  of  materials 
and  instructions  for  fabricating  1  brown  leather 
comb  case  for  comb  up  to  5  by  114  inches. 

Each _ 

$0.17 

.6281 

s 

F441405 

X  a 

Kit,  comb  case,  type  2:  Consists  of  materials 
and  instructions  for  fabricating  1  green  leather 
comb  case  for  comb  up  to  5  by  1$4  inches. 

Each _ 

.17 

.6281 

s 

F441800 

X 

Kit,  key  case,  type  1 :  Consists  of  materials  and 
instructions  for  fabricating  1  4-hook  black 
leather  key  case. 

Each _ 

.52 

.6281 

s 

F441805 

X 

Kit,  key  case,  type  2 :  Consists  of  materials  and 
instructions  for  fabricating  1  4-hook  brown 
leather  key  case. 

Each _ 

.52 

.6281 

s 

F441810 

X 

Kit,  key  case,  type  3:  Consists  of  materials  and 
instructions  for  fabricating  1  6-hook  black 
leather  key  case. 

Each _ 

.62 

.6281 

s 

F441815 

X 

Kit,  key  case,  type  4:  Consists  of  materials  and 
instructions  for  fabricating  1  6-hook  brown 
leather  key  case. 

Each _ 

.62 

.6281 

s 

F441870 

x 

Kit,  leather  accessory,  type  1 :  Consists  of  404 
pieces  of  material  for  fabricating  small  leather 
articles. 

Each  __ 

.1047 

s 

F441950 

X 

Kit,  picture  frame,  type  1:  Consists  of  ma¬ 
terials  and  instructions  for  fabricating  1  brown 
leather  snapshot  folding  frame,  dimensions  3% 
by  4%  inches  closed. 

Each _ 

.83 

.6281 

s 

F441955 

X 

Kit,  picture  frame,  type  2:  Consists  of  materials 
and  instructions  for  fabricating  1  green  leather 
snapshot  folding  frame,  dimensions  3%  by  4% 
inches  closed. 

Each _ 

.83 

.6281 

s 

F444150 

X 

Lacing,  leather,  calfskin,  black,  beveled, 
3/32-inch,  100  yards: 

Spool  __ 

3.54 

.1781 

s 

Former  7N373-03 

F444160 

X 

Lacing,  leather,  calfskin,  medium  brown, 
beveled,  3/32-inch,  100  yards: 

Spool.  _ 

3.54 

.1781 

s 

Former  7N373-05 

F444170 

X 

Lacing,  leather,  calfskin,  tan,  beveled,  3/32- 
inch,  100  yards: 

Spool  _  _ 

3.54 

.1781 

s 

Former  7N373-25 

F445150 

X 

Leather,  calfskin,  black,  medium  weight: 

3  to  3}4~oz. 

Sq.  ft__ 

.47 

2.1658 

s 

Former  7N471-03 

F445160 

X 

Leather,  calfskin,  medium  brown,  medium 

Sq.  ft__ 

.47 

2.1658 

s 

Former  7N471-05 

weight:  3  to  3)4-oz. 

F445170 

X 

Leather,  calfskin,  tan,  medium  weight:  3  to 

3J^-oz. 

Sq.  ft.  _ 

.47 

2.1658 

s 

Former  7N471-25 

F448550 

Marker,  space,  lacing  or  stitching  hole:  For 

leather. 

Each. 

s 

F453250 

x 

Needle,  lacing,  leather,  12:  Steel _ 

Pkg____ 

.66 

.0523 

s 

Former  7N644-00 

F458150 

Outfit,  snap-setting:  Consists  of  hammer  and 
anvil. 

Each _ 

.60 

s 

Former  7N881-05 

F462150 

Pliers,  flat  nose,  narrow,  7-inch:  Without  cut- 

Each _ 

.78 

s 

Former  7N773-00 

ter. 

F463150 

Punch,  leather,  lacing-hole,  1 -prong:  Cuts 
slits  for  3 ^2- inch  lacing.  (Thonging  chisel.) 

Each... 

.18 

s 

Former  7N219-01 
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F463155  _ 

Punch,  leather,  lacing-hole,  4-prong:  Cuts 
slits  for  ^2-inch  lacing.  (Thonging  chisel.) 

Each... 

80.34 

Former  7N2 19-04 

F463160 

Punch,  leather,  stitching-hole,  8-prong: _ 

Each _ 

.47 

Former  7N598-26 

F470550 _ 

Rivet,  with  cap,  brown,  144:  Brass;  for  quick 
setting  with  hammer. 

Pkg____ 

.43 

.1269 

F474150 _ 

Stamp,  metal,  leather  embossing,  Indian  de¬ 
sign,  set  of  14:  For  background  stamping. 

Set.... 

4.90 

Former  7N056-00 

F477150 

x___ 

Thread,  linen,  unbleached.  No.  25/3,  200 
yards:  Right-hand  twist. 

Spool .  _ 

.2066 

F478150  _ 

Tool,  modeling,  leather,  type  1:  Double-ended, 
with  1  pointed  and  1  flattened  end.  For  fine 
or  narrow  lines. 

Each... 

.24 

Former  7N598-17 

F478155  _ 

Tool,  modeling,  leather,  type  2:  Double-ended, 
with  1  tapered  and  1  flattened  end.  For  broad 
surfaces. 

Each _ 

.25 

Former  7N598-20 

F478160 _ 

Tool,  modeling,  leather,  type  3:  Double-ended, 
with  1  round  and  1  tapered  end.  For  straight 
line  work. 

Each... 

.25 

Former  7N598-23 

F478165 _ 

Tool,  modeling,  leather,  type 4:  Double-ended, 
with  2  ball  ends.  For  repousse  or  embossing. 

Each _ 

.33 

Former  7N598-05 

F478170 _ 

Tool,  modeling,  leather,  type  5:  Double-ended, 
with  1  forked  deer-foot  and  1  pointed  end.  For 
lettering  and  double  lines. 

Each... 

.28 

Former  7N598-14 

F478180 _ 

Tool,  modeling,  leather,  type  6:  Double-ended, 
with  2  deer-foot  ends.  For  beveling  and  depress¬ 
ing  outlines,  roughing  and  stippling. 

Each... 

.24 

Former  7N598-08 

F478220 _ 

Tool,  modeling,  leather,  type  10:  Single-ended, 
with  beveled  end.  For  tracing. 

Each _ 

.12 

Former  7N598-11 

METALWORKING 

F502150 

X... 

Aluminum,  sheet,  half-hard,  No.  18  B&S 
gage,  18-inch  by  24-inch:  Bright  finish. 

Sheet  . 

.0890 

F502160 

X  _ 

Aluminum,  sheet,  half-hard,  No.  20  B&S 
gage,  18-inch  by  24-inch:  Bright  finish. 

Sheet 

.0890 

F505150 _ 

x___ 

Blade,  saw,  jeweler’s,  5-inch,  12: _ _ 

Pkg - 

Sheet __ 

.25 

.0523 

F506850 _ 

x___ 

Brass,  sheet,  rolled,  quarter-hard,  No.  32 
B&S  gage,  12-inch  by  18-inch: 

.14 

.0890 

F506870 _ 

x___ 

Brass,  sheet,  rolled,  quarter-hard,  No.  36 
B&S  gage,  12-inch  by  18-inch: 

Sheet. _ 

.10 

.0890 

F514050  _ 

Drawplate,  round  hole,  30-hole:  _ 

Each.. 

F514250 _ 

Drill,  hand,  plain:  0  to  %-inch  capacity;  with 

8  drill  points  in  handle  magazine. 

Each... 

2.39 

F5 14255 _ 

x___ 

Drill,  hand,  plain,  drill  points,  set  of  8: 

Straight  shank;  sizes  14  to  1J^4-inch. 

Set _ 

.18 

.0095 

F514550 _ 

x.__ 

Drill,  twist,  high  speed,  straight  shank,  No. 
51  wire  gage,  12: 

Pkg - 

1.04 

.0095 

F514555 _ 

x___ 

Drill,  twist,  high  speed,  straight  shank,  No. 
53  wire  gage,  12: 

Pkg.... 

1.04 

.0095 

Status 
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F514560 _ 

X... 

Drill,  twist,  high  speed,  straight  shank,  No. 
57  wire  gage,  12: 

Pkg - 

$1.04 

.0095 

s 

F514565 _ 

X... 

Drill,  twist,  high  speed,  straight  shank,  No. 
59  wire  gage,  12: 

Pkg - 

1.04 

.0095 

s 

F521250 _ 

File,  flat  bastard,  4-inch:  _ 

Each 

.12 

s 

F521260 _ 

File,  flat  bastard,  6-inch: _ 

Each _ 

.14 

s 

Former  7N343-21 

F521350 _ 

File,  half-round,  smooth,  4-inch: _ _ 

Each 

.19 

s 

F521650 _ 

File,  Swiss  pattern,  needle,  flat,  No.  0  cut, 
4-inch: 

Each... 

.17 

s 

F521660 _ 

File,  Swiss  pattern,  needle,  round,  No.  0  cut, 
4-inch: 

Each _ 

.17 

s 

F521670  _ 

File,  Swiss  pattern,  needle,  square,  No.  0  cut, 
4-inch: 

Each... 

.17 

s 

F521690 _ 

File,  Swiss  pattern,  needle,  half-round.  No.  2 
cut,  4-inch: 

Each _ 

.17 

s 

F521700 _ 

File,  Swiss  pattern,  needle,  knife,  No.  2  cut, 
4-inch: 

Each _ 

.17 

s 

F521710 _ 

File,  Swiss  pattern,  needle,  three-square,  No. 

2  cut,  4-inch: 

Each... 

.17 

s 

F523550 _ 

X 

Flux,  soldering,  silver,  8  oz: 

.Tar 

.50 

.1047 

s 

F528210  _ 

Hammer,  plastic,  4-oz:  With  wood  handle 

Each _ 

.66 

s 

Former  7N392-00 

F528220 _ 

Hammer,  machinist’s,  ball  pein,  4-oz:  With 
handle. 

Each 

s 

F528240 _ 

Hammer,  metalworker’s,  forming,  10-oz: 

With  handle. 

Each 

s 

F528250 _ 

Hammer,  metalworker’s,  planishing,  16-oz: 

With  handle;  one  flat  and  one  domed  face. 

Each... 

1.65 

s 

F544150  _ 

X... 

Lacquer,  metal,  transparent,  1  pt:  _ 

Can 

.40 

.0689 

s 

F548205 _ 

Mallet,  hardwood,  flat  face,  approximately 
4-inch  head  length:  With  handle. 

Each... 

.29 

s 

F548210 _ 

Mallet,  hardwood,  fluting,  approximately 
5-inch  head  length:  With  handle. 

Each _ 

.39 

s 

F548215 _ 

Mallet,  hardwood,  round  face,  approximately 
4-inch  head  length:  With  handle. 

Each... 

.39 

s 

F548235 _ 

(1)-- 

Mallet,  rubber,  approximately  4-inch  head 
length:  With  handle. 

Each... 

.29 

s 

F561250 _ 

X... 

Pin,  nickel  silver,  1-inch  stem,  12:  With  joint 
and  safety  catch. 

Pkg.... 

.39 

.0880 

s 

F561255 _ 

x 

Pin,  nickel  silver,  2-inch  stem,  12:  With  joint 
and  safety  catch. 

Pkg.... 

.43 

.0880 

s 

F561450 _ 

Pliers,  chain,  round  nose,  long,  7-inch:  With 
cutter. 

Each _ 

.60 

s 

F572175 _ 

Saw,  jeweler’s,  frame,  5-inch:  With  blade _ 

Silver,  sterling,  sheet,  No.  16  B&S  gage, 
3-inch  by  6-inch: 

Each  _ 

.38 

s 

F573550 _ 

X... 

Sheet  _  _ 

2.36 

.1257 

s 
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F573560 

X... 

Silver,  sterling,  sheet,  No.  18  B&S  gage, 

Sheet 

$3.70 

.1257 

s 

6-inch  by  6-inch: 

F573570 

X... 

Silver,  sterling,  sheet,  No.  20  B&S  gage, 

Sheet. 

1.48 

.0523 

s 

3-inch  by  6-inch: 

F573620 

X... 

Silver,  sterling,  strip,  spring,  hardened,  No. 

Strip... 

1.43 

.1257 

s 

18  B&S  gage,  %-inch  by  36-inch: 

F574550.  __ 

X 

Sheet. 

.38 

.0445 

s 

by  6 -inch:  For  hard  soldering. 

F574555_  _  _ 

X... 

Sheet 

.41 

.0445 

s 

3-inch  by  6-inch:  For  hard  soldering. 

F575105.  _ 

Stake,  hardwood,  flat  top.  3-inch  diameter: 

Each 

.97 

s 

Rock  maple;  for  metal  shaping. 

F575110 _ 

Each 

1.02 

s 

eter:  Rock  maple;  for  metal  shaping. 

F589550 _ 

X... 

Each 

2.00 

0190 

s 

face,  y2- inch  arbor: 

F590150 _ 

X... 

Length. 

.65 

3005 

s 

diameter,  3  feet: 

F590160. 

X.. 

Length. 

4.05 

6281 

s 

diameter,  3  feet: 

F590180 _ 

X___ 

Foot 

.35 

2  6170 

s 

F590190 _ 

X.. 

.07 

1  3085 

s 

F590210 

X... 

.02 

1  3085 

s 

F590250 _ 

X... 

Wire,  sterling  silver,  square,  No.  12  B&S  gage: 

Foot _ 

.23 

1.3085 

s 

PLASTICS 

F662250 _ 

X  . 

1.50 

.0535 

s 

parent,  1  gal: 

F663810 

x___ 

Dve.  plastic,  blue,  1  gal: 

3.90 

0095 

s 

F663815 _ 

X... 

Dye,  plastic,  gold,  1  gal: 

Can 

3.90 

0095 

s 

F663820..  ... 

x___ 

Dye,  plastic,  green,  1  gal: 

3.90 

0095 

s 

F663825 _ 

x__. 

Dye,  plastic,  red,  1  gal: 

Can 

3.90 

0095 

s 

F675305 _  . 

X 

Pke 

1.27 

.1284 

s 

diameter,  24-inch  length,  12:  Ground. 

F675315 _ 

x._ 

Plastic,  rod,  cellulose  acetate,  clear,  V^-inch 

Pkg 

3.75 

.  1284 

s 

diameter,  24-inch  length,  12:  Ground. 

F675405 _ 

X__ 

Plastic,  sheet,  cellulose  acetate,  clear,  14- 

Sheet. . 

7.23 

2214 

s 

inch  thick,  20-inch  by  50-inch: 

F675410 _ 

X... 

Plastic,  sheet,  cellulose  acetate,  clear, 

Sheet. . 

14.33 

.2214 

s 

inch  thick,  20-inch  by  50-inch: 

PRINTING 

F705750 _ 

Box,  leader:  Wood;  approximately  8-inch  by  5- 

.63 

s 

inch  by  1%-inch  outside. 

F706150 _ 

Brayer,  ink,  5-inch: 

Each 

1.96 

s 

Former  7N769-77 
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F706850  _ 

Brush,  approximately  5-inch  by  2-inch: 

Without  handle. 

Each-.. 

$0.44 

s 

Former  7N769-80 

F708150  _ 

Cabinet,  press,  and  printing  materials:  With 
12  shelves  for  galleys,  1  drawer  for  press  rollers, 

1  drying  rack  drawer,  1  chase  rack  unit,  and 

2  paper  bins. 

Each _ 

73.44 

s 

F708170  _ 

Cabinet,  type:  With  2  work  surfaces,  and  single 
tier  body  containing  1  blank  case,  1  lead  and 
slug  case,  2  two-font  cases  and  12  job  cases. 

Each _ 

72.91 

s 

Former  7N159-00 

F708750 

Can,  safety,  1-qt:  With  nozzle _  _ 

Each _ 

1.96 

s 

Former  7N769-81 

F708905  _ 

Case,  rule,  quarter-size:  Wood _ _ _ 

Each... 

1.56 

s 

Former  7N769-73 

F709750  _ 

X... 

Chart,  printing  instruction,  set  of  24:  Visual 
aids,  11-inch  by  14-inch,  showing  use  of  stand¬ 
ard  pieces  of  printing  equipment. 

Set _ 

1.96 

.0134 

s 

Former  7N 19 1-00 

F711250  _ 

Cutter,  lead  and  rule:__ 

Each 

18.13 

s 

F724250  _  _ 

Gage,  line,  printer’s,  12-inch:  With  6-point, 
12-point,  and  inch  measurements. 

Each... 

.98 

s 

F724270  _ 

Gage-pin,  press,  adjustable,  12:  Spring-tongue 
type. 

Box _ 

1.76 

s 

Former  7N769-25 

F724350 

Galley,  type,  834-inch  by  13-inch:_ 

Each _ 

.39 

s 

Former  7N769-04 

F733250 

X 

Ink,  printing,  black,  Vi  lb _  _  ..  . 

Tube... 

.37 

.0535 

s 

Former  7N769-19 

F733255 

X 

Ink,  printing,  blue,  Vi  lb:-  _ 

Tube.. 

.55 

.0268 

s 

F733265 

X 

Ink,  printing,  red,  Vi  lb: 

Tube 

.55 

0268 

s 

F733270 

X 

Ink,  printing,  white,  Vi  lb: 

Tube 

.37 

.0268 

s 

F733275 

- 

X 

Ink,  printing,  yellow,  Vi  lb: 

Tube... 

.43 

.0268 

s 

F741150 

Key,  type  quoin,  No.  1:  For  use  with  F765850.. 

Each _ 

.73 

s 

Former  7N769-11 

F742150 

Knife,  ink,  6-inch  blade:  Square  end 

Each  . 

.66 

s 

F745105 

X 

Lead,  type,  2-point,  10  lb:  .  _ 

Pkg - 

1.77 

.7851 

s 

Former  7N769-61 

F745150 

X 

Leader,  line,  10-point:  _  __  ____ 

Pound 

.91 

.0396 

s 

F760810 

X 

Paper,  bond,  white,  17  by  22-inch:  50  per  cent 
stock;  substance  26  M. 

Ream.. 

2.45 

.0890 

s 

F760850 

X 

Paper,  cover  stock,  blue,  antique  finish,  20  by 
26-inch:  Substance  100  M. 

Ream.. 

4.72 

.0190 

s 

F760855 

X 

Paper,  cover  stock,  buff,  antique  finish,  20  by 
26-inch:  Substance  100  M. 

Ream.. 

4.72 

.0190 

s 

F760860 

X 

Paper,  cover  stock,  green,  antique  finish,  20 
by  26-inch:  Substance  100  M. 

Ream.. 

4.72 

0190 

s 

F760875 

X 

Paper,  cover  stock,  red,  antique  finish,  20  by 
26-inch:  Substance  100  M. 

Ream.. 

6.33 

.0190 

s 

F760880 

x 

Paper,  cover  stock,  white,  antique  finish,  20 
by  26-inch:  Substance  100  M. 

Ream.. 

4.72 

.0190 

s 
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F760950 _ 

X___ 

Paper,  printing,  book,  white,  25  by  38-inch: 

Ream 

$3.76 

0523 

S 

Machine  finish;  substance  70  M. 

F760980 _ 

X... 

Paper,  tympan,  14-inch  width,  approximately 

Roll... 

2.50 

.0190 

s 

28-lb.' roll: 

F762750 _ 

Planer,  proof,  314-inch  by  8-inch _ _ 

Each 

1.91 

s 

Former  7N769-94 

F762770 _ 

Planer,  type,  SV^-inch  by  6-inch:  ....  _ _ 

Each 

.88 

s 

Former  7N769-95 

F763100 _ 

Press,  printing,  large,  foot-treadle  type,  8- 

Each 

395 . 25 

s 

Former  7N769-00 

inch  by  12-inch  chase:  Inside  size. 

F763200 _ 

Press,  printing,  small,  hand-lever  type,  6V2- 

Each 

100.45 

s 

Former  7N769-01 

inch  by  10-inch  chase:  Inside  size. 

F765850 _ 

Quoin,  type,  No.  1:  Small . . .  _  _ 

Pair 

1.42 

s 

Former  7N769-10 

F771250 _ 

X___ 

Rule,  type,  2-point,  24  strips:  2-ft.  strips..  _ 

Pkg 

1.62 

0402 

s 

F773250 _ 

X... 

Slug,  type,  6-point,  10  lb: _ 

Pkg - 

1  77 

.7851 

s 

Former  7N769-64 

F774100 _ 

X... 

Spaces,  type,  thin,  54  strips:  2-ft.  strips. 

Pkg 

1.52 

0134 

s 

F774120 _ 

X... 

Spaces  and  quads,  type,  6-point:.  . 

Font 

2.91 

0657 

s 

Former  7N769-49 

F774130 _ 

X... 

Spaces  and  quads,  type,  8-point: _ 

Font 

2.53 

0657 

s 

Former  7N769-50 

F774140 _ 

X... 

Spaces  and  quads,  type,  10-point :_. _ _ 

Font 

2.19 

1.0468 

s 

Former  7N769-52 

F774150 _ 

X... 

Spaces  and  quads,  type,  12-point:..  ._  _ 

Font 

2.03 

.0669 

s 

Former  7N769-54 

F774160 _ 

X... 

Spaces  and  quads,  type,  18-point: _ 

Font 

1.92 

.0669 

s 

Former  7N 769-57 

F774170 _ 

X... 

Spaces  and  quads,  type,  24-point: _ 

81 

0134 

s 

s 

F774180 _ 

X... 

Spaces  and  quads,  type,  30-point 

Font 

81 

0134 

F774190 _ 

X... 

Spaces  and  quads,  type,  36-point . 

Font 

.81 

.0134 

s 

Former  7N769-58 

F774200 _ 

x___ 

Spaces  and  quads,  type,  48-point: _ 

Font 

1  16 

.0134 

s 

Former  7N769-59 

F775105 _ 

Stick,  composing,  job,  12-inch:  2-inch  width.. 

Each 

6.56 

s 

F775110 _ 

Stick,  composing,  pica,  6-inch:  2-inch  width. 

Each 

4.18 

s 

Former  7N769-22 

F778510 _ 

X... 

Type,  art  lettering,  linear,  12-point:...  _ _ 

Font 

3  00 

0134 

s 

F778530 _ 

X... 

Type,  art  lettering,  linear,  24-point: _ 

Font 

5  25 

0134 

s 

F778560 _ 

X... 

Type,  art  lettering,  reverse,  12-point: _ 

Font 

3  74 

0134 

s 

F778580 _ 

X... 

Type,  art  lettering,  reverse,  24-point: 

Font 

6  45 

0134 

s 

F778650 _ 

X... 

Type,  Bodoni,  parentheses  and  brackets,  10- 

Font 

91 

.0134 

s 

point : 

F778750 _ 

X... 

Type,  century  old  style,  braces  and  dashes, 

Font  . 

91 

.0134 

s 

10-point: 
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F778770 _ _ _ 

X 

Type,  century  old  style,  fractions,  em-set, 

Font 

$0.91 

0134 

S 

10-point: 

F778790  ..  _ 

X 

Type,  century  old  style,  references,  10-point: 

Font 

91 

0095 

s 

F778850  _  _ 

X 

Type,  century  schoolbook,  8-point:  Consists 

Font 

9.61 

1339 

s 

Former  7N769-84 

of  10  lb.  of  type. 

F778855 _ 

X 

Type,  century  schoolbook,  10-point:  Consists 

Font 

18.17 

2  4094 

s 

Former  7N769-86 

of  20  lb.  of  type. 

F778860 _ 

X 

Type,  century  schoolbook,  12-point:  Consists 

Font 

17.12 

2677 

s 

Former  7N769-88 

of  20  lb.  of  type. 

F778865 _ 

X 

Type,  century  schoolbook,  18-point: 

Font 

4  65 

0134 

s 

F778870 _ 

X 

Type,  century  schoolbook,  36-point: 

Font 

7  29 

0134 

s 

F778875 _ 

X 

Type,  century  schoolbook,  48-point: 

Font 

11  35 

0134 

s 

F778905 _ 

X 

Type,  century  schoolbook,  bold,  6- point: 

Font 

1  94 

0134 

s 

F778910 _ 

X 

Type,  century  schoolbook,  bold,  8-point: 

Font 

2  69 

0134 

s 

F778915 _ 

X 

Type,  century  schoolbook,  bold,  10-point: _ 

Font 

3.45 

0268 

s 

Former  7N769-87 

F778920 _ 

X 

Type,  century  schoolbook,  bold,  12-point: _ 

Font 

4.02 

0134 

s 

Former  7N769-89 

F778925 _ 

X 

Type,  century  schoolbook,  bold,  18-point: _ 

Font 

5.22 

0134 

s 

Former  7N769-47 

F778930 _ 

X 

Type,  century  schoolbook,  bold,  24-point: 

Font 

4  75 

0134 

s 

F778935 _ 

X 

Type,  century  schoolbook,  bold,  30-point: 

Font 

5  99 

0134 

s 

F778955 _ 

X 

Type,  century  schoolbook,  italic,  8- point: 

Font 

2  69 

0134 

s 

F778960 _ 

X 

Type,  century  schoolbook,  italic,  10-point: 

Font 

3  45 

0134 

s 

F778965 _ 

X 

Type,  century  schoolbook,  italic,  12-point: 

Font 

4  02 

0134 

s 

F778970 _ 

X 

Type,  century  schoolbook,  italic,  18-point: 

Font 

4  98 

0134 

s 

F779100 _ 

X 

Type,  heavy  copperplate  Gothic,  6-point, 

Font 

.92 

0134 

s 

No'  21: 

F779102 _ 

X 

Type,  heavy  copperplate  Gothic,  6-point, 

Font 

92 

0134 

s 

'No.  22: 

F779104 _ 

X 

Type,  heavy  copperplate  Gothic,  6-point, 

Font 

92 

0134 

s 

No^  23: 

F779106 _ 

X 

Type,  heavy  copperplate  Gothic,  6-point, 

Font 

92 

0134 

s 

No.  24: 

F779120  _ 

X 

Type,  heavy  copperplate  Gothic,  12-point, 

Font 

1  88 

0134 

s 

'No.  25: 

F779122 _ 

X 

Type,  heavy  copperplate  Gothic,  12-point, 

Font 

1  80 

0134 

s 

No.  26: 

F779124  _ 

X 

Type,  heavy  copperplate  Gothic,  12-point, 

Font 

1 .88 

0134 

s 

Noi  27: 

F779126 _ 

X 

Type,  heavy  copperplate  Gothic,  12-point, 

Font _ 

1.80 

.0134 

s 

No;  28: 

F779200  _ 

X 

Type,  wedding  text,  8-point: _ 

Font  . 

2.31 

.0134 

s 
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F779202 

X  .. 

Type,  wedding  text,  10-point:.  ..  _  _  _ 

Font 

$2.91 

.0134 

s 

F779204  . 

x___ 

Type,  wedding  text,  12-point:  _ 

Font 

3.42 

.0134 

s 

F779206 

X 

Type,  wedding  text,  18-point: 

Font 

4.09 

.0134 

s 

SILK  SCREEN  PROCESS  PRINTING 

F783105 

X 

Cardboard,  white,  14-ply,  28  by  44-inch: 

Sheet 

.12 

1 .0829 

s 

F783305 

X-__ 

Color,  show  card,  black,  1  qt: 

Jar 

.81 

.0511 

s 

F783310 

X 

Color,  show  card,  blue,  ultramarine,  1  qt: 

Jar 

.81 

.0256 

s 

F783315 

X 

Color,  show  card,  brown,  1  qt:_  _ 

Jar 

.81 

.0256 

s 

F783325 

X 

Color,  show  card,  green,  1  qt: 

Jar 

.81 

.0256 

s 

F783330 

X. 

Color,  show  card,  green,  emerald,  1  qt:  _ 

Jar  _ 

.81 

.0256 

s 

F783340 

X 

Color,  show  card,  magenta,  1  qt: 

Jar 

.81 

.0256 

s 

F783350  . 

X 

Color,  show  card,  orange,  1  qt: 

Jar 

.81 

.0256 

s 

F783360 _ 

X 

Color,  show  card,  red,  lqt:  _  _ _ 

Jar 

.81 

.0256 

s 

F783365 

X 

Color,  show  card,  red,  dark,  1  qt: 

Jar 

.81 

.0256 

s 

F783375  _ 

X 

Color,  show  card,  vermilion,  1  qt: _ 

Jar.  _ 

.81 

.0256 

s 

F783380 

X 

Color,  show  card,  violet,  1  qt:__ 

Jar 

.81 

.0256 

s 

F783385 

X 

Color,  show  card,  white,  1  qt: 

Jar 

.81 

.0511 

s 

F783390 _ 

X 

Color,  show  card,  yellow,  1  qt: 

Jar 

.81 

.0256 

s 

F783395 

X 

Color,  show  card,  yellow,  dark,  1  qt: 

Jar _ 

.81 

.0256 

s 

F783400 

X 

Color,  show  card,  yellow,  light,  1  qt: _ 

Jar 

.81 

.0256 

s 

F785850  _ 

X 

Extender,  show  card  color,  1  gal: _ 

Can. 

1.50 

.0256 

s 

F786950 _ 

Frame,  printing,  silk  screen  process,  17-inch 

Each 

8.50 

s 

by  22-inch :  Inside  dimensions.  With  back  bar, 

hinges,  and  24- inch  by  32-inch  base  board. 

F789150 

Knife,  stencil,  set  of  2 :  With  detachable  blades 

Set _ 

1.08 

s 

F789155 

X 

Knife,  stencil,  blade,  set  of  5: _ 

Set 

.27 

.0089 

s 

F794150 

X 

Paper,  stencil,  silk  screen,  40-inch  width,  ap- 

Roll 

12.35 

.0256 

s 

proximately  300-inch  roll:  (Nufilm.) 

F796250 _ 

X(l) 

Silk,  natural,  40-inch  width:  No.  8XX 

Yard 

2.50 

.0639 

s 

F796350 

X 

Solution,  adhesive,  stencil,  1  qt: 

Can 

.41 

.0866 

s 

F796370 

X 

Solution,  cleaning,  silk  screen,  1  gal: 

Can 

.86 

.0256 

s 

F797350 _ 

(1) 

Squeegee,  12-inch:  With  rubber  blade  _ 

Each 

s 

WEAVING  AND  TEXTILES 

F808550  .  . 

X 

Card,  weaving,  100: 

Pkg - 

.57 

.0523 

s 

Former  7N 196-00 

F808700 

X 

Chenille,  cotton,  heavy,  black,  1  lb:  Approxi- 

Skein .  _ 

.2218 

s 

mately  200  yards  per  lb. 

F808705 _ 

X 

Chenille,  cotton,  heavy,  blue,  light,  1  lb: 

Skein  _  _ 

.2218 

s 

Approximately  200  yards  per  lb. 
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F808707 _ 

X... 

Chenille,  cotton,  heavy,  blue,  medium,  1  lb: 

Approximately  200  yards  per  lb. 

Skein 

.2218 

s 

F808710 _ 

X... 

Chenille,  cotton,  heavy,  brown,  light,  1  lb: 

Approximately  200  yards  per  lb. 

Skein  _ 

.2218 

s 

F808715 _ 

X... 

Chenille,  cotton,  heavy,  crimson,  1  lb:  Ap¬ 
proximately  200  yards  per  lb. 

Skein 

.2218 

s 

F808720 _ 

x___ 

Chenille,  cotton,  heavy,  gray,  1  lb:  Approxi¬ 
mately  200  yards  per  lb. 

Skein 

.2218 

s 

F808725 _ 

X... 

Chenille,  cotton,  heavy,  green,  light,  1  lb: 

Approximately  200  yards  per  lb. 

Skein 

.2218 

s 

F808727 _ 

X... 

Chenille,  cotton,  heavy,  green,  medium,  1 

lb:  Approximately  200  yards  per  lb. 

Skein 

.2218 

s 

F808735 _ 

x___ 

Chenille,  cotton,  heavy,  maroon,  1  lb:  Ap¬ 
proximately  200  yards  per  lb. 

Skein 

.2218 

s 

F808760 _ 

X... 

Chenille,  cotton,  heavy,  tan,  1  lb:  Approxi¬ 
mately  200  yards  per  lb. 

Skein 

.2218 

s 

F808765 _ 

X... 

Chenille,  cotton,  heavy,  white,  1  lb:  Approxi¬ 
mately  200  yards  per  lb. 

Skein 

.2218 

s 

F808770 _ 

X... 

Chenille,  cotton,  heavy,  yellow,  1  lb:  Approxi¬ 
mately  200  yards  per  lb. 

Skein 

.2218 

s 

F808800 _ 

x___ 

Chenille,  cotton,  regular,  blue,  light,  1  lb: 

Approximately  450  yards  per  lb. 

Skein 

.2617 

s 

Former  7N223-10 

F808810 _ 

X___ 

Chenille,  cotton,  regular,  green,  medium,  1 

lb:  Approximately  450  yards  per  lb. 

Skein 

.2617 

s 

F808820 _ 

X... 

Chenille,  cotton,  regular,  natural,  1  lb:  Ap¬ 
proximately  450  yards  per  lb. 

Skein 

.2617 

s 

Former  7N223-15 

F808860 _  _ 

X 

Chenille,  cotton,  regular,  red,  lacquer,  1  lb: 

Approximately  450  yards  per  lb. 

Skein 

.2617 

s 

Former  7N223-05 

F808880 _ 

x___ 

Chenille,  cotton,  regular,  yellow,  1  lb:  Ap¬ 
proximately  450  yards  per  lb. 

Skein 

.2617 

s 

Former  7N223-25 

F815205 _ 

X 

Dye,  aniline,  powder,  black,  1  lb: 

Can _ 

$2.30 

.0067 

s 

Former  7N281-02 

F815210 

X... 

Dye,  aniline,  powder,  blue,  imperial,  1  lb: _ 

Can _ 

2.30 

.0067 

s 

Former  7N281-08 

F815215  _ 

X 

Dye,  aniline,  powder,  brown,  golden,  1  lb: _ 

Can _ 

2.30 

.0067 

s 

Former  7N281-06 

F815220 

X-__ 

Dye,  aniline,  powder,  green,  emerald,  1  lb:__ 

Can _ 

2.30 

.0067 

s 

Former  7N281-04 

F815230 

X 

Dye,  aniline,  powder,  red,  lib:  _ _ 

Can _ 

2.30 

.0067 

s 

Former  7N281-10 

F815235 

X... 

Dye,  aniline,  powder,  rose,  1  lb:  _  _ 

Can _ 

2.30 

.0067 

s 

Former  7N281-12 

F815240 

X 

Dye,  aniline,  powder,  violet,  1  lb: 

Can _ 

2.30 

.0067 

s 

Former  7N281-16 

F815245 

X 

Dye,  aniline,  powder,  yellow,  topaz,  1  lb: _ 

Can _ 

2.30 

.0067 

s 

Former  7N281-14 

F822850 

Frame,  weaving,  hand,  adjustable:  With  ad¬ 
justable  support. 

Each... 

11.13 

s 

Former  7N341-00 
and  7N341-20 
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F831250 

Hook,  reed,  loom:  For  threading  heddles  and 
reed. 

Each 

*0.10 

s 

Former  7N411-00 

F846500 

Loom,  2-harness,  foot-treadle  type,  36-inch 
weaving  width,  complete: 

Each  _ 

42 . 50 

s 

F846600 

Loom,  4-harness,  foot-treadle  type,  32-inch 
weaving  width,  complete: 

Each 

50.60 

s 

Former  7N533-10 

F846700 

Loom,  4-harness,  foot-treadle  type,  42-inch 
weaving  width,  complete: 

Eaeh__ 

60.00 

s 

F ormer  7N533-05 

F846800 

Loom,  4-harness,  hand-operated  type,  20- 
inch  weaving  width,  complete:  Table  model. 

Each 

34.00 

s 

Former  7N534-20 

F868150 

Rack,  spool:  .  _  __  _____ 

Each _ 

5.10 

s 

Former  7N787-00 

F869150 _ 

Reel,  warping:  4-sided;  for  long  warp  chains _ 

Each 

12.14 

s 

Former  7N801-00 

F873810 

Shuttle,  loom,  flat,  18-inch: _  _ 

Each _ 

.21 

s 

Former  7N893-20 

F873820 

Shuttle,  loom,  flat,  22-inch: _ _ 

Each... 

.21 

s 

Former  7N893-20 

F873840 

Shuttle,  loom,  rug,  21-inch: _ 

Each _ 

s 

Former  7N893-10 

F873850 _  _ 

Shuttle,  loom,  throw:  No.  2__  _ 

Each _ 

.78 

s 

Former  7N893-02 

F877005  _ . . 

X... 

Thread,  cotton,  carpet  warp,  black,  4-ply, 

V2  lb:  Approximately  800  yards  per  Y2  lb. 

Tube... 

.53 

.2539 

s 

F877010 

X... 

Thread,  cotton,  carpet  warp,  blue,  4-ply, 

1/2  lb:  Approximately  800  yards  per  Y2  lb. 

Tube... 

.53 

.2539 

s 

F877015 

X... 

Thread,  cotton,  carpet  warp,  brown,  4-ply, 

1/2  lb:  Approximately  800  yards  per  Y2  lb. 

Tube... 

.53 

.2539 

s 

F877020 

X... 

Thread,  cotton,  carpet  warp,  gray,  4-ply, 

V2  lb:  Approximately  800  yards  per  Y2  lb. 

Tube... 

.53 

.2539 

s 

F877025 _ 

X... 

Thread,  cotton,  carpet  warp,  green,  4-ply, 

1/2  lb:  Approximately  800  yards  per  Yi  lb. 

Tube... 

.53 

.2539 

s 

F877035 _ 

X... 

Thread,  cotton,  carpet  warp,  natural,  4 -ply, 

V2  lb:  Approximately  800  yards  per  Y2  lb. 

Tube... 

33 

1.6171 

s 

Former  7N968-05 

F877040 _ 

X... 

Thread,  cotton,  carpet  warp,  orange,  4-ply, 

V2  lb:  Approximately  800  yards  per  Y2  lb. 

Tube... 

.53 

.2539 

s 

F877050 _ 

X... 

Thread,  cotton,  carpet  warp,  red,  4-ply,  lb: 

Approximately  800  yards  per  Y2  lb. 

Tube... 

.53 

.2539 

.  s 

F877060 _ 

X... 

Thread,  cotton,  carpet  warp,  white,  4-ply, 

x/<l  lb:  Approximately  800  yards  per  Y2  lb. 

Tube _ 

.40 

.2539 

s 

F877065  _ 

X... 

Thread,  cotton,  carpet  warp,  yellow,  4- ply, 

V2  lb:  Approximately  800  yards  per  Y2  lb. 

Tube... 

.53 

.2539 

s 

F877105  _ 

X... 

Thread,  cotton,  mercerized,  blue,  colonial, 

Tube... 

.88 

.2695 

s 

Former  7N279-06 

dark,  No.  3/2,  V2  lb:  Approximately  630  yards 
per  Y2  lb.  (Perle  cotton.) 

F877115  _ 

X... 

Thread,  cotton,  mercerized,  blue,  colonial, 

Tube... 

.88 

.2695 

s 

Former  7N279-05 

light,  No.  3/2,  Vfe  lb:  Approximately  630  yards 
per  Yt  lb.  (Perle  cotton.) 
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F877125 _ 

Former  7N279-10 

X... 

Thread,  cotton,  mercerized,  copper,  No.  3/2, 
Vi  lb:  Approximately  630  yards  per  Yi  lb. 
(Perle  cotton.) 

Tube _ 

$0.88 

.2695 

s 

F877135 _ 

Former  7N279-15 

X... 

Thread,  cotton,  mercerized,  gray,  No.  3/2, 

Vi  lb:  Approximately  630  yards  per  Yi  lb. 
(Perle  cotton.) 

Tube _ 

.88 

.2695 

s 

F877145 _ 

Former  7N279-21 

X... 

Thread,  cotton,  mercerized,  green,  dark,  No. 

3/2,  Vi  lb:  Approximately  630  yards  per  Y  lb. 
(Perle  cotton.) 

Tube___ 

.88 

.2695 

s 

F877155 _ 

Former  7N279-20 

X... 

Thread,  cotton,  mercerized,  green,  light,  No. 

3/2,  Vi  lb:  Approximately  630  yards  per  Y  lb. 
(Perle  cotton.) 

Tube... 

.88 

.2695 

s 

F877165 _ 

Former  7N279-27 

x___ 

Thread,  cotton,  mercerized,  rose,  dark,  No. 

3/2,  Vi  lb:  Approximately  630  yards  per  Y  lb. 
(Perle  cotton.) 

Tube... 

.88 

.1781 

s 

F877170 _ 

Former  7N279-25 

X... 

Thread,  cotton,  mercerized,  rose,  light,  No. 
3/2,  Vi  lb:  Approximately  630  yards  per  Yi  lb. 
(Perle  cotton.) 

Tube _ 

.88 

.1781 

s 

F877175 _ 

Former  7N279-26 

X... 

Thread,  cotton,  mercerized,  rose,  medium, 

No.  3/2,  Vi  lb:  Approximately  630  yards  per 
Yi  lb.  (Perle  cotton.) 

Tube... 

.88 

.1781 

s 

F877185 _ 

Former  7N279-30 

X... 

Thread,  cotton,  mercerized,  taupe,  No.  3/2, 
Vi  lb:  Approximately  630  yards  per  Yi  lb. 
(Perle  cotton.) 

Tube... 

.88 

.2695 

s 

F877195 _ 

Former  7N279-35 

x_._ 

Thread,  cotton,  mercerized,  yellow,  No.  3/2, 
Vi  lb:  Approximately  630  yards  per  Yi  lb. 
(Perle  cotton.) 

Tube... 

.88 

.2695 

s 

F877205 _ 

Former  7N278-05 

X... 

Thread,  cotton,  mercerized,  blue,  No.  5/2, 
Vi  lb:  Approximately  1050  yards  per  Yi  lb. 
(Perle  cotton.) 

Tube... 

.89 

.3164 

s 

F877215 _ 

Former  7N278-10 

X... 

Thread,  cotton,  mercerized,  brown,  No.  5/2, 
Vi  lb:  Approximately  1050  yards  per  Yi  lb. 
(Perle  cotton.) 

Tube _ 

.89 

.3164 

s 

F877225 _ 

Former  7N278-15 

X... 

Thread,  cotton,  mercerized,  coffee,  No.  5/2, 
Vi  lb:  Approximately  1050  yards  per  Yi  lb. 
(Perle  cotton.) 

Tube... 

.89 

.3164 

s 

F877235 _ 

Former  7N278-21 

X... 

Thread,  cotton,  mercerized,  green,  leaf,  dark, 
No.  5/2,  Vi  lb:  Approximately  1050  yards  per 
Yi  lb.  (Perle  cotton.) 

Tube... 

.89 

.3164 

s 

F877245 _ 

Former  7N278-20 

X... 

Thread,  cotton,  mercerized,  green,  leaf, 
light,  No.  5/2,  Vi  lb:  Approximately  1050 
yards  per  Yi  lb.  (Perle  cotton.) 

Tube . _ 

.89 

.3164 

s 

F877255 _ 

Former  7N278-25 

x___ 

Thread,  cotton,  mercerized,  orange,  No.  5/2, 
Vi  lb:  Approximately  1050  yards  per  Yi  lb. 
(Perle  cotton.) 

Tube _ 

.89 

.1781 

s 

F877265 _ 

Former  7N278-30 

X... 

Thread,  cotton,  mercerized,  red,  No.  5/2,  Vi 
lb:  Approximately  1050  yards  per  Yi  lb. 
(Perle  cotton.) 

Tube... 

.89 

.3164 

s 

F877275 _ 

Former  7N278-35 

X... 

Thread,  cotton,  mercerized,  rose,  No.  5/2,  Vi 

lb:  Approximately  1050  yards  per  Y  lb. 
(Perle  cotton.) 

Tube _ 

.89 

.1781 

s 

F877285 _ 

Former  7N278-40 

X... 

Thread,  cotton,  mercerized,  turquoise,  No. 

5/2,  V2  lb:  Approximately  1050  yards  per  Yi 
lb.(  Perle  cotton.) 

Tube _ 

.89 

.1781 

s 
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F877505 _ 

X... 

Thread,  cotton,  warp,  white,  No.  20/2,  1  lb: 

Approximately  8400  yards  per  lb. 

Tube _ 

$0.90 

.3164 

s 

Former  7N968-30 

F877525 _ 

x___ 

Thread,  cotton,  warp,  white,  No.  20/2,  20 
yards:  60  warp  ends;  ready- warped  spool. 

Spool . . 

.60 

2.2849 

s 

Former  7N968-50 

F877575 _ 

X... 

Thread,  cotton,  warp,  natural,  No.  24/3, 1  lb: 

Approximately  6720  yards  per  lb. 

Tube... 

.90 

.3808 

s 

Former  7N231-00 

F895150 _ 

Winder,  bobbin:  With  table  clamp_ 

Each _ 

6.38 

s 

Former  7N971-10 

F895175 _ 

Winder,  skein:  Adjustable;  4-skein 

Each _ 

6.56 

s 

Former  7N971-00 

F897505 _ 

x___ 

Yarn,  cotton,  rug  filler,  black,  4-ply,  1  lb: 

Approximately  135  yards  per  lb. 

Skein  _  _ 

.58 

.3655 

s 

F897510 _ 

X... 

Yarn,  cotton,  rug  filler,  blue,  light,  4-ply,  1 

lb:  Approximately  135  yards  per  lb. 

Skein  _  _ 

.58 

.7309 

s 

F897515 _ 

x___ 

Yarn,  cotton,  rug  filler,  blue,  medium,  4-ply, 

1  lb:  Approximately  135  yards  per  lb. 

Skein.  _ 

.58 

.7400 

s 

F897520  _ 

X. 

Yarn,  cotton,  rug  filler,  brown,  dark,  4-ply, 

1  lb:  Approximately  135  yards  per  lb. 

Skein  _  _ 

.58 

.3655 

s 

F897525 _ 

x_ 

Yarn,  cotton,  rug  filler,  brown,  light,  4-ply, 

1  lb:  Approximately  135  yards  per  lb. 

Skein  _  _ 

.53 

.3655 

s 

F897535 _ 

x___ 

Yarn,  cotton,  rug  filler,  gray,  4-ply,  1  lb: 

Approximately  135  yards  per  lb. 

Skein  _  _ 

.53 

.3655 

s 

F897540 _ 

X  __ 

Yarn,  cotton,  rug  filler,  green,  light,  4-ply, 

1  lb:  Approximately  135  yards  per  lb. 

Skein  _  _ 

.53 

.3655 

s 

F897545 _ 

X... 

Yarn,  cotton,  rug  filler,  green,  medium, 
4-ply,  1  lb:  Approximately  135  yards  per  lb. 

Skein  _  _ 

.53 

.7309 

s 

F897555 _ 

x___ 

Yarn,  cotton,  rug  filler,  henna,  4-ply,  1  lb: 

Approximately  135  yards  per  lb. 

Skein 

.53 

.3655 

s 

F897565 _ 

X... 

Yarn,  cotton,  rug  filler,  orange,  4-ply,  1  lb: 

Approximately  135  yards  per  lb. 

Skein  _  _ 

.53 

.3655 

s 

F897575 _ 

x___ 

Yarn,  cotton,  rug  filler,  red,  dark,  4-ply,  1  lb: 

Approximately  135  yards  per  lb. 

Skein .  _ 

.53 

.7309 

s 

F897580 _ 

x___ 

Yarn,  cotton,  rug  filler,  red,  light,  4-ply,  1 

lb:  Approximately  135  yards  per  lb. 

Skein  _  _ 

.53 

.7309 

s 

F897585 _ 

X... 

Yarn,  cotton,  rug  filler,  rose,  old,  4-ply,  1  lb: 

Skein 

.53 

.3655 

s 

Approximately  135  yards  per  lb. 

F897595 _ 

X... 

Yarn,  cotton,  rug  filler,  sand,  4-ply,  1  lb: 

Skein 

.53 

.7309 

s 

Approximately  135  yards  per  lb. 

F897600.  _ 

X... 

Yarn,  cotton,  rug  filler,  white,  4-ply,  1  lb: 

Skein 

.53 

.7309 

s 

Approximately  135  yards  per  lb. 

F897605 _ 

X... 

Yarn,  cotton,  rug  filler,  yellow,  4-ply,  1  lb: 

Skein 

.53 

.3655 

s 

Approximately  135  yards  per  lb. 

F898505 _ 

X... 

Yarn,  wool,  worsted,  black,  No.  4/8s,  approxi¬ 
mately  4  oz :  Approximately  250  yards  per 
lb. 

Skein  _  _ 

.46 

.6196 

s 

F898510 _ 

X... 

Yarn,  wool,  worsted,  blue,  delft,  dark,  No. 

Skein.  _ 

.46 

.9400 

s 

4/8s,  approximately  4  oz:  Approximately  250 
yards  per  } 4  lb. 
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MED  3 
Change  6 


INTRODUCTION 


1.  The  material  comprising  Change  6  to  Army  Service 
Forces  Catalog  MED  3  is  composed  of  two  sections,  as 
follows: 

a.  Section  I.  .This  part  consists  of  individual  item 
changes  in  established  classes  of  MED  3  other  than  Class 
B. 

b.  Section  II.  This  section  is  a  revision  of  Class  B 
which  supersedes  the  edition  of  that  class  included  in  ASF 
Catalog  MED  3,  Change  1,  19  September  1944.  All 
changes  on  books  included  in  Changes  2  through  5  to 
MED  3  have  been  incorporated  in  this  revision.  In  addi¬ 
tion,  a  number  of  changes  not  heretofore  published  have 
also  been  effected.  Each  of  these  latter  changes  has  been 
indicated  by  a  symbol  preceding  the  item  number;  explana¬ 
tion  of  the  symbols  is  given  in  the  key  at  end  of  the  class. 


2.  In  the  many  instances  where  corrections  in  date  and 
edition  number  are  shown,  without  change  in  item  number, 
there  is  no  intention  to  change  the  edition  from  that  cur¬ 
rently  being  procured  and  issued.  These  changes  are  for 
the  purpose  of  obtaining  an  accurate  title  listing  which 
will  be  in  conformity  with  stock  on  hand  and  in  use. 

3.  One  item,  former  B399031,  has  been  deleted,  since 
what  was  listed  as  a  1944  edition  was  actually  a  1944 
reprint  of  the  1935  (1st)  edition  as  represented  by  item 
number  B399030.  Any  stock  carried  under  B399031 
should  be  transferred  to  B399030. 

4.  One  item,  B399529,  has  been  added  with  a  Limited 
Standard  classification  to  provide  an  item  number  to 
cover  the  1943  edition  of  the  Year  Book  of  Neurology, 
Psychiatry  and  Endocrinology. 


HEADQUARTERS  ARMY  SERVICE  FORCES 
Washington  25,  D.  C.,  30  June  1945 

Army  Service  Forces  Medical  Supply  Catalog,  MED  3,  Change  6,  List  of  Items  for  Troops,  Posts,  Camps  and  Stations, 
has  been  prepared  under  the  supervision  of  The  Surgeon  General,  and  is  published  for  the  information  and  guidance  of 
all  concerned. 

[SPX  461  (21  Jun  45)] 

By  command  of  General  SOMERVELL: 


Official: 

J.  A.  ULIO  LeR.  LUTES 

Major  General  Lieutenant  General,  GSC 

The  Adjutant  General  Chief  of  Staff 

Distribution: 
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LIST  OF  ITEMS  FOR 
TROOPS,  POSTS,  CAMPS 
AND  STATIONS 
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V. 


HEADQUARTERS  ARMY  SERVICE  FORCES 

Washington  25,  D.  C.,  20  August  1945 

Army  Service  Forces  Medical  Supply  Catalog,  MED  3,  Change  7,  List  of  Items  for  Troops,  Posts,  Camps  and 
Stations,  has  been  prepared  under  the  supervision  of  The  Surgeon  General,  and  is  published  for  the  information  and 
compliance  of  all  concerned. 

[SPX  461  (1  Aug  45)] 

By  command  of  General  SOMERVELL: 


Official:  LeR.  LUTES 

EDWARD  F.  WITSELL  Lieutenant  General,  GSC 

Major  General 

Acting  The  Adjutant  General 


Distribution: 

AAF  (10) ;  AGF  (10) ;  ASF  (2) ;  T  of  Opn  (10) ;  Dept  (10) ;  Base  Comd  (2) ;  AAF  Comd  (3) ;  Arm  &  Sv  Bd(  1) ; 
S  Div  ASF  (1) ;  Tech  Sv  (2) ;  SvC  (10) ;  FC  (1) ;  Class  III  Instls  (1) ;  PE  (20) ;  H&R  (2) ;  ASF  Dep  (Med 
SEC)  (50) ;  Dep  8  (50) ;  Pro  Dist  8  (75) ;  GH  (50),  (OS)  (25) ;  SH  (750  beds  or  over)  (20),  (500  to  750  beds) 
(15),  (250  to  500  beds)  (6) ;  (100  to  250  beds)  (3) ;  (25  to  100  beds)  (2) ;  CH  (10) ;  Industrial  Disp  (2) ;  Gen 
Disp  (4) ;  Gen  &  Sp  Sv  Sch  (1) ;  Med  Tech  Sch  (4) ;  OCS  (4) ;  Tng  C  (2) ;  Repl  Tng  C  (1) ;  Repl  Tng  C  8 
(10) ;  RC  (1) ;  SvC  Lab  (2) ;  Gen  Med  Lab  (4) ;  Rest  Cp  (6) ;  Army  Trans  Sv  (1) ;  A  (10) ;  CHQ  (10) ;  D  (3)  ; 
B  (2);  R  8  (1);  Bn  8  (5);  C  8  (1);  AF  (3);  T/O  &  E  1-252  (1);  1-412  (1);  1-852  (1);  8-450RS  (1);  8-500 
Med  Det  Surg  Orgn  (1);  8-510  (6) ;  8-520  (1);  8-537T  (2);  8-538  (2);  8-571  (1);  8-572S  (1);  8-580  (2); 
8-581  (2);  8-595  (6);  8-610  (4);  8-661  (10);  8-667  (10);  8-750  (2) ;  8-760  (2);8-790  (2);  8-850  (4). 

Refer  to  FM  21-6  for  explanation  of  distribution  formula. 


MED  3 
Change  7 


1.  The  unit  prices  listed  herein  supersede  those  previously  published  in  ASF  Catalog  MED  3,  and  will  govern  in 
all  cases  of  charges  on  pay  rolls,  reports  of  surveys,  transfers,  inventories,  requisitions,  and  shipping  tickets,  except 
those  resulting  from  a  claim  against  a  contractor  or  carrier  of  materials  from  a  contractor’s  plant,  in  which  event 
the  contract  price  will  govern.  The  prices  announced  herein  are  unit  catalog  costs  which  have  been  calculated  in 
accordance  with  the  provisions  of  ASF  Circular  145,  23  April  1945. 

2.  Only  the  prices  of  the  listed  items  are  affected  by  MED  3,  Change  7.  In  all  other  respects  every  item  remains 
as  previously  described  in  ASF  Catalog  MED  3  and  previously  published  changes  thereto. 
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MED  3  , 
Change  7 


CLASS  1— DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA 


ITEM 

NO.  UNIT  COST 

1001000  Bottle _ $0.  29 

1002200  Bottle. _ _ .  37 

1002300  Box _ _ 1:  35 

1002500  Bottle. _ .35 

1003000  Bottle _  .  28 

1004000  Bottle _ _ .  88 

1005000  Bottle _  1.  09 

1005088  Pound _  .  60 

1006000  Bottle— _ _ .  78 

1007000  Bottle _ _ .  21 

1008000  Bottle _  .  91 

1009000  Bottle _  .  59 

1009088  Drum _  12.  70 

1009200  Bottle _  .  99 

1009400  Bottle _  12.  20 

1010000  Bottle _  .  49 

1010200  Bottle _  .  31 

1010300  Bottle- . .  23 

1010400  Bottle _ .  37 

1010500  Can _ _ - _  .57 

1011000  Can _  .  18 

1012000  Can _ .  57 

1012200  Jar _ _ .  11 

1012300  Jar _ .22 

1012500  Box _  .  37 

1013000  Bottle _ .26 

1015000  Can... _ .26 

1015500  Bottle _  .  16 

1015700  Bottle _  .  30 

1016000  Bottle _ .  26 

1017000  Bottle _  .  62 

1018000  Bottle _  .  12 

1019000  Bottle _ .  31 

1020000  Bottle _ .  36 

1021000  Bottle _ 1.  20 

1022000  Bottle _ .  35 

1024000  Bottle _ .  16 

1025000  Can _  .  21 

1025500  Bottle _  • .  36 

1025600  Bottle _  .  92 

1025700  Bottle- _ _  .42 

1026000  Bottle _  .  31 

1027000  Bottle _ .  42 

1027800  Bottle _ .  12 

1028000  Bottle. . — _ _  .  14 

1028200  Bottle _ 1.  14 

1028500  Bottle _ .40 

1030000  Bottle _ _  .  15 

1032000  Bottle _  .  22 

1032800  Bottle _ .  60 

1033000  Bottle _ .23 

1034000  Bottle _ .  30 

1036000  Bottle- . 5.  44 


ITEM 

NO.  UNIT  COST 

1037000  Bottle _ $0.42 

1038000  Bottle _ _ _  .59 

1039000  Bottle _  .  25 

1039800  Can _ 1.  32 

1040000  Can _  .  31 

1041000  Bottle. _ _  .  76 

1041088  Pound _ 82.70 

1041800  Bottle. _ _ _ _  .76 

1042000  Bottle _  .  21 

1043000  Ampule _  .  14 

1044000  Bottle _  1.  22 

1044088  Pound _ 17.90 

1045000  Bottle _ .  42 

1046000  Package . . 2.83 

1046088  Pound _  1.  30 

1046500  Package- . 3.85 

1048000  Bottle _  .  34 

1049000  Drum _ : . . .  4.  37 

1049500  Drum- _ _ 32.01 

1049700  Bottle _ _ _ _ _  .  19 

1049800  Can _  .  27 

1049900  Bottle . . .  .21 

1050000  Bottle _ _ _  .  18 

1051000  Bottle _ _ _ .21 

1052000  Drum _  4.  23 

1052500  Drum _  33.  40 

1053500  Vial _  .26 

1056000  Box _ 1.  62 

1057000  Bottle _  .  38 

1058500  Bottle _  .  29 

1058900  Bottle _  .  24 

1059000  Bottle _  .  20 

1059500  Box _  1.  20 

1059600  Bottle _ . _  .  21 

1059700  Bottle _  .  44 

1060000  Bottle _  .  65 

1061000  Bottle _ _  .  14 

1062000  Bottle _ _ _  .  16 

1063000  Bottle.- _  .  14 

1064000  Bottle _ _ _  .38 

1065000  Bottle _  .  23 

1065300  Bottle _  .  21 

1066000  Bottle _  .  72 

1066300  Bottle _  .  18 

1066500  Bottle _ _  .36 

1067000  Bottle _  .  21 

1067500  Bottle _ _ _  .29 

1068000  Bottle _  .  12 

1068500  Bottle _  .  26 

1068800  Bottle _ _ _ „ _  .  78 

1069000  Package _  .  30 

1070000  Bottle _ _  .  16 

1070300  Vial _ _ .  29 
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MED  3 
Change  7 

CLASS  1 -DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA— Con. 


ITEM 

NO.  UNIT 

1071000  Bottle _ 

1073000  Tube _ 

1074000  Vial _ 

1074088  Container _ 

1075000  Tube _ 

1075200  Bottle _ 

1076000  Bottle _ 

1078000  Bottle _ 

1082000  Bottle _ 

1083500  Bottle _ 

1083700  Box _ 

1084000  Bottle _ 

1084400  Box _ 

1084500  Bottle _ 

1084600  Bottle _ 

1085000  Bottle _ 

1086000  Tube _ 

1087000  Tube _ 

1087500  Box _ 

1087800  Bottle _ 

1087900  Vial _ 

1088000  Can _ 

1088200  Bottle _ 

1088500  Box _ 

1090000  Bottle _ 

1093000  Bottle _ 

1094000  Bottle _ 

1095000  Bottle _ 

1096000  Bottle _ 

1097000  Can _ 

1098000  Jar _ 

1098100  Bottle _ 

1098200  Package _ 

1098300  Package - 

1098400  Can _ 

1098500  Bottle _ _ 

1098600  Bottle _ 

1099000  Bottle _ 

1099088  Ounce _ 

1100100  Can _ 

1101000  Vial _ 

1102000  Bottle _ 

1102600  Bottle _ 

1103300  Vial _ 

1104000  Bottle _ 

1106300  Bottle _ 

1106550  Bottle _ _ 

1106600  Bottle _ 

1106700  Bottle _ 

1106800  Vial _ 

1106888  Bottle _ 

1106900  Vial _ 

1107000  Vial _ 

1107100  Bottle _ 

1107500  Vial _ 

1108000  Ampule _ 


ITEM 

COST  NO.  UNIT  COST 

$0.  15  1108300  Vial _ _ _  $0.  21 

.20  1108388  Container. _  103.00 

.  78  1108400  Bottle _  1.  66 

62.40  1108500  10. i _ _ _ _ _  1.11 

.18  1108600  Bottle _ ___ _ _ _  2.81 

1.  82  1108700  Bottle _ .  56 

.44  1109000  Bottle _ ___ _  .62 

.  083  1110000  Bottle _ _ _  .  20 

1.35  1110500  Box _ _  .22 

.14  1111000  Can _ _ _  .28 

2.65  1113800  Bottle _ __ _  .47 

.94  1114000  Can _ _ _  .073 

1.25  1115000  Can _ _  .14 

.  55  1116000  Bottle _  .  13 

3.93  1116500  Package _  .84 

1.17  1117000  Bottle _ _  .21 

.031  1117500  Box _ .69 

.12  1117700  Bottle _ .21 

.52  1118000  Bottle _ _ .10 

6.76  1118400  Bottle _ .  7S 

.50  1118700  Bottle _ _ _  .073 

2.30  1119000  Bottle _ _ ; _ _ _  1.01 

s-36  1121000  Box _ _ _ _ _  .57 

1.07  1123000  Bottle _ _ _  .71 

.47  1125505  Bottle _ _ _ _  .15 

.  12  1125515  Bottle _ _ _  2.  64 

.14  1126000  Bottle _ _ _ _  .21 

.14  1127000  Bottle _ _ _  .094 

.052  1128000  Vial _ _ _ _  '  .30 

1.46  1129000  Bottle _ _ .61 

.42  1130000  Bottle _ _ _ __ _  .21 

3.28  1131000  Bottle _ .10 

.30  1133000  Bottle-  —  .- _ _ _ - _  .21 

.  10  1135000  Bottle _ _ _ _ _ _  .  50 

.22  1136000  Bottle _ .21 

.39  1137000  Bottle _ .26 

.10  1137088  Pound _ _ _ _ _  .78 

.52  1138000  Bottle _ _ _  .12 

.60  1139000  Bottle _ _  .40 

1.50  1139500  Vial _ _ _ _ _ _  .23 

.  16  1139588  Container _  15.  44 

.47  1140000  Bottle _ _ _ .12 

.24  1142000  Bottle _ _ _  .45 

.21  1142400  Bottle _ 4.11 

1.40  1142800  Bottle _ _ _  1.30 

.20  1143000  Bottle _ ___ _  .34 

4.  50  1144000  Bottle _ _ _ _ _  .  16 

1.  72  1144300  Bottle _ _  .  16 

3.74  1145000  Bottle _ ___  2.75 

.75  1145088  Can _ 6.92 

43.  50  1148000  Bottle _ 9.  96 

.  24  1149000  Bottle _  5.  85 

.36  1149500  Tube _ _ _  .28 

3.64  1150000  Bottle _ .083 

.21  1150500  Bottle _ _  _  __________ _ 1.00 

.33  1151200  Vial _ _  _ _ _ _ .26 
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MED  3 
Change  7 


CLASS  1— DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA— Con. 


ITEM 

NO.  UNIT  COST 

1152000  Carton _  $0.  31 

1153000  Bottle, _ _  .  12 

1153050  Bottle _ _ _  .83 

1156000  Tube _  .  10 

1157000  Bottle _  .073 

1159000  Bottle _ _ _  .57 

1160000  Drum _  7.  18 

1160100  Bottle _ _ _  .40 

1160900  Vial _  .24 

1161000  Vial _ _  .26 

1161500  Bottle _  .19 

1161700  Bottle _  2.03 

1162000  Bottle _  .83 

1163000  Bottle _  .30 

1163500  Bottle _  .52 

1164000  Bottle _  .16 

1164200  Bottle _  4.  06 

1164600  Bottle _  .63 

1165000  Bottle _ _  .66 

1165500  Bottle _  .  083 

1166000  Bottle _  .052 

1166500  Bottle _  .075 

1167500  Box _  .  46 

1167905  Tube _  .47 

1167910  Tube _  .57 

1168000  Vial _  .  14 

1168500  Vial _  .  40 

1168600  Bottle _  3.  62 

1168800  Vial _  .  61 

1169000  Bottle _  .23 

1169300  Vial _  2.  74 

1169325  Bottle _  .  46 

1169400  Bottle _  .  52 

1169500  Box _ 1.25 

1169600  Bottle _  2.  70 

1170000  Bottle _  .73 

1172000  Tube _  .  71 

1173000  Box _ _ _  .  58 

1173800  Jar _  .31 

1173925  Bottle _  8.74 

1174000  Bottle _ __  5.82 

1174010  Bottle _ _  5.  30 

1174105  Vial _  .24 

1174110  Vial _  .26 

1174700  Box.„. _ _  .25 

1174900  Bottle _  .52 

1174905  Bottle _  .  78 

1174910  Bottle _  1.04 

1175200  Vial _  .13 

1175300  Box _  .  30 

1175400  Box _  .47 

1176000  Tube _  .  050 

1177000  Bottle _  -  1.25 

1177500  Box _  .  69 

1178000  Ampule _ .060 

1178100  Box _ 1.  82 


ITEM 

NO.  UNIT 

1178330  Bottle _ 

1178800  Box _ 

1178880  Bottle _ 

1178900  Box _ 

1179000  Can. . . 

1179300  Can _ 

1180000  Tube _ 

1181000  Bottle _ 

1182000  Bottle _ 

*  1183000  Bottle _ 

1184000  Bottle _ 

1185000  Bottle _ 

1188000  Bottle _ 

1188300  Vial _ 

1188500  Bottle _ 

1188505  Pound _ 

1189000  Bottle _ 

1190000  Bottle _ 

1190500  Bottle _ 

1191000  Bottle _ 

1193000  Bottle _ 

1193300  Bottle _ 

'  1193500  Can _ 

1194500  Bottle. _ 

1196000  Bottle _ 

1198000  Bottle _ 

1199000  Bottle _ 

1200000  Bottle _ 

1200500  Bottle _ 

1201000  Bottle _ 

1201500  Bottle _ 

1203000  Bottle _ 

1204000  Can _ 

1205000  Bottle _ 

1207000  Bottle _ 

1208000  Box _ 

1208300  Vial _ 

1208388  Container _ 

1208405  Vial _ 

1208410  Vial _ 

1210000  Bottle _ 

1210088  Ounce _ 

1212000  Can _ 

1212500  Bottle _ 

1213000  Bottle _ 

1213500  Bottle _ 

1214500  Vial _ .. 

1218000  Bottle _ 

1219000  Can _ 

1221000  Tube _ 

1222000  Tube _ 

1223000  Bottle _ 

1225000  Tube _ 

1225700  Bottle _ 

1226200  Vial _ 

1226300  Bottle _ 


COST 

$1.  74 
.  66 
20.  02 
1.  33 
.  13 
.  29 
.  27 
1.  41 
.  83 
.  18 
.  22 
.  31 
.  40 
.  73 
.  052 
.  67 
.  14 
.  26 
.  19 
.  56 
.  098 
.  66 
.  18 
.  47 
.  47 
.  16 
1.  09 
.  34 
.  58 
.  63 
.  72 
.  15 
.  072 
.  29 
.  21 
1.  30 
.  28 
20.  60 
.  26 
.  36 
.  38 
.  42 

1.  56 

2.  60 
.  66 

1.  87 
.  21 
.  26 

2.  01 

.  056 
.  052 
.  39 
.  62 
.  11 
.  68 
10.  40 
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MED  3 
Change  7 

CLASS  1— DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA— Con. 


ITEM 
NO. 

1226500 
1227600 
1227800 
1228000 
1228500 
1229000 
1230000 
1231000 
1231500 
1232000 
1232500 
1233000 
1233500 
1234000 
1235000 
1236000 
1237000 
1238000 
1238500 
1238700 
1239000 
1240000 
1241000 
1241700 
1242000 
1 245000 
1245100 
1245200 
1245600 
1245700 
1246000 
1246088 
1247000 
1248000 
1248200 
1248500 
1249000 
1 252000 
1252400 
1252500 
1252700 
1253300 
1253500 
1253700 
1253900 
1 256500 
1261000 

1262000  Can  _  _ 

1263000  Bottle 
1264000  Can_  _ 

1265000  Drum. 

1266000  Vial.. 

1266300  Bottle 
1267000  Bottle 
1268010  Box... 

1268015  Box... 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


ITEM 

NO.  UNIT  COST 

1269000  Bottle _  $0.  74 

1269500  Bottle _  1.  60 

1272300  Bottle _  .  91 

1272500  Bottle _  .  93 

1273000  Bottle _ ....  .31 

1273500  Bottle _ 1.  08 

1273900  Bottle _ J _  .  29 

1274000  Bottle _  .  84 

1275400  Box _ _  .  83 

1275500  Box _  8.  06 

1276000  Bottle _ 4.  42 

1278000  Bottle _  .  88 

1280000  Bottle _  .  33 

1282000  Jar _  1.  06 

1283000  Bottle _  .  70 

1284000  Jug _ 11.  67 

128&000  Jar _  .  34 

1285200  Bottle _  .  58 

1285400  Bottle _ 1.  04 

1285420  Bottle _ 4.  42 

1285500  Box _  .  21 

1285600  Box _ .  94 

1285705  Bottle _  .  30 

1285710  Bottle _  1.  86 

1285715  Box _  .  80 

1285810  Bottle _  2.  59 

1285815  Box _ .  78 

1285900  Bottle _ .22 

1288400  Vial _  .  42 

1288800  Vial _  .  26 

1289000  Vial _ .42 

1289088  Ounce _  .  25 

1290000  Bottle _  .  11 

1290500  Vial _ .23 

1290700  Vial _ .  24 

1290800  Vial _  '  .  26 

1290900  Bottle _  1.  77 

1291400  Box _  .  62 

1291600  Box _ .1 _  .  93 

1292000  Box _  5.  49 

1294000  Bottle _  9.  21 

1295000  Tube _ .031 

1295500  Tube _  .  042 

1296000  Box _  .  056 

1297000  Can _  .  12 

1298000  Package _  .  18 

1298700  Bottle _ 1.  33 

1299000  Bottle _  .  36 

1300600  Package _  1.  82 

1300700  Box. _ _  3.26 

1300805  Box _  2.  07 

1300810  Bottle _  3.  05 

1300815  Box _  4.  43 

1300900  Vial _  .  29 

1301500  Bottle _ .  13 

1301700  Vial _  .  26 

•  20  AUGUST  1945  5 


UNIT  COST 

Vial _  $0.  92 

Vial _  .  17 

Box _ .  22 

Bottle _  .  57 

Bottle _  .78 

Bottle _ ,  12 

Bottle _ .  42 

Bottle _ .  88 

Box _  .34 

Vial _  .  21 

Vial _  .20 

Vial _ - _  .  12 

Vial _  .  19 

Vial _  .  26 

Bottle _  .  45 

Box _  1.  49 

Vial _  .  70 

Bottle _  .  66 

Box _ .  81 

Bottle _  1.  56 

Bottle _ .  31 

Bottle _ .  66 

Bottle _  .  90 

Bottle _  4.  64 

Bottle _  .  23 

Bottle _  .  52 

Vial _  .  40 

Jar _  .  13 

Bottle _  .21 

Box _ 9.  36 

Ampule _  .  30 

Container _ 21.  70 

Can _  .  41 

Bottle _  .  26 

Bottle _  1.  56 

Can _ .  24 

Bottle _ .  26 

Vial _  .45 

Box _ .  96 

Flask _  .  83 

Bottle _  .  52 

Bottle _  .  57 

Bottle _ -  .  19 

Bottle _  1.  30 

Bottle _ .  65 

Vial _  .  63 

Box _  .  21 

.  42 
.  17 
.  26 
1.  51 
.  26 
1.  30 
.  55 
.  54 
1.  94 


MED  3 
Change  7 


CLASS  1— DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA— Con. 


ITEM 

NO.  UNIT  COST 

1301810  Box . $0.  88 

1301820  Box_ _ _ 3.  43 

1301900  Bottle.. _ 3.  52 

1302000  Bottle _  .  19 

1302400  Jar _ _ 1.  16 

1302800  Bottle.. _ 4.  16 

1302900  Bottle.. _ _  1.  92 

1303000  Vial _ .  16 

1304000  Bottle _  .  14 

1305000  Bottle _ .  23 

1306000  Bottle _  .  096 

1307000  Can _  1.  35 

1308000  Box _  .  42 

1308500  Bottle _  .  81 

1309000  Bottle _ _ .  64 

1310000  Bottle _ .42 

1311000  Bottle _  1.  40 

1312000  Can _  1.  75 

1313000  Bottle _ .  24 

1314000  Can _  1.  25 

1315000  Can _  1.  64 

1316000  Bottle _  .  16 

1317000  Bottle _  .  57 

1317500  Vial _  .  16 

1319000  Bottle _  .  21 

1320000  Jar _  .16 

1320500  Tube _ .  13 

1321000  Box _  .  19 

1322000  Bottle.. _ .  26 

1322050  Tube _  .  093 

1322110  Jar _ _ 1.  65 

1323000  Bottle _  1.  12 

1323500  Vial _  .  26 

1325000  Bottle _  .  36 

1325088  Pound _  9.  26 

1325300  Tube _  .  41 

1325450  Box _  .  94 

1325455  Bottle _ 3.  05 

1325500  Bottle _  .  28 

1325600  Bottle.. _ .  26 

1325700  Bottle _  .  28 

1326000  Vial _  .  14 

1327000  Carton _ .  10 

•1327500  Carton.. _ _  .10 

1328000  Carton _ .  10 

1330000  Bottle _  .  19 

1330500  Tube _  .  36 

1330700  Bottle _  1.  35 

1330805  Box _  8.  38 

1330810  Box _ 8.  74 

1330900  Bottle _  1.  82 

1331000  Bottle _  2.  18 

1332000  Bottle.. _ 1.  54 

1333000  Bottle _ 1.  56 

1333500  Bottle _ _ 1.  12 

1334000  Can. . .14 


ITEM 

NO.  UNIT  COST 

1335000  Can _ $0.  85 

1336000  Bottle _ _ .35 

1337000  Can _  .  97 

1337088  Gallon _ .  70 

1338000  Bottle _  .  19 

1339000  Bottle _  ,  26 

1339400  Bottle _ .  19 

1339600  Bottle _  .  072 

1339610  Box _  ,  52 

1339800  Bottle _  .31 

1339888  Kilogram _  62.  40 

1339900  Bottle _  .  79 

1340000  Bottle _  .  12 

1341000  Bottle _ .42 

1342000  Box _  .44 

1343000  Bottle _  .  78 

1345000  Bottle _  .  31 

1346000  Bottle _  .  68 

1348000  Tube _  .11 

1349000  Tube _  .  58 

1350000  Vial _  .  26 

1352000  Tube _  .  094 

1352505  Box _  5.  84 

1352510  Box _  7.  53 

1353000  Box _  .  30 

1353700  Bottle _  2.  60 

1354000  Tube _  .  85 

1354400  Tube _  .  31 

1354500  Box _  1.  30 

1354600  Bottle _ 1.  73 

1355000  Bottle _ .  44 

1356000  Bottle _  .  081 

1356500  Bottle _  .  49 

1357000  Bottle _  .  30 

1357200  Bottle _  1.  94 

1357500  Box _  1.  98 

1358000  Bottle _ .  21 

1358088  Pound _  .  31 

1359000  Bottle _  18 

1360000  Bottle _ .  35 

1361000  Bottle _  .  083 

1362000  Bottle _  .  10 

1363000  Bottle _  .  14 

1364000  Bottle.. _ _  .20 

1365000  Bottle _  .  16 

1365500  Bottle _  .  25 

1366000  Bottle _  ,  57 

1366700  Bottle _  .  58 

1367000  Bottle _  1.  35 

1369000  Bottle _  .  12 

1371000  Bottle _  .  31 

1371500  Bottle _  .  18 

1372000  Bottle _  .  40 

1372022  Drum _  13.  00 

1372200  Can _ 1.97 

1373000  Bottle _ .  10 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1845 


MED  3 
Change  7 

CLASS  1— DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA— Con. 


ITEM 

NO.  UNIT  COST 

1373300  Bottle _ $0.  62 

1374000  Bottle _  .  22 

1375000  Bottle _  .  21 

1376000  Bottle _  .  45 

1376600  Bottle _  .  47 

1376800  Bottle _  .  34 

1377000  Bottle _  .  56 

1379000  Package _  1.  18 

1379005  Package _  1.  80 

1379300  Package _  .  37 

1379305  Package _  .  54 

1379900  Package _  .  53 

1380000  Package _  1.  80 

1380100  Bottle _  4.  94 

1380150  Vial _  .  42 

1380200  *Box _  .  47 

1380400  Box _  .  48 

1380600  Box _  .  48 

1380800  Box _  .  50 

1380830  100 _  4.  99 

1381000  Bottle _  .  31 

1382000  Tube _  .  057 

1383000  Tube.. _  .062 

1383500  Box _  .  52 

1384000  Tube _  .  052 

1384110  Bottle _  1.  70 

1384130  Box _  3.  26 

1384135  Box _  6.  36 

1384200  Bottle _  .  73 

1384500  Bottle _  .  66 

1384700  Bottle _  4.  16 

1384800  Bottle _ 2.  34 

1385000  Can _ _ .  14 

1386000  Can _  .  14 

1387000  Bottle _  .  97 

1389000  Box _  .  45. 

1390000  Bottle _  .  89 

1391000  Bottle _  9.  70 

1392000  Vial _  .  31 

1393000  Bottle _  .  54 

1394000  Vial _ 1.  07 

1395000  Bottle _ _ .  072 

1395020  Bottle _ .  31 

1396000  Bottle _  .  052 

1397500  Bottle _  .  10 

1398000  Bottle _  .  21 

1398300  Vial _ .  26 

1401000  Bottle _  .  73 

1402000  Bottle _  .  33 

1403000  Tube _ _  .11 

1403030  Bottle _ _ _  *31 

1403100  Bottle _ 1.  39 

1403200  Bottle _  4.  68 

1403300  Bottle _  .  33 

1403500  Bottle _ _ _ _ -  .  26 

1405000  Bottle. . . . .  .  35 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  • 


ITEM 

NO.  UNIT  COST 

1406000  Bottle _  $0.  53 

1407000  Box _  l.  66 

1410000  Bottle _  1.  20 

1410300  Bottle _  .  78 

1410500  Bottle _  .  68 

1410600  Bottle _  3.  08 

1412000  Jar _  .  26 

1413000  Drum _  3.  72 

1413400  Box _  2.  60 

1413500  Box _  4.  56 

1413600  Bottle _  .  30 

1413705  Bottle _  3.  38 

1413708  Bottle _  6.  03 

1413715  Bottle _  2.  18 

1413720  Ampule _  .  24 

1413800  Bottle _  1.  02 

1414000  Can _  .  16 

1415000  Can _  .  ll 

1416000  Can _  .50 

1417000  Bottle _  .  18 

1418000  Bottle _  .  41 

1418500  Bottle _  .  12 

1419000  Bottle _  .  12 

1419012  25LBS _  2.  34 

1421000  Bottle _  .  34 

1422000  Bottle _  .  20 

1425000  Can _  .  42 

1425500  Drum _  2.  20 

1426000  Bottle _  .  10 

1427000  Bottle _  .  18 

1428000  Can _  l.  12 

1429000  Bottle _ .  22 

1429500  Bottle _  .  63 

1429800  Bottle _  .  18 

1430000  Bottle _  .  33 

1430088  Pound _  .  29 

1430500  Box _ .  85 

1430600  Box _  2.  51 

1430700  Box _  2.  78 

1431000  Bottle _  .  27 

1432000  Bottle _  .  23 

1433000  Box _  .  16 

1433500  Bottle _  .  40 

1434000  Bottle _  .  12 

1435000  Bottle _  .  58 

1435500  Bottle _  .  41 

1435700  Bottle _  .  23 

1435800  Box _ _ _  .  78 

1436000  Bottle _  .  17 

1437000  Bottle _ .  083 

1437010  Box _  1.  56 

1438000  Bottle _  .  16 

1439000  Bottle _  .  31 

1439300  Bottle _  .  14 

1440000  Bottle _  .  21 

1440500  Bottle _  .  36 
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MED  3 
Change  7 


CLASS  1— DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA— Con. 


ITEM 

NO.  UNIT  COST 

1440800  Bottle _  $0.  56 

1441000  Bottle _  .  48 

1442000  Can _  .  14 

1444000  Bottle _  .  49 

1444012  25  Lbs _ _ 10.20 

1445000  Bottle _  .  72 

1446000  Bottle . . .  .29 

1446088  Pound _  .010 

1446600  Bottle . . , _  .  12 

1448000  Can _  .  52 

1448200  Bottle _  .  24 

1449000  Bottle _ _ _  ’  .083 

1449500  Box _  .  34 

1450000  Drum__ _ 2.  81 

1451000  Bottle _  .  63 

1452000  Vial _  .  15 

1452800  Bottle _  5.  20 

1453000  Carton _ .  070 

1454000  Bottle _ .  10 

1455000  Tube _  .  062 

1456000  Bottle _  1.  51 

1457003  Bottle _  .  051 

1457005  Bottle _  .  073 

1458000  Tube _  .  042 

1459000  Tube _  .  083 

1460500  Bottle _  5.  15 

1462000  Jar _  .  63 

1462100  Bottle _  .  52 

1462200  Bottle—. _ _  8.52 

1462300  Box _  1.  29 

1462400  Bottle _  1.  35 

1462600  Bottle _  4.  16 

1463300  Bottle _  .  12 

1463500  Bottle _  1.  03 

1463588  Drum _  .  92 

1463600  Box _  .  31 

1463700  Bottle _ _ _  .90 

1463800  Bottle _  .  26 

1463900  Bottle _  6.  38 

1464000  Box _  .  42 

1464100  Bottle _  3.  17 

1464300  Bottle _  .  23 

1464388  Pound _  2.  58 

1464400  Box _  .  99 

1464450  Bottle _ .  52 

1464455  Box _  1.  14 

1464500  Bottle _ _ _  .47 

1466000  Carton _ H _ _  .021 

1466088  Pound _ 4.58 

1467000  Can _ .083 

1467200  Bottle _  .  15 

1470000  Can _ .  16 

1470300  Jar _  1.  32 

1470500  Can _  .52 

1471000  Bottle _ .094 

1472000  Box _ _ _  .42 


ITEM 

NO.  UNIT  COST 

1472305  Bottle _ $5.56 

1472310  Bottle _ .34 

1472405  Box _ .21 

1472410  Vial _  .14 

1472500  Bottle _ _  .  17 

1472600  Bottle _  .  58 

1472700  Bottle. _ _  2.  24 

1472805  Vial _  1.  14 

1472810  Vial _ 1.  14 

1473000  Bottle _  .  23 

1474000  Bottle _ . _  .26 

1475000  Bottle _  .  14 

1476000  Bottle _  .  077 

1477000  Bottle _  .  12 

1477500  Bottle _  .  89 

1478000  Bottle _  *  1.31 

1479000  Bottle _  .  49 

1483000  Bottle _  .  26 

1484000  Bottle _  .  59 

1485000  Bottle _  .  55 

1486000  Bottle _ .75 

1488000  Jar _ - _  .29 

1488300  Bottle _ ■_ _  .  10 

1488500  Bottle _  5.  38 

1488700  Bottle _ _  1.  01 

1489100  Box _ 1.  14 

1489200  Bottle _  1.  87 

1489300  Bottle _  2.  34 

1489500  Package _  .  42 

1489600  Package _  .  42 

1489700  Vial _  .  12 

1489800  Vial _  .  42 

1490000  Vial _  .  073 

1490200  Vial _  .  62 

1490250  Bottle _  4.  68 

1490300  Bottle _  .  33 

1490405  Box _  .  24 

1490410  Bottle _  .11 

1490500  Bottle _ _  .  41 

1491000  Bottle- _  .  55 

1491700  Box _ _ 3.  53 

1492000  Tube _  .  14 

1493000  Cake _ _  .  44 

1494000  Bottle _  .  95 

1494500  Bottle _  .  58 

1494990  Jar _ .  45 

1495000  Jar _ .36 

1496000  Vial _ _ _  .062 

1497000  Bottle _ _  .  26 

1498000  Vial _ .39 

1498500  Bottle _  .  72 

1498705  Bottle _  .  26 

1498710  Bottle _  3.  33 

1500000  Bottle _  .  16 

1500500  Bottle _  .  29 

1501000  Can._ . .32 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 
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MED  3 
Change  7 

CLASS  1— DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA— Con. 


ITEM 

NO.  UNIT  COST 

1501088  Pound _  $0.  19 

1502000  Jar _  .  19 

1502500  Jar _  ,14 

1502700  Bottle _  ,  17 

1503000  Carton _ ,  16 

1503088  Pound _  .  13 

1504000  Bottle _ .  26 

1584000  Vial _  5.  20 

1585000  Vial _  L  47 

1590000  Vial _  4.  16 

1594001  Package _  .  17 

1594002  Package _ _  .  18 

1594003  Package _  .18 

1594004  Package _  .  18 

1594005  Package _  .  18 

1594006  Package _  .  18 

1594007  Package _  .  18 

1594008  Package _  .  18 

1594009  Package _ .  18 

1594010  Package _  .  18 

1594011  Package _ _ _  .  18 

1594012  Package _  .  18 

1594013  Package _  .  18 

1594014  Package _  .  18 

1594015  Package _ .  18 

1594016  Package _  .  18 

1594017  Package _  .  18 

1594018  Package _  .  18 

1594019  Package _  .  18 

1594020  Package _  .  18 

1594021  Package _  .  18 

1594022  Package _  .  18 

1594023  Package _  .  18 

1594024  Package _  .  18 

1594025  Package _ _  .  18 

1594027  Package _ -  .  18 

1594028  Package _  .  18 

1594029  Package _  .  18 

1594031  Package _  .  18 

1594032  Package _ _  .  18 

1594033  Package _  .  18 

1594201  Vial _ . _ .  .  42 

1594202  Vial _  .  42 

1594203  Vial _  .42 

1594204  Vial _  .42 

1594205  Vial _  .  42 

1594206  Vial _ .  .  42 

1594207  Vial _  .42 

1594208  Vial _  .  42 

1594209  Vial _  .  42 

1594210  Vial _  .  42 

1594211  Vial. _ _  .42 

1594212  Vial _  .42 

1594213  Vial _ —  .42 

1594214  Vial _ _ .  .42 

1594215  Vial _ .  .42 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  • 


ITEM 

NO.  UNIT  COST 

1594216  Vial _  $0.  42 

1594217  Vial _  .42 

1594218  Vial _  .  42 

1594219  Vial _ _  .42 

1594220  Vial _  42 

1594221  Vial _  .  42 

1594222  Vial _  .  42 

1594223  Vial _  42 

1594224  Vial _  42 

1594225  Vial _  42 

1594227  Vial _  42 

1594228  Vial _  42 

1594229  Vial _  42 

1594231  Vial _  42 

1594232  Vial _  42 

1594233  Vial _  42 

1595001  Package _  k  18 

1595002  Package _  k  18 

1595003  Package _  ,  18 

1595004  Package _  ■,  18 

1595005  Package _  .  18 

1595006  Package _  .  18 

1595201  Vial _  .  50 

1595202  Vial _  .  50 

1595203  Vial _ ... _  .  50 

1595204  Vial _  .  50 

1595205  Vial _  .  50 

1595206  Vial _  .  50 

1600200  Vial _  11.  44 

1600600  Vial _ , _  11.44 

1600700  Vial _  11.  44 

1600800  Vial _  11.  44 

1600900  Vial _  11.  44 

1601100  Vial _  11.  44 

1601500  Vial _  .  17 

1602000  Vial _ .  92 

1603000  Vial _  .  083 

1603100  Vial _  .083 

1604000  Vial _  .  12 

1604100  Vial _  .  11 

1605005  Vial _  3.  16 

1605010  Vial _  4.  11 

1605015  Vial _  4.  26 

1605500  Vial _ 1.  20 

1605900  Bottle _  9.  94 

1606050  Vial _  13.  28 

1606500  Package _  10.  87 

1606800  Ampule _  .  76 

1606810  Vial _  1.  08 

1607000  Vial _  .  58 

1607500  Vial _ _  ,28 

1607600  Vial _  24 

1608100  Vial _  1.  74 

1608200  Vial _  .  21 

1608300  Set. _ _ .55 

1608400  Vial _  1.  09 
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MED  3 
Change  7 

CLASS  1— DRUGS,  CHEMICALS,  BIOLOGICAL  STAINS,  AND  CULTURE  MEDIA— Con. 


ITEM 

NO.  UNIT  COST 

1608500  Vial _ $0.  77 

1608600  Vial _  1.  09 

1608700  Vial _ .  77 

1608800  Package _  5.  08 

1608900  Package _  4.  47 

1609000  Package _  .  20 

1611000  Vial _  .  16 

1612000  Vial _  1.  02 

1612500  Vial _  .  042 

1612700  Vial _ _  .21 

1622800  Vial _ _  .  65 

1613000  Package _  2.  08 

1613200  Package _  7.  80 

1613600  Vial _  .  51 

1613700  Vial_- _ .96 

1615000  Vial _  .  18 

1700000  Bottle _  6.  24 

1701500  Bottle _  1.  56 

1702000  Bottle _  3.  74 

1703000  Bottle _  11.86 

1703300  Package _  3.  54 

1703400  Package _ _ 3.  12 

1705000  Vial _ _ --  1.  87 


ITEM 

NO.  UNIT  COST 

1730000  Bottle— _ $1.  14 

1731000  Tube _ 1.  04 

1731500  Bottle _  .  16 

1731900  Package _  3.  90 

1732000  Package _ 4.  16 

1732300  Bottle _ 3.  12 

1732500  Bottle _ 2.08 

1733000  Bottle _  3.  12 

1734000  Bottle _ 2.08 

1735000  Dose _  .  43 

1737000  Dose _  .  11 

1739300  Bottle _  10.  40 

1739500  Bottle _  .  52 

1750000  Set _  2.  60 

1750200  Bottle _ .52 

1750400  Each__ _  .  21 

1750600  Each _ .10 

1750800  Each _  .  16 

1751C00  Set _  2.  60 

1751200  Bottle _ .  52 

1751400  Each _  .  21 

1815500  Each _ 6.07 

1825700  Each _ _ .  15 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1945 


MED  3 
Change  7 


CLASS  2— SURGICAL  DRESSINGS 


ITEM 

NO.  UNIT  COST 

2001000  Carton _ $1.  33 

2002000  Carton _  2.  08 

2002200  Carton _ 3.  10 

2002400  Carton _ ; _  4.  15 

2002500  Carton _  6.  74 

2002600  Carton _ ___  2.  07 

2002700  Carton _ 2.  81 

2003000  Carton _  4.  78 

2004000  Box _ _______  .  39 

2005000  Box _  .  86 

2006000  Box _  1.  30 

2008000  Box _ .  89 

2009000  Box _  1.  39 

2011000  Carton _ _  2.00 

2012000  Package _ 1.  61 

2013000  Package _ .  053 

2014000  Carton _  .  45 

2015000  Carton _  .  37 

2016000  Package _ .  36 

2016500  Package _  7.  51 

2021000  Carton _  .  20 


ITEM 

NO.  UNIT  COST 

2022000  Carton _  $0.  75 

2023000  Package _ 2.  82 

2024000  Package _ j. _  .  099 

2025400  Bag _  8.  57 

2027000  Yard _  .  13 

2028000  Package _  5.  04 

2028500  Package _  7.  54 

2030000  Each _  .  21 

2031000  Box _ _ _  .23 

2031900  Package _  .  16 

2032500  Package _  .  099 

2034000  Spool _ .  075 

2035000  Spool _ .  24 

2035500  Roil _ 1.  65 

2037000  Can _  .  19 

2037200  Drum _  1.  61 

2038000  Tube _  2.  74 

2039000  Package _  1.  25 

2040000  Package _  2.  60 

2041000  Package _ 3.  38 

2042000  Package _ .  053 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  20  AUGUST  1945 
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MED  3 
Change  7 


CLASS  3 — SURGICAL  EQUIPMENT  AND  SUPPLIES 


ITEM 

NO.  UNIT  COST 

3000800  Each _ , _  $5.20 

3001000  Each _  5.  20 

3001200  Each _  6.  76 

3001500  Each _  3.  59 

3001800  Each _ _ .  12 

3002000  Each _  .  10 

3003000  Each _  *  16 

3004000  Each _  .  16 

3005000  Each _  .  36 

3006100  Each _  12.  80 

3006500  Each _ 6.  50 

3006550  Each _  4.  78 

3007000  Each _  .  94 

3008500  Each _  .  52 

3009000  Each _  2.  29 

3010000  Each _  2.  29 

3011000  Each _  2.29 

3011525  Each _  1.06 

3032000  Each _  4.  37 

3034000  Each _  4.  37 

3036000  Each _  4.  37 

3038000  Each _  4.  37 

3039000  Each _  4.  37 

3039200  Each.., _ 4.  37 

3039400  Each _ '  4.  37 

3039600  Each _  3.  67 

3039800  Each _  4.  37 

3040000  Each _  3.  67 

3041000  Setr _  1.  30 

3042000  Each _ _  3.  74 

3043000  Each _  3.  74 

3044000  Each _  3.  74 

3045000  Each _  3.  74 

3046000  Each _  3.  74 

3047000  Each _  1.  14 

3048000  Each _  1.  14 

3049000  Each _  1.  14 

3050000  Each _  1.  14 

3051000  Each... _ _  1.  14 

3052000  Each . . . ___  L  14 

3053000  Each... _ 13.  31 

3053500  Each _ 15.  80 

3054000  Each _  13.  31 

3054500  Each _ 13.  31 

3056000  Each _  15.  20 

3056200  Each _  17.  70 

3056500  Each _  13.  62 

3060500  Each;... _ _  .  78 

3061000  Each. . .  99 

3064000  Each _  .  47 

3064300  Each. . 1.  94 

3064400  Each _  1.  56 

3065000  Each _ _ .  28 


ITEM 

NO.  UNIT  COST 

3066000  Each _ $1.  46 

3067000  Each _  1.  04 

3068000  Each _  1.  20 

3070500  Each _  3.  64 

3073008  Each _ _ 195.  00 

3073014  Each _ 195.00 

3075000  Each _  856.  00 

3076000  Each _  53.  30 

3077000  Each _ 35.  88 

3086000  Each _  3.  64 

3090000  Each _ 151.00 

3090500  Set _  4.  99 

3091000  Each _  15.  00 

3092000  Each _  .  68 

3093000  Each _  .  88 

3094000  Each _  .  68 

3098990  Each _  1.  66 

3099000  Each _  1.  04 

3100000  Each _  1.  04 

3100010  Each _ 1.  60 

3100015  Each _  1.  63 

3100990  Each _  1.  65 

3101000  Each _ 1.  04 

3102000  Each _  1.  04 

3102010  Each.... _  1.  60 

3102015  Each _  1.  64 

3107000  Each _ .  12 

3108000  Each _  .  16 

3109000  Each _ .  12 

3110000  Each _  .  16 

3111000  Each _  .16 

3112000  Each _  .26 

3112800  Each _ _ 1.37 

3113000  Each _ , _  .28 

3113100  Each.. _ _ _  1.36 

3113300  Each _ _ _ .84 

3114000  Each _ 1 _  1.  56 

3116000  Each _ 1.  56 

3117000  Each _  1.  56 

3119000  Each _  2.08 

3120000  Each _  2.  08 

3121000  Each _  2.  08 

3122000  Each _ 2.  34 

3123000  Each _ 2.  34 

3124000  Each _ _ 2.  34 

3124200  Each _ 2.  63 

3124400  Each _ 2.  63 

3126000  Each _ .  99 

3127000  Each _  9.  62 

3127200  Each _  6.  57 

3127400  Each _  6.  38 

3127700  Pair _ 5.  20 

3128000  Each _  5.  20 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1845 


CLASS  3 — SURGICAL  EQUIPMENT  AND  SUPPLIES-Continued 


MED  3 
Change  7 


ITEM 

NO.  UNIT  COST 

3128700  Each _ _ $16.  40 

3129000  Each.. _ _ 19.  50 

3129500  Each _  17.  94 

3131000  Each _  2.  86 

3132000  Each _  2.  86 

3133000  Each.. _ _ '  1.  56 

3133010  Each _  1.  61 

3134000  Each _  .  36 

3136000  Each _  1.  04 

3138000  Set _  6.  14 

3139000  Set _  5.  46 

3141000  Each _  1.  92 

3142000  Each _  1.  92 

3143000  Each _ _ 1.  30 

3144000  Each _  1.  30 

3145000  Each _  1.  30 

3145500  Each _ 2.  33 

3146000  Each _  1.  56 

3147000  Each _  1.  56 

3148000  Each _  1.  56 

3148300  Set _ _ 11.44 

3149000  Each _  .  94 

3151000  Each _  1.  04 

3151500  Each _ 2.  13 

3153000  Each _  116.  00 

3156000  Each _ 192.  00 

3157010  Each _  .  94 

3157011  Each _  .  94 

3157012  Each _  .  94 

3157013  Each _  .  94 

3157200  Set _  .  23 

3157500  Each _  156.  00 

3157700  Each _  1.  04 

3158000  Each _  1.  77 

3159000  Each _  1.  56 

3159500  Each _ 12.  70 

3160000  Set _ _  67.  60 

3160200  Each _  2.  60 

3160400  Each _  .  26 

3160600  Tin... _ _  2.  31 

3162000  Each _  2.  03 

3163000  Each.. _ 4.  16 

3164000  Each _ 1.56 

3165000  Each _  1.  56 

3166000  Each _  1.56 

3167000  Each _  1.  56 

3168000  Each... _ 1.  56 

3169000  Each _  1.  56 

3171000  Each _  11.  40 

3172000  Set... _  7.43 

3173000  Each _ .  21 

3173500  Each _  .  23 

3176000  Each... _ 1.40 

3179000  Set.. _ _  14.30 

3179505  Each _  7.  80 

3179510  Each _  .  57 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


ITEM 

NO.  UNIT  COST 

3180005  Set _ $1.  56 

3180010  Set _ _ 1.  30 

3182000  Each.. _ 7.  54 

3182200  Each _  3.  38 

3182600  Each _  3.  50 

3182700  Each _ _ 3.  85 

3182800  Set _ 16.  20 

3183000  Each _ _ 13.  10 

3183100  Each. _ _  5.  41 

3183200  Each _ . _  3.  30 

3184000  Each . .  33 

3185000  Each _ 1.  30 

3186000  Each _ 1.40 

3187000  Each _ _ _ .94 

3188000  Each _  1.  66 

3190500  Each.. _ _  9.  57 

3191000  Each.. _ 13.  40 

3191500  Each _ 14.46 

3191700  Each _ 14.  46 

3192000  Each. _ _  14.46 

3192500  Each _  14.  20 

3193000  Each _  4.  68 

3193300  Each _ _ 6.24 

3193500  Each _  8.  42 

3195500  Each _  78.  00 

3195805  Pkge _ I _  1.  30 

3195807  Pkge _  1.  41 

3195809  Pkge _ _ 1.  41 

3195811  Pkge. _ 1.41 

3195813  Pkge _  1.  30 

3195815  Pkge _  1.  30 

3195905  Each _  12.  74 

3195906  Each _  12.  74 

3195909  Each _ ....  15.  08 

3196010  Each _ _ 7.  02 

3196100  Each _ _ 4.  16 

3196200  Each.. . 3.  12 

3196300  Each _ 3.38 

3196504  Each _  .  364 

3196506  Each _  .  44 

3196508  Each _ _ _ .44 

3197000  Each.. _ _  1.04 

3198000  Each _ _ 1.04 

3199000  Each _  .  21 

3200000  Each _ 5.  15 

3200500  Each _ 13.  70 

3200700  Each _ 21.  10 

3201000  Each _  8.  93 

3203000  Each _  9.  48 

3203500  Each _ _ _ _ ...  9.03 

3203600  Each _  18.  60 

3203700  Each _ _ 7.35 

3204000  Each _  10.  40 

3204500  Each _ * _  20.54 

3205000  Each _  21.  40 

3206000  Each.. . . . 13.58 

•  20  AUGUST  1945  13 


MED  3 
Change  7 

CLASS  3— SURGICAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

3207000  Each _  $11.  18 

3207500  Each _ , _  1.  30 

3207000  Each _ .  88 

3208000  Each _  6.  96 

3216000  Each _  3.  12 

3217200  Each _ _ 4.  13 

3217250  Each _  3.  60 

3217400  Each _ _ 4.  63 

3217990  Each _  4.  68 

3218000  Each... _ _  3.  17 

3218300  Each _  .  40 

3218500  Each _ _ 3.  96 

3218600  Each _  5.  46 

3218700  Each _ _.  15.  00 

3218900  Each _  26.  78 

3219100  Each _  41.  60 

3219300  Each _  25.  74 

3219400  Each _ 7.  96 

3219600  Each _  10.  40 

3219700  Each _  10.  40 

3219800  Each _  10.  40 

3219900  Each _  10.  40 

3220000  Each _  .  67 

3221000  Each _  .  78 

3222000  Each _  3.  69 

3224000  Each _  1.  92 

3225000  Each _  3.  64 

3227000  Each _ _ 2.  76 

3228000  Each _  2.  41 

3228200  Each _  11.70 

3228400  Each _  14.  82 

3228600  Each _  3.  38 

3228800  Each _  1.  87 

3229000  Each _  2.  17 

3229500  Each _  1.  88 

3230000  Each _ 2.  23 

3231000  Each _  1.  99 

3234000  Each _  2.  82 

3235000  Each _ _ 3.  12 

3236000  Each _  2.  08 

3237000  Each _  4.  89 

3238000  Each _  4.  89 

3238500  Each _ 4.  42 

3240000  Each _  1.  82 

3242000  Each _  1.  82 

3243000  Each _  4.  94 

3243500  Each _  30.  42 

3244200  Each _  29.  10 

3244400  Each _  29.  10 

3244600  Each _ 2a  08 

3244800  Each _  15.  91 

3245200  Each _  25.  27 

3245400  Each _  32.  20 

3250000  Each _ 7.  28 

3252000  Each. . 23.  4P 

3253000  Each .  23.  90 


ITEM 

NO.  UNIT  COST 

3253500  Each _  $14.  10 

3254000  Each _  7.  28 

3255000  Each _  5.  20 

3256000  Each _ J _  8.01 

3258000  Each _  25.  00 

3259000  Each _  4.  00 

3261000  Each _  7.  80 

3262000  Each _ 23.40 

3262500  Pair _  8.  58 

3263000  Each _  7.  80 

3263500  Each _  31.  20 

3264400  Each . 10.30 

3264500  Each. _  10.  30 

3264700  Each _ 10.  30 

3264800  Each _ _ _  4.  16 

3265500  Each _ ...  10.30 

3265700  Each _  10.  30 

3267000  Each _  2.  20 

3267800  Each _ 12.  53 

3268000  Each _ 4.  42 

3269100  Each _  6.  76 

3269300  Each _ 32.  20 

3269400  Each _  33.  80 

3269500  Each _  .  75 

3270000  Each _ .  85 

3270200  Each _  2.  60 

3271000  Each _  2.  34 

3271200  Each _  2.  48 

3272500  Each _  3.  46 

3273000  Each _  3.  33 

3274000  Each _ / _  5.  46 

3275000  Each _ .....  2.  34 

3276000  Each _  2.  28 

3281000  Each _ 5.46 

3283000  Each _  7.  85 

3285000  Set _ ^ _  10.  80 

3285500  Set _  1,295.  00 

3286000  Each _  '  2.  87 

3287000  Each _ 7.  07 

3288000  Each _  6.  24 

3289000  Each _  .  88 

3290000  Each _  1.  81 

3291000  Each _  1.  82 

3292200  Each _ 3.  22 

3292400  Each _ 1.  34 

3292500  Each _  1.  09 

3292600  Each _  1.  25 

3294500  Set _  34.  80 

3294700  Each _ .  42 

3294800  Each _ , _  16.  00 

3295000  Each _ _  4.  37 

3295100  Each _  4.  37 

3295200  Each _  4.  37 

3295300  Each _  4.  37 

3295400  Each _ _  4.  37 

3296500  Each _ _  3.  33 


14 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1945 


CLASS  3 — SURGICAL  EQUIPMENT  AND  SUPPLIES-Continued 


MED  3 
Change  7 


ITEM 

NO. 

UNIT 

COST 

ITEM 

NO. 

3296700 

Each _ _  _ 

_ _  $2.  60 

3347000 

Each _ 

3296800 

Each  __ _ _ 

_  2.  34 

3349000 

Each _ 

3297500 

Each _  _  _  _  _  _ 

_  7.  28 

3350000 

Each _ 

3301000 

Each _ _ 

_  1.  56 

3352500 

Each  _  . 

3302000 

Each _  _  _ _ __ 

_  .88 

3353000 

Each  _  . 

3303000 

Each _  __  __ 

_  1.  82 

3355000 

Each  ... 

3305000 

Each _ _ 

_ _  1.  66 

3355600 

Each 

3306000 

Each _ _ _ 

_  1.  82 

3355610 

Each  ... 

3307000 

Each _  __  . 

_  .26 

3355700 

Each  ... 

3309000 

Each _  _ 

_  1.  30 

3356000 

Each _ 

3310000 

Each _ _ _  _ 

_  3.  12 

3357500 

Each 

3311000 

Each _ 

_  2.  86 

3357550 

Each 

3312000 

Each _  _  _ 

_  2.  60 

3357800 

Each  ... 

3314000 

Each _  _ 

_  3.  28 

3358000 

Each _ 

3315000 

Each _ 

_  2.  60 

3349000 

Each  _ . 

3316000 

Each _  _.  _ 

_  2.  86 

3360000 

Each. 

3317000 

Each.  _ _ _  _ 

_  2.  03 

3361900 

Each 

3318000 

Each..  . 

_  2. 34 

-8362000 

Each _ 

3320000 

Each.  ._ 

_  1.  87 

3362200 

Each 

3321000 

Each _ _ 

_  1.  87 

3362300 

Package 

3322000 

Each _  __ 

_  1.  87 

3362400 

Package 

3325000 

Each  _ _ _ 

_  1.  20 

3362500 

Package. 

3325200 

Each  _ _ _ 

_  1.  35 

3363100 

Package 

3329000 

Each  _ _ 

_  1.  77 

3363500 

Package 

3330000 

Each _  _ 

_  2.  03 

3364100 

Package 

3331000 

Each  _  _  _ 

_  3.  48 

3366100 

Package 

3332000 

Each  _  _  _ _ 

_  .83 

3372500 

Package 

3333000 

Each _  _ 

_  4.  42 

3373500 

Package 

3334000 

Each _ 

_  2.  08 

3374100 

Package 

3335000 

Each..  _ _ 

_  1.  40 

3375100 

Package 

3335600 

Each _  _ _ _ 

_  .78 

3376500 

Package 

3335900 

Each  _ _ 

_  .78 

3377500 

Package. 

3336200 

Each _ _ 

_  .78 

3379100 

Package. 

3336500 

Each _ 

_  .62 

3379600 

Package. 

3336900 

Package _ 

_  .34 

3380200 

Package. 

3337000 

Package __  _ 

_  .34 

3380500 

Package. 

3337100 

Package _ _  _  _  _ 

_  .26 

3380700 

Package. 

3337300 

Package.  _.  _  _ 

_  .26 

3380900 

Package. 

3337700 

Each.  __  ... 

_  .62 

3381100 

Package. 

3338100 

Package  _  _ 

_  .29 

3382100 

Package. 

3338500 

Package _ _ 

_  .29 

3384000 

Each 

3339000 

Each _  ... 

_  .62 

3384500 

Package. 

3340000 

Each. _ _  _ _ 

_  .  16 

3386500 

Package. 

3340500 

Each  _  _ 

_  2.  60 

3392200 

Package. 

3340700 

Set _ 

_  14.  56 

3392500 

Package 

3340800 

Box _ 

_  8.  32 

3393100 

Package. 

3341000 

Each _ _  _ _ 

_  .57 

3393500 

Package. 

3342000 

Each _  _ _ 

_  1.  61 

3394100 

Package. 

3343000 

Each _ 

_  1.  35 

3394500 

Package. 

3344000 

Each _ 

_  .40 

3395000 

Package. 

3345000 

Each  _ _ 

_  17.  68 

3396100 

Package. 

3345500 

Each _ _ 

_  17.  68 

3396500 

Package. 

3345700 

Each _  _ 

_  17.  68 

3397100 

Package. 

3345725 

Each _ _ _ _ 

_  13.  30 

3401100 

Package. 

3345730 

Each _ ... _ 

_  .87 

3402100 

Package. 

3346000 

Each _  _  _ 

_  17.  68 

3402900 

Each  ... 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  20  AUGUST  1945 

663350°— 45 - 3 


UNIT 


COST 

$1.  04 
.  78 

1.  30 

2.  18 
.  38 
.  42 

35.  80 

1.  09 
.  18 
.  94 
.  99 
.  41 

.  085 
.  083 
.  94 
.  10 
.  52 
.  15  — 
.  22 
.  26 
.  17 
.  22 
.  26 
.  20 
.  26 
.  24 
.  31 
.  30 
.  31 
.  25 
.  39 
.  35 
.  20 
.  20 
.  26 
.  26 
.  26 
.  26 
.  19 
.  26 

2.  96 
.  47 
.  50 

2.  11 
.24 
.  31 
.  24 
.  24 
.  31 
.  24 
.  31 
.  31 
.  24 
.  35 
.  35 

19.  40 
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MED  3 
Change  7 

CLASS  3 — SURGICAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

3403310  Each _  $0.  042 

3403311  Each _ .42 

3403315  Each. _ .42 

3403320  Each _ _ .  20 

3403322  Each _ .  26 

3403328  Each _ _ 1.  04 

3403550  Each _ _ 4.  16 

3403500  Each _ .52 

3404000  Each _  13.  80 

3404200  Set _  19.  70 

3405000  Each _  9.  62 

3411000  Each _ 1.04 

3412000  Each _  1.04 

3413000  Each _ 1.04 

3414000  Each _  1.04 

3415000  Each _  1.  04 

3416000  Each _  1.  04 

3417000  Each _  1.  04 

3418000  Each _ _ _  1.  04 

3419000  Each _  1.04 

3422000  Each _  .  16 

3424000  Each _  .  24 

3426000  Each _ .73 

3426500  Each _ _ _  .  99 

3427000  Set _  2.  55 

3428000  Each _  .  68 

3430000  Each _  .  40 

3432000  Each _  15.  55 

3433002  Each _  .  68 

3433003  Each _  .  68 

3433005  Each _ _  .  68 

3433010  Each _  .  68 

3434000  Each _  6.  24 

3434200  Each _  3.  12 

3434500  Each _  1.  92 

3434700  Each _  1.  92 

3436000  Each _ 2.24 

3436200  Each _  3.  48 

3436300  Each _  1.  92 

3437000  Each _  2.  24 

3437200  Each _  1.  51 

3437400  Each _ 1.  51 

3438000  Each _ _ _  1.  30 

3439000  Each _  2.  55 

3440000  Each _  1.  46 

3440500  Each _ 8.27 

3441000  Pair _  2.  29 

3441200  Pair _ 1.  16 

3443000  Each _  17.21 

3443400  Each _  2.  29 

3443500  Each _  1.  82 

3443600  Each _  1.  82 

3443700  Each _  5.  82 

3444000  Each _ _ 20.  38 

3445000  Each _  2.  03 

3445500  Set _  28.  08 


ITEM 

NO.  UNIT  .  COST 

3445700  Each _ _ _ $7.07 

3446000  Each _  3.  12 

3447000  Each _ 2.03 

3448000  Each _ _ _  .  38 

3448500  Each _ ... _  13.  78 

3449000  Each _ _ _  7.80 

3450000  Each _ 5.  98 

3450500  Each _  1.  07 

3450550  Each _  7.  24 

3451000  Each _ 7.  28 

3452000  Each _  5.  20 

3452500  Each _  2.  65 

3453000  Each _ _ 1.07 

3454000  Pair _  1.  56 

3455000  Each _  2.  29 

3456000  Each _  1.  30 

3457000  Each _ 1.77 

3458000  Each _  1.  25 

3459000  Each _ 2.46 

3460000  Each _ ^21 

3461000  Each _  .26 

3462300  Each _ .  52 

3463000  Each _  .  242 

3464000  Each _  ].  82 

3464700  Each _  2.  34 

3464800  Each _  2.  34 

3465000  Each. _ r _ _ _ _ _  1.  14 

3468000  Each _ .  94 

3469000  Each _  1.  30 

3469500  Eaeli _ __ _  1.  67 

3469700  Each _  4.  32 

3470000  Each _  .  78 

3470500  Each _  1.  72 

3471000  Each.. _ .  83 

3472000  Each _  1.  04 

3473000  Each _ _ 1.04 

3474000  Each _ .88 

3474500  Each _  1.  00 

3475000  Each. _ .  96 

3475500  Each _ 4.  16 

3476000  Each _  3.  48 

3478000  Each _ _  3.  38 

3479000  Each _ 2.  08 

3480000  Each _ 4.  94 

3481000  Each _ 2.  86 

3481300  Each _ 2.  34 

3481500  Each.. _ _ 1.98 

3482000  Each _  1.  56 

3483000  Each. _ _ _ 3.  12 

3484000  Each _  9.  36 

3484985  Each _  l.  46 

3485000  Each _ 1.  98 

3486000  Each _  .  21 

3486200  Each _  .  21 

3486400  Each _ .  21 

3486600  Each. _ 'n  .21 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1945 


MED  3 
Change  7 


CLASS  3 — SURGICAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

3486800  Each _ $0.  21 

3487000  Each _  .  21 

3487200  Each _  .  21 

3487400  Each _  .  21 

3487600  Each _ .  21 

3487800  Each _ .  21 

3487900  Each _  .  22 

3488000  Each _  .  21 

3488200  Each _ .  24 

3489000  Each _ .  94 

3490000  Each _  8.  74 

3492000  Each _  18.  20 

3493200  Each _  18.  20 

3493500  Each _  5.  20 

3493700  Each _ 2.  97 

3494000  Each.. _ _ 3.  54 

3494500  Ea>ch _  14  60 

3495500  Each _  9.  36 

3496000  Spool _ _ _ .062 

3497000  Spool _  .  062 

3498000  Envelope _  .  073 

3499000  Each _  .  37 

3500000  Each _ .  57 

3501000  Each _  .  57 

3502000  Each _  .  57 

3503000  Each _ .  57 

3504000  Each _  .  57 

3505000  Each.. _ _  .  57 

3509000  Each _  .  71 

3511000  Each _  .  36 

3513000  Each _ _ ...  1.  87 

3515000  Set _  .62 

3516500  Each _  21.  60 

3518000  Each _  1.  82 

3520000  Each _  2.  60 

3521000  Each _ 1.  46 

3523000  Each _ 4.  68 

3524000  Each _  .  47 

3525000  Each _  1.  82 

3526000  Each _  3.  90 

3527995  Each _  3.  54 

3528000  Each _ _ 2.  34 

3528005  Each _ 2.  91 

3529000  Each _  2.  34 

3529010  Each _  2.  34 

3532000  Each _ 3.  64 

3533000  Each _  1.  23 

3534000  Each _  1.  25 

3535000  Each _ 18.  46 

3535200  Each _  6.  08 

3536000  Each _  1.  14 

3538500  Each _  91.  50 

3539500  Each _  20.  70 

3539505  Each _  11.  34 

3439605  Pair _  1.  77 

3539610  Pair _ 1.  77 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


ITEM 

NO.  UNIT  COST 

3540000  Each _  $20.  30 

3540500  Each _ 3.  64 

3543000  Each _ I _  5.  67 

3543600  Set _ 9.  10 

3544000  Each _ 1.  51 

3545003  Each _  1.  30 

3546500  Each.. _ 1.  56 

3546600  Each _  1.  82 

3547000  Each _  1.  30 

3547700  Each _  .  78 

3548000  Each _ __  .  99 

3548500  Each _  .  68 

3550000  Each _ 1.  04 

3550200  Each _  3.  07 

3550300  Each _  3.  07 

3550400  Each _  3.  07 

3550500  Each _  3.  07 

3550600  Each _  1.  56 

3550700  Each _ 1.  56 

3550800  Each _  1.  56 

3551000  Each _  1.  04 

3551500  Each _  1.  30 

3552000  Each. _ _  5.  10 

3553500  Each _ 5.  04 

3553700  Each _  .  83 

3553800  Each _  1.  40 

3556000  Each _  2.  04 

3557000  Each _ 1.  72 

3558000  Each _  1.  72 

3558500  Each _ 1.  72 

3559000  Each _  5.  10 

3600200  Pair _ .50 

3600300  Pair _  .50 

3600400  Pair _  .  76 

3600500  Pair _  .57 

3600600  Pair _  .  57 

3600700  Pair _  .62 

3600800  Pair _  .  62 

3601100  Pair _ .89 

3601200  Pair _ .  89 

3601300  Pair _  .  89 

3601400  Pair _ .  89 

3601500  Pair _  .  89 

3601600  Pair _  .  89 

3601700  Pair _ .  89 

3602000  Each _  ,  36 

3603000  Each _ .  056 

3603200  Set _ 30.  90 

3603400  Each _ .  19 

3603600  Each _  .  22 

3603700  Each _  .  20 

3604000  Each _  371.  00 

3605005  Each _  3.  69 

3605010  Each- _ _  2.48 

3605015  Each _ 3.  12 

3605020  Each _ 3.  69 

•  20  AUGUST  1945  17 


MED  3 
Change  7 


CLASS  3— SURGICAL  EQUIPMENT  AND  SUPPLIES— Continued 


ITEM 

NO.  UNIT 


3606005  Each__ 
3606010  Each.. 
3606015  Each.. 
3606020  Each.. 
3607015  Each.. 
3607016  Each.. 
3607021  Each.. 
3607022  Each. _ 
3608005  Each.. 
3608010  Each.. 
3608505  Each— 
3608510  Each.. 
3609006  Each.. 
3609008  Each.. 
3609010  Each. i 
3609020  Each.. 
3609050  Each.. 

3609200  Set _ 

3609300  Set _ 

3609400  Each.. 
3609500  Each.. 
3609600  Each.. 

3609700  Set _ 

3609800  Each.. 
3609900  Each.. 
3610000  Each.. 
3610100  Each.. 
3610200  Each.. 
3610300  Each.. 
3610400  Box... 
3610500  Each.. 
3610600  Each.. 
3610800  Each.. 
3610900  Each.- 
SOll  000  Carton 
3612000  Set... 
3612200  Each.. 
3613006  Each.. 
3613008  .Each.. 
3613015  Each.. 
3613016  Each.. 
3613100  Each.. 
3613400  Pair... 

3613500  Pair _ 

3613600  Pair... 
3613700  Pair.. . 
3613800  Pair... 
3613900  Pair... 
3614000  Pair... 
3614200  Pair... 
3614300  Pair... 
3614400  Pair... 
3614500  Pair... 
3614600  Pair... 
3614700  Pair... 
3614800  Pair... 


COST 

$22.  20 
22.  20 
21.  50 
21.  50 

1.  51 

1.  51 

1.  51 

1.  51 
.  73 
.  73 

3.  31 

3.  31 
182.  00 
179.  92 
182.  00 
195.  00 
182.  00 

17.  20 

4.  85 
.  36 
.  36 
.  53 

2.  44 
.  16 

1.  31 
.  39 
.  21 
.  083 
.  031 
.  25 
87.  90 
21.  40 
32.  20 
.  14 
.  16 

7.  94 
.  38 
363.  00 
354.  00 
354.  00 
353.  60 
.  62 
.  76 
.  76 
.  76 
.76 
.  76 
.  76 
.76 
.91 
.  91 
.91 
.91 
.91 
.  91 
.  91 


ITEM 

NO.  UNIT  COST 

3615000  Pair. . . .  $0.96 

3615100  Pair _  .  96 

3615200  Pair _ _ _  .96 

3615300  Pair _  .96 

3615400  Pair _  .  96 

3615500  Pair _  .  96 

3615600  Pair _  .  96 

3616000  Each _  .52 

3616300  Each _ ...  .52 

3616500  Each _  .68 

3617000  Each _  12.  90 

3617500  Each _  .  020 

3617700  Each _  .030 

3617900  Each _  .  050 

3618100  Pound _  .11 

3618300  Each _  .  26 

3618500  Each _ ...  .26 

3618700  Each _  .  31 

3618900  Each _  .  26 

3619100  Set _  3.  12 

3619300  Each _  .21 

3619500  Yard _  .  052 

3621500  Each _  25.  22 

3623000  Each _  17.  42 

3624506  Each _  104.  00 

3624507  Each _  109.  00 

3624508  Each _  98.  80 

3624510  Each _  109.  00 

3625008  Each _  1,  325.  00 

3625010  Each _  1,  325.  00 

3625050  Each _  1,  357.  00 

3626000  Each _  409.  00  . 

3626605  Each _  .  052 

3626705  Boll _  1.  04 

3626710  Poll _  1.  14 

3626715  Roll _  2.  08 

3626716  Roll _ 2.  08 

3626720  Roll _  .  73 

3626725  Roll _  1.  04 

3626745  Roll _  1.  40 

3627000  Each _  46.  80 

3627500  Each _  36.  40 

3628000  Each _  3.  59 

3628500  Each _ .  73 

3629000  Each _  .  68 

3630000  Each _  .  68 

3631000  Each _ .  68 

3632000  Each _  .  68 

3633000  Each _  .  68 

3634000  Each _  1.  51 

3635000  Each _  2.  50 

3636000  Each _  .68 

3637000  Each _  6.  24 

3G38000  Each _  2.  44 

3639000  Each _ _ 2.  44 

3640000  Each _ 1.  04 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1945 


CLASS  3— SURGICAL  EQUIPMENT  AND  SUPPLIES-Continued 


MED  3 
Change  7 


ITEM 

NO.  UNIT  COST 

3641000  Each _ $1.  04 

3643206  Each... _ _  20.  80 

3643208  Each _  88.  40 

3643215  Each _ 22.  90 

3643230  Each _  15.  40 

3643232  Each _  18.  30 

3644000  Tube _  .  031 

3646000  Each _  6.  19 

3651000  Each _ _ .  19 

3652000  Each _  1.  51 

3652500  Each _  5.  67 

3661400  Yard . . . .  .052 

3661710  Each _  1.  56 

3661715  Each _  2.  91 

3661735  Each _  2.  34 

3661740  Each.... _ 1.  24 

3661745  Each _  .  78 

3662000  Carton _  .  11 

3662200  Spool _ _ _  .035 

3662400  Spool _  .  034 

3662600  Spool . . .063 

3662700  Spool _ _ .  062 

3663000  Pair _  1.  80 

3664000  Each _  .  068 

3667000  Each _  3.  91 

3667500  Each _  39.  50 

3667700  Each _  143.  00 

3667900  Each _ _ 5.  60 

3668000  Carton _  .  083 

3668500  Each _ 9.  88 

3669000  Each _  .  47 

3669100  Each _ .  10 

3670000  Each _  1,  955.  00 

3670300  Each _  259.  00 

3671000  Each _  .  10 

3672000  Each _  .  052 

3672195  Each _  .  062 

3672200  Each _ .  13 

3672205  Each _  .  078 

3674000  Pair _  .30 

3680000  Pair _  .  16 

3681000  Pair _  .  16 

3682000  Pair _ .  16 

3683000  Pair _ _ .  14 

3684000  Pair _  .  16 

3685000  Pair _  .  16 

3685350  Pair _  3.  90 

3687000  Each _  .  57 

3689000  Each _ _ _  .68 

3690000  Each _  1.  87 

3691000  Each _ .  78 

3685510  Each _ 2.  60 

3694000  Each _  8.  48 

3695020  Each _  .  21 

3695025  Each _ .  052 

3696000  Each _ _ —  1.  56 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  • 


ITEM 

NO.  UNIT  COST 

3699000  Each _ ....  $0.  68 

3704000  Pair _  .  11 

3705000  Each _  .  34 

3705500  Each _  2.  26 

3707515  Each _  .  26 

3707520  Each _  .  16 

3707700  Each _  386.  00 

3708005  Each _ I _ 14.  00 

3708010  Each _  8.  65 

3709000  Each _  3.  74 

3711000  Each _  31.20 

3711500  Each.. _ 165.  00 

3711700  Each _  93.  30 

3712000  Each _ 3.  40 

3712450  Each _  .  15 

3712600  Each _  30.  42 

3712700  Each _  3.  74 

3712800  Each _  3.  90 

3713000  Each _ _ _  154.00 

3713300  Pad _  .  10 

3713500  Pad _ _ .  10 

3713700  Package _  .  83 

3714000  Pad _  .  10 

3714100  Pad _  .  10 

3714500  Each _  15.  60 

3714700  Pad.. _ _ .  16 

3714800  Pad _  .  16 

3714980  Each _ 81.  12 

3714985  Package _  .  25 

3715000  Each _  159.  00 

3715200  Each _  169.  00 

3716000  Each _  .  018 

3716200  Each _  59.  30 

3716500  Each _  .  26 

3716600  Box _  1.  20 

3716700  Each _  .  10 

3716800  Each _  .  42 

3717500  Each _  9.  20 

3720000  Each _  .  16 

3721000  Package _  .  066 

3723000  Each _  2.  48 

3725000  Each _  252.  00 

3725200  Each _  15.  44 

3725800  Each _  35.  00 

3726100  Each _ 237.  00 

3726300  Each _ 8.  32 

3726500  Each _ _ 135.  00 

3726700  Each _  4.  43 

3726850  Each _  414.  00 

3727508  Each _  16.  00 

3727510  Each _  18.  30 

3727518  Each _  15.  08 

3733000  Each _ 1.  25 

3734000  Each _  .  41 

3735000  Each _ _ 4.  12 

3735100  Each _ .  021 

20  AUGUST  1945  19 


MED  3 
Change  7 

CLASS  3— SURGICAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

3735508  Each. . $31.  60 

3735512  Each _ 36.  90 

3736100  Each _ .  63 

3736200  Pair _ _  .  17 

3736300  Pair . .  53 

3736400  Pair _  .  30 

3737000  Each _ 12.  20 

3737500  Each _ 1.  76 

3738000  Each _  9.  93 

3738100  Each. _ _  .  16 

3738200  Each _ _ .34 

3738300  Each.. _ .  68 

3738400  Each _ _ .  58 

3738450  Each . . 70.  70 

3738600  Set.. _ _  .49 

3738800  Foot. _ .  052 

3739000  Each _  1.  04 

3743900  Each _  .  94 

3745500  Each _  .  23 

3748000  Each _ _ 1.  82 

3750000  Each _ 2.  02 

3750500  Each . . . . .  .46 

3751500  Each _ .  16 

3751700  Each _  .  39 

3754000  Each _ .  17 

3754500  Each _ _ _  .62 

3757000  Each _  .016 

3758000  Each _  .  013 

3759000  Each _  .  020 

3760000  Foot _ _ 3.  18 

3761000  Yard _ 1.  58 

3761500  Yard _ 1.  35 

3763000  Foot _  .  012 

3764000  Foot _  .  026 

3765000  Sheet _ _ _  .30 

3767000  Foot _ _ .  017 

3768000  Foot _ .  03 

3769000  Yard _  .  060 

3770000  Yard _ . _  .  080 

3771000  Yard.. _ _  .  10 

3771500  Each _  1.  34 

3772000  Each _ _ _  .47 

3773000  Each _  .  87 

3773500  Each _ 1.  28 

3774000  Foot.. . . . .  .052 

3774100  Package _ 1.  75 

3774200  Package _ .  50 

3774500  Each _  174  00 

3774700  Each _ .  66 

3774702  Each _  1.  04 

3774710  Each _ _ 1.  03 

3775006  Each _ _ 74.  15 

3775007  Each.. . 62.  40 

3775008  Each . . 61.  90 

3775010  Each _ 81.  10 

3775014  Each . . 62.  40 


20 


ITEM 

NO.  UNIT  COST 

3776000  Each . . $8.  32 

3776200  Package _ 1.  51 

3776400  Package _  1.  51 

3777000  Tube _  .  08 

3778000  Tube _ .  16 

3779000  Tube _ _ .  16 

3780000  Tube _  .  16 

3784000  Tube _  .11 

3785000  Tube _  .  16 

3786000  Tube _ .  16 

3787000  Tube _  .  16 

3788100  Package _  1.  77 

3788200  Package _ 1.  92 

3788300  Package _ 1.  40 

3788400  Package _  2.  60 

3788500  Package _  2.  60 

3788600  Package _  1.  65 

3788700  Package _  1.  92 

3788800  Package _  2.  68 

3788805  Package _  2.  68 

3788900  Package _  2.  79 

3789000  Spool _  .  31 

3789100  Spool _  .  26 

3796300  Spool _  .  26 

3796900  Spool _  .  26 

3797100  Spool _ , _ _  .  26 

3797300  Spool _  .  26 

3797500  Spool _  .  21 

3797800  Spool _  .  26 

3798800  Spool _  .  26 

3799500  Package _  .  31 

3799600  Package _  .  30 

3805000  Coil _  1.  20 

3805700  Coil _  1.  25 

3808200  Package _ 3.  90 

3809000  Tube _  .  037 

3813000  Each _  1.  77 

3815500  Each _ .  24 

3816000  Each _  .  21 

3817000  Each _  .  19 

3843000  Each _ .  68 

3843020  Each _  .  61 

3844000  Each _  .  55 

3845000  Each _  .  70 

3846000  Each _  1.  44 

3846200  Each _ .  021 

3846500  Each _  .  79 

3846550  Each _ 1.  72 

3846700  Each _ 3.  16 

3847000  Box _ .  45 

3848000  Box _  .  38 

3849000  Box . .  42 

3850000  Box _ .  36 

3850300  Box _  .  73 

3850500  Box _ .  50 

3851000  Box _  .  68 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 
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CLASS  3— SURGICAL  EQUIPMENT  AND  SUPPLIES— Continued 


MED  3 
Change  7 


ITEM 

NO.  UNIT  COST 

3852000  Box _ 1  $0.  82 

3853000  Box _  .  84 

3855005  Bundle _  .  010 

3855010  Bundle _  .  0023 

3855015  Bundle _  .  0041 

3855020  Bundle _  .  0020 

3855025  Bundle _  .  017 

3860200  Each _ Z _  \  94 

3860300  Each _  .  42 

3860400  Each _  .42 

3860500  Each _  .  42 

3860600  Set _  .78 

3861000  Each _ .  12 

3862400  Each _  20.  80 

3862600  Each _  14.  00 

3862800  Package _  36.  00 

3862805  Package _  22.  50 

3862850  Sheet _  21.  84 

3862855  Sheet _  28.  10 

3863000  Roll _ _  .  13 

3864000  Each _  .  54 

3864208  Each _ ■_ _  213.00 

3864214  Each _  213.  00 

3864216  Each.. _ _  213.00 

3864405  Each _  23.  40 

3864410  Each _  27.  90 

3864415  Each _  25.  40 

3864600  Each _ _ _  11.70 

3864700  Each _  1.  04 

3865000  Each _  .  27 

3865050  Each _  48.  60 

3867000  Each _  6.  14 

3868005  Each _  .  99 

3868010  Each _ _  .47 

3868017  Each _  .042 

3868025  Each _ _  .  052 

3868500  Each _  .  26 

3869000  Each _  .  21 

3869800  Each _ .  26 


ITEM 

NO.  UNIT  COST 

3869810  Each _  $0.  36 

3870000  Each _  .  16 

3870505  Each _  .  25 

3870507  Each _  .  26 

3870509  Each _  .  28 

3871000  Each _  .  49 

3872000  Each _ _  .  12 

3873000  Each _  .  52 

3875000  Each _  .  73 

3875300  Each _  .  15 

3875500  Each _  .  16 

3875700  Each _ _ 16 

3875900  Each _  .  047 

3876000  Foot _  .017 

3878000  Foot _  .  031 

3879000  Foot _  .  047 

3879100  Foot _  .  052 

3879200  Foot _  .  024 

3879300  Foot _  .  049 

3879400  Each _  37.  91 

3879800  Each _  *  86.  90 

3879900  Each _  .  78 

3880000  Each _  3.  38 

3881000  Each _ _ _ .  16 

3882000  Each _  .  10 

3883000  Each _  .  26 

3884000  Each _  .  34 

3885000  Set. _ _  2.08 

3885300  Each... _ .  15 

3885400  Each _  .  25 

3886000  Each _  22.  00 

3888000  Coil _ v _  .32 

3889000  Spool _  .  36 

3890000  Spool _  .  36 

3890500  Spool _  .  36 

3891000  Coil _  .  88 

3893000  Package _  .  52 

3893950  Spool _  8.  58 

3894000  Vial _ 1.  72 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  20  AUGUST  1945 


21 


MED  3 
Change  7 


ITEM 

NO. 

4001000 

4002000 

4004000 

4005000 

4007000 

4007100 

4007500 

4007700 

4007800 

4008500 

4009000 

4011013 

4011028 

4011030 

4011032 

4011035 

4013000 

4014000 

4016000 

4017000 

4017200 

4017300 

4017500 

4020006 

4020008 

4020012 

4021000 

4021005 

4021008 

4021010 

4021012 

4021013 

4021015 

4021017 

4021020 

4021023 

4021030 

4030000 

4031000 

4031500 

4032000 

4033000 

4034000 

4035000 

4036000 

4039000 

4040000 

4041000 

4042000 

4043000 

4045000 

4046000 

4047000 

22 


CLASS  4-LABORATORY  EQUIPMENT  AND  SUPPLIES 


UNIT 

Each _ 

Each _ 

Package _ 

Each _ 

Each _ 

Each _ 

Box _ 

Each _ 

Each _ 

Foot _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Set _ 

Each _ 

Set... _ _ 

Pair _ 

Set_ . . . . 

Set _ 

Set . . . 

Pad_ _ _ 

Box _ 

Box _ 

Box _ 

Box _ 

Box _ 

Box _ 

Box _ 

Box _ 

Box _ 

Box _ 

Each _ 

Pound _ 

Each _ 

Each _ 

Each___ _ _ _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 


ITEM 

COST 

NO. 

$0.  16 

4048000 

.  088 

4048500 

.  31 

4049000 

7.  80 

4049200 

.  065 

4049400 

.  0062 

4050000 

1.  56 

4050200 

7.  07 

4051000 

4.  16 

4051500 

.  62 

4053000 

.  052 

4054000 

484.  00 

4055000 

479.  00 

4056000 

463.  00 

4056200 

608.  00 

4056300 

608.  00 

4056400 

81.  80 

4056500 

187.  00 

4056600 

.  052 

4056700 

20.  70 

4057000 

}2.  50 

4058000 

5.  93 

4058200 

.  88 

4058400 

156.  00 

4058600 

175.  00 

4059000 

176.  00 

4060000 

.  14 

4060500 

3.  64 

4061000 

3.  64 

4062000 

3.  64 

4063000 

3.  64 

4004000 

3.  64 

4065000 

3.  64 

4066000 

3.  64 

4067000 

3.  64 

4068000 

3.  64 

4069000 

3.  64 

4070000 

.  21 

4071000 

1.  25 

4072000 

.  10 

4073000 

.  10 

4074000 

.  10 

4075000 

.  21 

4076000 

.  26 

4077000 

1.  02 

4078000 

14.  04 

4079000 

.  57 

4080000 

.  73 

4081000 

.  10 

4082000 

.  93 

4083000 

1.  66 

4084000 

.  21 

4085000 

3.  12 

4086000 

UNIT 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ * _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ - _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Set. . . . 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ _ _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 1 _ 

Each _ _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 


COST 
$0.  26 
.  73 
.  24 
.  23 
.  26 
.28 
.  31 
.  36 
.  42 
.  52 
1.  36 
1.  56 
.  75 
.  021 
.  042 
.  062 
.  093 
.  066 
.  094 
.  24 
.  052 
.  16 
.  36 
.  36 
.  10 
.  47 
.  31 
18.  98 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  57 
.  515 
.57  . 
3.  90 
.  042 
.  016 
.  016 
.  021 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  20  AUGUST  1945 


CLASS  4-LABORATORY  EQUIPMENT  AND  SUPPLIES-Continued 


MED  3 

Change  7 


ITEM 

NO.  UNIT  COST 

4087000  Each _  $0.  031 

4088000  Each _ J _  .  0037 

4089000  Each _  .  42 

4089500  Each _ _ _ ■ _  .  68 

4090000  Set _  .36 

4091000  Each _  .  12 

4092000  Each _  .  062 

4093000  Each _  .  31 

4094000  Each _  .  11 

4094500  Each _  .  031 

4095000  Each _  .057 

4095500  Each _  .  052 

4097000  Each _  .  0091 

4098000  Each _  .  073 

4099000  Each _ ...  1.  09 

4100000  Each _  1.  14 

4100050  Each _  .  60 

4101000  Each _  3.  02 

4101200  Each _  4.  23 

4103000  Each _ 1.00 

4104000  Each _  1.  25 

4105000  Each _  3.48 

4106000  Each _  2.  91 

4107000  Each _  .  68 

4108000  Each _  .73 

4109000  Each _  .  16 

4110000  Each _  .083 

4111000  Each _  3.  95 

4114000  Each _  .47 

4114500  Each _  .47 

4115000  Each _ 6.  15 

4116000  Each _  2.24 

4117500  Each _  1.29 

4121000  Each _  9.  10 

4121200  Each _ .'52 

4122000  Each _  16.  90 

4122100  Each _  7.  00 

4124000  Each _  .  10 

4124500  Each _  .  031 

4125000  Each _ _ _  .  13 

4126000  Each _ .* _  .  021 

4127000  Each _  .  10 

4128300  Each _  .  68 

4128400  Each _  1.  04 

4128600  Each _ 2.  42 

4128800  Each _  5.  30 

4128805  Set- _ _  .25 

4129006  Each _  302.  00 

4129008  Each _  230.  00 

4129010  Each _ _ _  302.  00 

4129020  Each _ _ _  206.00 

4129300  Each _  379.  00 

4130000  Each . .  083 

4131000  Each _  .  10 

4131500  Each _ 10.  90 

4131600  Each... . 127.  60 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  • 


ITEM 

NO.  UNIT  COST 

4132000  Each _  $0.  21 

4132200  Each _ 4.  42 

4132300  Each _ .031 

4133000  Each _  1.  01 

4134000  Each _ .062 

4136000  Each _ .47 

4137000  Each _  .  52 

4138000  Each _ .  78 

4139008  Each _  40.  30 

4139014  Each _  43.  40 

4140000  Each _  4.  68 

4141000  Each _ _ .36 

4141700  Each _  .  79 

4142000  Each _  .  34 

4143000  Each _  .  042 

4144000  Each _  .  10 

4175000  Each _  .  65 

4176000  Each _  .  36 

4177000  Each _ ^ _  .  54 

4178000  Each _ _ .33 

4180000  Each _ .052 

4180400  Each _ .  16 

4180600  Each _ .  16 

4180800  Each _  .  056 

4181000  Each _ .073 

4182000  Each _  3.  23 

4184000  Each _  67.  60 

4184200  Each _  16.  60 

4185005  Pair. _ _ 4.68 

4185010  Pair _  8.  67 

4185205  Pair _  4.  16 

4185210  Pair _  4.  68 

4185215  Pair _  11.30 

4185500  Each _  1.  56 

4187000  Each _ 1.04 

4187100  Each _ 1.  75 

4187200  Each _  23.  40 

4187400  Each _  2.  50 

4188000  Each _ _ 6.  24 

4188400  Each.. _ 8.40 

4189000  Box _ .  68 

4190000  Box _ .86 

4192000  Each... _ _  .  36 

4192200  Each _  .  11 

4193000  Each _ .  16 

4193500  Each _  28.  70 

4194000  Each _  .  26 

4194200  Each _ .094 

4197000  Each _ _  .  26 

4198000  Each _ .29 

4199000  Each _ _  .  31 

4200000  Each _ _  .42 

4201000  Each _  .  47 

4202000  Each.... _  .  99 

4203000  Each _  .  97 

4204000  Each _  .  57 

20  AUGUST  1945  23 


663350°— 45- 


-4 


MED  3 
Change  7 

CLASS  4-LABORATORY  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT 

4205000  Each _ _ 

4200000  Each _ 

4207000  Each _ _ 

4208000  Each _ _ _ 

4209000  Each _ _ 

4209300  Each . . . . 

4209500  Each _ 

4209G00  Each _ 

4209605  Set _ 

4209650  Each _ 

4209655  Set _ 

4210000  Each _ 

4210500  Each _ 

4211000  Pair _ 

4212000  Each _ _ 

4213000  Each . . 

4213900  Each. . . 

4214000  Each _ 

4215000  Each _ 

4216000  Each. . . . 

4220000  Pair _ 

4221000  Each _ 

4222000  Each _ 

4222200  Pair . . . 

4222202  Each _ 

4222204  Each _ 

4223000  Each _ _ 

4223500  Each _ _ 

4223600  Each . . 

4223700  Each _ 

4223800  Each . — _ 

4224000  Each _ 

4225000  Each _ 

4226009  Each . . 

4226011  Each... . . 

4226014  Each . . 

4226015  Each _ 

4226017  Each. _ _ 

4226019  Each _ 

4226020  Each. _ _ 

4226021  Each _ 

4226022  Each _ 

4226023  Each _ _ 

4226029  Each _ 

4226035  Each _ _ 

4226038  Each _ 

4226500  Each _ 

4227000  Each _ _ _ 

4229000  Each _ 

4229200  Each _ 

4229400  Each _ _ 

4229600  Each _ 

4229800  Each. _ _ 

4230000  Carton _ 

4233000  Each . . . 

4235000  Each _ 

24 


ITEM 

COST  NO. 


UNIT 


$0.  68  4237000  Each.... 

.  78  4237500  Each.... 

1.  14  4237700  Package 

10.  90  4238000  Each.... 

1.  25  4238500  Each.... 

15.  60  4239000  Each.... 

2.  60  4240000  Each.... 

7.  78  4241000  Each.... 

2.  45  4242000  Each.... 

23.  30  4243000  Each.... 

4.  68  4244000  Each.... 

.  99  4245000  Each.... 

.  40  4246000  Each.... 

.  57  4247000  Each.... 

.  21  4248000  Each.... 

.  26  4249000  Each.... 

46.  23  4250000  Each.... 

.  15  4251000  Each.... 

.  36  4252000  Each.... 

.  94  4253000  Each.... 

.  20  4254000  Each.... 

.12  4255000  Each.... 

.  12  4256000  Each.... 

.  57  4257000  Each.... 

.  21  4258000  Each.... 

.  21  4259000  Each.... 

2.  34  4260000  Each.... 

1.  18  4260600  Each.... 

.  54  4260610  Each.... 

.  38  4260630  Each.... 

.  10  4260640  Each _ 

.  16  4260700  Each.... 

.  21  4260800  Each.... 

52.00  4261000  Each.... 

148.  00  4262000  Each.... 

114.  00  4263000  Each.... 

109.  00  4264000  Each.... 

163.  00  4267000  Each.... 

260.  00  4268000  Each.... 

41.  60  4268500  Each.... 

57.  20  4268600  Each.... 

189.00  4268700  Each.... 

61.  40  4269000  Each.... 

98.  80  4270000  Each.... 

65.  50  4271000  Each.... 

189.  00  4272000  Each.... 

6.  41  4273200  Each.... 

19.  60  4273300  Each.... 

1.  82  4274000  Each.... 

11.  00  4277000  Each.... 

3.  28  4278000  Each.... 

2.  86  4279000  Each.... 

.  68  4280000  Each.... 

3.  12  4281000  Each.... 

1.  82  4281100  Each.... 

.  94  4281200  Each.... 


COST 
$0.  78 
9.  83 
3.  80 
.  40 
.  21 
.  26 
.  31 
.  57 
.  10 
.  10 
.  12 
.  16 
.  23 
.  42 
.  62 
.  78 
.  16 
.  26 
.  42 
.  21 
.  4-7 
.  49 
.  52 
.  57 
.  78 
1.  04 

1.  35 

2.  00  * 
3.  99 

2.  00 
3.  99 

3.  43 

4.  16 
.  16 
.  24 
.  31 
.  47 
.  14 
.  31 
.  58 

1.  56 

3.  39 
.  83 

1.  04 
1.  04 
1.  25 
128.  00 
18.  50 
8.  53 
7.  12 

4.  99 
.  19 
.  35 
.35 
.  33 

6.  88 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1945 


MED  3 
Change  7 


CLASS  4-LABORATORY  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

4281400  Each _ _ $0.  26 

4281600  Each _  .  78 

4284000  Each _ .  21 

4285000  Each _  .  10 

4286000  Each _ _  .  31 

4287000  Each _  .  83 

4288000  Each _ _ .  52 

4292008  Each _  77.  00 

4292020  Each _  103.  00 

4292028  Each _  151.  00 

4292308  Each _  207.  00 

4292320  Each _  175.  00 

4292328  Each _  175.  00 

4292335  Each _ 40.  10 

4293005  Each _  15.  08 

4293015  Each _  15.  08 

4294005  Each _  13.  00 

4294010  Each _  23.  90 

4294015  Each _  13.  00 

4294020  Each _  13.  00 

4295000  Each _  146.  00 

4295005  Set _  6.  24 

4295010  Set _  6.  24 

4295500  Each _ 250.  00 

4295505  Set _  10.  00 

4296000  Each _  104.  00 

4296005  Set _  6.  24 

4296010  Each _ 3.  33 

4297000  Each _  5.  30 

4299000  Each _  2.  91 

4300500  Each.. _ _  .  62 

4301000  Each _  .  19 

4301200  Each... _ _  1.  25 

4302000  Each _ L _ _ -  1.30 

4303000  Each _ _ 1.  82 

4304000  Each _ _ 4.  16 

4305000  Each _  3.  85 

4306000  Each. _ _  .  062 

4307000  Each _  .  062 

4308000  Each _  .  20 

4309000  Each _ 9.  62 

4310000  Each _ 68.  60 

4311000  Each.. _ _  .  78 

4312000  Book _  .  10 

4313000  Each _ _ _  2.34 

4313475  Each _ ...  26.  00 

4313500  Each _ _ _ _ _  176.00 

4315000  Each _  152.  00 

4316000  Each _ 230.  00 

4317000  Each _ 48.  69 

4317505  Each _  .  052 

4317510  Each _ .  62 

4318005  Each _  5.  81 

4318010  Each _ 4.  68 

4327005  Each _ .  83 

4327010  Each _  .  83 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  • 


UNIT  COST 

_ _ _  $0.83 

_  .83 

_  182.  00 

_  34.  20 

_  .83 

_  .83 

_  4.  11 

-  .36 

_  33.  00 

_  20.  30 

_  14.  50 

_  13.  30 

* _  7.47 

_  7.  02 

_  27.  30 

_  27.  30 

_  27.  30 

_  27. 30 

_  3.  28 

_  2.  55 

_  2.  55 

_  2. 34 

-  2.  55 

_  3.  28 

_  2.  34 

_  4.  09 

_  2.  60 

_  6.  24 

_ 242.  00 

_  30.  30 

_  7.  80 

_  12.  90 

_  14. 40 

_  1.  56 

_  1.  95 

_  2.  17 

_ : _  2.  18 

_ _ ...  13.30 

_  .  21 

_  .  16 

_  .031 

_  1.  62 

_  1.  82 

_  .  10 

_  .  16 

_ _ .16 

.42 

_  .  16 

_  .31 

_  .  20.  00 

_ 6.40 

286.00 
5.  72 

_  5.  46 

_ _ .27 

_  3.  12 

20  AUGUST  1945  25 


ITEM 

NO. 

4327015 

Each _ 

4327020 

Each _ 

4327300 

Each _ 

4327500 

Each_  . 

4327705 

Each 

4327710 

Each  _  . 

4328000 

Each..  . 

4329000 

Each. 

4331005 

Each  ... 

4331010 

Each _ 

4332005 

Each _ 

4332008 

Each  .. 

4332015 

Each  _  . 

4332018 

Each _ 

4332023 

Each 

4332025 

Each _ 

4332026 

Each  ... 

4332028 

Each _ 

4333004 

Each  ... 

4333005 

Each 

4333006 

Each _ 

4333008 

Each.  . 

4333009 

Each  _  . 

4333010 

Each. 

4333012 

Each _ 

4334000 

Each 

4334500 

Each. 

4335000 

Each  ... 

4336000 

Each _ 

4337000 

Each _ 

4338000 

Each _ 

4339000 

Each..  . 

4340000 

Each.  . 

4341000 

Each _ 

4342000 

Each 

4344000 

Each.  . 

4345000 

Each _ 

4347000 

Each 

4348000 

Each 

4349000 

Each  .. 

4350000 

Each 

4351100 

Each 

4351200 

Each 

4352000 

Each  ... 

4353000 

Each _ 

4353500 

Each  ... 

4354000 

Each _ 

4354500 

Each 

4355000 

Each  _  . 

4355200 

Each 

4355400 

Package 

4356300 

Each  ... 

4356400 

Set _ 

4356500 

Set _ 

4356600 

Each  _  . 

4356700 

Each _ 

MED  3 
Change  7 


CLASS  4-LABORATORY  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT 

4357000  Each _ 

4357050  Each _ 

4357600  Package _ 

4358000  Package _ 

4359000  Package _ 

4360000  Package _ 

4360500  Package _ 

4361000  Package _ 

4361500  Package _ 

4362000  Package _ 

4363000  Package _ 

4364000  Package _ 

4364500  Package _ 

4365000  Package _ 

4365600  Each _ 

4365700  Each _ 

4366000  Each _ 

4367000  Each _ 

4368000  Each _ 

4369000  Each _ 

4370000  Each _ 

4371000  Each _ 

4372000  Each _ 

4373000  Each _ 

4374000  Each _ 

4375000  Each _ 

4378000  Each _ _ 

4379000  Each _ 

4380000  Each _ 

4380500  Each _ 

4381000  Each _ 

4381500  Each _ 

4381600  Each _ 

4381700  Each _ 

4381800  Carton _ 

4381900  Each _ 

4382000  Each _ 

4382200  Each _ 

4382205  Each _ 

4382210  Each _ 

4382215  Each _ 

4382220  Each _ 

4382225  Each _ 

4382230  Each _ 

4382400  Each _ 

4383000  Each _ 

4383100  Each _ 

4383200  Each _ 

4383400  Each _ 

4383600  Each _ 

4384100  Each _ 

4384150  Each _ 

4384200  Each _ 

4385000  Each _ 

4386000  Foot _ 

4387000  Foot _ 


COST 
$51.  30 
140.  00 
.  83 
.  10 
.  16 
.  18 
4.  77 
.  31 
.  62 
.  21 
.  78 
.  62 
.68 
.83 
.  36 
.  19  . 
.  31 
.  31 
.  31 
.  33 
.  36 
.31 
.  31 
.24 
.24 
.36 
.  21 
.  26 
.  31 
.  68 
.  99 
255.  00 

3.  07 
.  83 

4.  37 
7.  02 

.  26 
837.  00 
1.  04 
.  36 
.  68 
.  26 
.  26 
1.  56 
11.  40 
1.  56 
.31 
1.  04 
.36 
.  26 
77.  00 
88.  40 
254  00 
.26 
.010 
.010 


ITEM 

NO. 

4388000 

4389000 

4389500 

4389505 

4390000 

4390500 

4390505 

4390550 

4390555 

4390560 

4392000 

4392505 

4392510 

4392705 

4392708 

4392710 

4395000 

4396000 

4397005 

4397010 

4398000 

4399000 

4400000 

4401000 

4402005 

4402008 

4402013 

4402028 

4403005 

4403008 

4403013 

4403028 

4407000 

4407500 

4408000 

4409000 

4410000 

4411000 

4412000 

4413000 

4414000 

4415000 

4416000 

4417000 

4419000 

4419500 

4420000 

4421000 

4422000 

4423000 

4424000 

4425000 

4426000 

4429000 

4430010 

4430300 


Foot _ 

Package 

Each _ 

Each _ 

Each _ 

Each _ 

Set _ 

Each _ 

Set _ 

Set _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Carton.. 

Each _ 

Each _ 

Each _ 

Each _ 

Carton.. 

Carton.. 

Each.... 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 


UNIT 


COST 
$0.  010 
.  26 
42.  10 
42.  10 
14.  60 
83.  20 
20.  80 
229.  00 
.  26 
16.  60 
.  57 
46.  80 
46.  80 
46.  30 
67.  60 
67.  60 
.  31 
.  052 
.  010 
.010 
.  14 
.  16 
1.  72 
71.  80 
182.  00 
211.  00 

97.  71 
140.  00 
109.  00 
114.  00 

48.  36 

98.  00 
.52 

.  010 
.  010 
.  010 
.  021 
.  031 
.  010 
.  010 
.  010 
.010 
.  021 
.  031 
.  052 
.  062 
.021 
.031 
.031 
.57 
.78 
.  16 
.  19 
.31 
.  17 
.0063 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  20  AUGUST  1945 


MED  3 
Change  7 


CLASS  4-LABORATORY  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

4431000  Each _ _ ......  $0,021 

4431015  Each _ _ .  042 

4432000  Each _  .  017 

4433000  Each . . . . .  .010 

4434000  Each. _ _ _ _  .010 

4434500  Each _ _ _  .83 

4435000  Each _ _ _  .26 

4435500  Each _ _ _  .52 

4436000  Each _  .  10 

4436400  Each _  .  021 

4437000  Each _  .  0065 

4438500  Each _  .031. 

4439000  Each _  .  021 

4440000  Each _ 2.  60 

4440500  Each _ _ 1.  25 

4441000  Each _ 1.  18 

4442000  Each _  .  57 

4443000  Each _ _ .  52 

4444000  Each _ _  .  .  62 

4445000  Each- _ _  .  83 

4446000  Each _ _ 2.  60 

4447000  Each _ 1.  12 

4448000  Each _  .  21 

4449000  Each _ _ .  11 

4450000  Each _  .  31 

4451000  Each _ .  37 

4451500  Each _ _ .  13 

4451600  Each _ _  .  097 

4452000  Set _  2.  39 

4452500  Each _  .  36 

4453000  Set _ , _  2.  76 

4453500  Each . . . . .  .47 

4454005  Each _  2.  91 

4454010  Each _ 3.  07 


ITEM 

NO.  UNIT  COST 

4454500  Each _ _ _ $0.  40 

4455000  Each _ .  10 

4456000  Each _  .  10 

4456050  Each _  .  67 

4457000  Each _  .  10 

4458000  Foot _ .010 

4459000  Foot _  .  010 

4459500  Foot _  .  19 

4461000  Foot _ _ .  073 

4463000  Foot _  .  042 

4464000  Foot _  .  021 

4465000  Each _ ^ _ 45.  76 

4470000  Each _ _ _  .42 

4470500  Each _  6.  76 

4470600  Each _  1.  56 

4470800  Each _ 155.  00 

4471000  Each _  .  0052 

4471700  Each _  .  021 

4473200  Each _ _ .010 

4474000  Set _ _  .81 

4474200  Dozen _  .  21 

4474400  Dozen _  .  23 

4474600  Dozen _  .  87 

4476000  Each _  9.  36 

4477000  Each _ _ _ _ _  3.43 

4479008  Each _ 125.  00 

4479014  Each _ _ _ *  92.  00 

4479500  Each.— _ _  72.  30 

4480008  Each _  257.  00 

4480014  Each _  203.  00 

4488000  Spool _  .  16 

4489000  Inch. _ .  20 

4491000  Each _ .  088 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  28  AUGUST  1949  27 


MED  3 
Change  7 


CLASS  5— DENTAL  EQUIPMENT  AND  SUPPLIES 


ITEM  ITEM 

NO.  UNIT  COST  NO.  UNIT 

5002000  Bottle _  $0.  45  5037000  Package _ 

5002500  Each _ _ _  3.  53  5038000  Package.. . . 

5008000  Each _  1.  32  5039000  Package _ 

5009000  Box _  .  45  5040000  Package _ 

5009500  Set _  2.  06  5041000  Package _ 

5011000  Each _  .  94  5042000  Package _ 

5013000  Each _  7.  44  5043000  Package _ 

5014000  Each _  14.  87  5044000  Package _ 

5015000  Set _ 4.  32  5045000  Package _ 

5015200  Box _ _ _  .88  5046000  Package _ 

5015301  Each _  .010  5047000  Package _ 

5015302  Each _  .010  5048000  Package.. . . 

501530S  Each _  .  010  5049000  Package _ 

5015304  Each _ _ .010  5050000  Package _ 

5015305  Each _  .010  5051000  Package _ 

5015306  Each _  .010  5052000  Package _ 

5015307  Each _  .  010  5053000  Package _ 

5015308  Each _  .010  5054000  Package _ 

5015309  Each. _ _  .010  5055000  Package _ 

5015310  Each _  .  010  5056000  Package _ 

5015311  Each _  .010  5057000  Package _ 

5015312  Each _  .  010  5058000  Package _ 

5015313  Each _  .  010  5059000  Package _ 

5015314  Each _  .010  5060000  Package _ _ _ 

5015315  Each _  .  010  5061000  Package _ 

5015316  Each _ _ _  .010  5962999  Package _ 

5015317  Each _  .  010  5063000  Package _ 

5015318  Each _  .  010  5064000  Package _ 

5015319  Each.. _ _  .010  5065000  Package _ 

5015320  Each _  .  010  5066000  Package _ 

5016000  Box _ ....  .20  5067000  Package _ 

5018000  Each _  .  37  5068000  Package _ 

5019000  Each _  .  10  5069000  Package _ 

5020000  Each _ 4.  16  5070000  Package _ 

5021000  Each _  .  78  5071000  Package _ 

5022000  Each _  14.  60  5072000  Package _ 

5022200  Each _  3.  12  5073000  Package _ 

5022400  Each _ 2.  29  5074000  Package _ 

5022600  Each _  9.  36  5075000  Package _ 

5022800  Piece _  1.  46  5076000  Package _ 

5023000  Each _  6.  76  5077000  Package _ 

5022400  Each _  ,  16  5078000  Package _ 

5024500  Each -  .  18  5079000  Package _ 

5026000  Each _  .  42  5080000  Package _ 

5027500  Each _  18.  72  5081000  Package _ 

5027705  Box _  .  52  5082000  Package _ 

5027710  Each _  .52  5083000  Package _ _ 

5030000  Each _ _ _  .25  5084000  Package _ 

6031000  Each _  .  10  5085000  Package _ 

5033000  Package - - - .  30  5086000  Package _ 

5034000  Package - .  23  5087000  Package _ 

5035000  Package _ .  24  5088000  Package _ 

5036000  Package _ .  24  5089000  Package _ 


COST 
$0.  18 
.  26 
.47 
.  31 
.  25 
.  25 
.  24 
.25 
.25 
.  25 
.44 
.  44 
.44 
.44 
.  44 
.31 
.31 
.31 
.  21 
.31 
.  31 
.31 
.  36 
.  31 
.  24 
.30 
.  24 
.24 
.25 
.  26 
.  42 
.31 
.  25 
.  25 
.  24 
.  25 
.  25 
.  25 
.  26 
.  26 
.  44 
.  44 
.  44 
.  44 
.  44 
.  31 
.  31 
.  31 
.  31 
.  31 
.  31 
.  31 
.  31 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1945 


MED  3 
Change  7 

CLASS  5-DENTAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

5090000  Package _  $0.  31 

5099000  Each _ _ .21 

5100000  Each _  .  73 

5103500  Each _  2.  36 

5104500  Each _  2.  36 

5105500  Each _  1.  66 

5107000  Each _  1.  66 

5108000  Each _ 136.00 

5111016  Each _  .62 

5111017  Each _  .62 

5111018  Each _  .62 

5111020  Each _  .  62 

5112700  Each _  .  98 

5113000  Each _ _ .52 

5114000  Each _ : _  .52 

5115000  Each _  .  52 

5117000  Each _  .  099 

5117500  Each _  .  040 

5118200  Each _ _ 232.  00 

5118300  Bottle _  .44 

5118500  Package _  .  040 

5121000  Box _  .  20 

5122000  Box _  .  19 

5123000  Box _ .  19 

5124000  Each... _ .  96 

5125000  Bottle _ .24 

5126500  Bottle _  .  65 

5127500  Bottle _  .  65 

5128500  Bottle _  .  65 

5129500  Bottle _ .78 

5130500  Bottle _ .78 

5131500  Bottle _ .  78 

5132500  Bottle _ _ .78 

5133500  Bottle _ .78 

5134500  Bottle _ .78 

5135500  Bottle . . .78 

5138500  Each _ _ _  .073 

5139000  Each _ .62 

5141000  Bottle. _ _  .  11 

5142200  Box _ .86 

5142500  Box _ .31 

5143000  Each _ 275.00 

5144000  Can... _ _ 1.10 

5146000  Each _  .  40 

5148700  Each _ _ 1.  04 

5149500  Each _ 1.  25 

5150500  Each _  1.  04 

5154000  Each _ ....  .62 

5155000  Each _  .  62 

5158000  Each _ .  62 

5158500  Each _ _ .62 

5158700  Each _ _ .....  .62 

5159000  Each _ _  .  52 

5160000  Each _ .52 

5164000  Each _ —  .  52 

5165500  Box _ _ 12.98 


ITEM 

NO.  UNIT  COST 

5166000  Package _ _ _  $0.  18 

5168000  Package _  .  17 

5171000  Box _  .  22 

5174006  Each _  114.  00 

5174008  Each _  87.  90 

5174010  Each _ _  114.  00 

5174020  Each _  114.  00 

5174050  Each _  192.  00 

5175006  Each _  130.  00 

5175008  Each _ _  130.00 

5175010  *  Each _  130.  00 

5175020  Each _  140.  00 

5175050  Each _ _ 130.  00 

5176000  Foot _  .  052 

5177000  Each _ _ _  1.  14 

5178000  Each _  2.  08 

5179000  Each _  .  17 

5180000  Each _  ,  12 

5181000  Box _  .  28 

5182000  Box _  .  47 

5183000  Box _ _  .  40 

5187500  Each _ 4  68 

5188500  Each _  2.  08 

5189000  Box _  .  19 

5196600  Each _  2.  08 

5196700  Each _  2.  08 

5196800  Each _ 1 _ _  2.  08 

5196900  fiach _  1.  56 

5205000  Set _ _ _  .96 

5206000  Each _  .  73 

5207000  Spool _  .  10 

5207100  Package _  1.  12 

5207200  Package _  1.  04 

5207300  Package _  2.  03 

5216000  Each _  .  047 

5217000  Each _  .  052 

5217400  Box _ _  .  41 

5218000  Box _  .062 

5219000  Box.. _ _  .062 

5220000  Box.___ _  .  062 

5221000  Box _  .  062 

5224000  Box _ r _  .  062 

5225000  Box _  .  073 

5226000  Box _  .  10 

5226005  Box _ _  .  10 

5226010  Box . . . .  .10 

5226015  Box _ _ _  .  10 

5229500  Envelope _  .  55 

5229700  Envelope _ _  .  53 

5230000  Box _ _ _  .49 

5231000  Box _ _ _ _ _ _  .  062 

5232000  Box . . . . . .  .062 

5233000  Box _ _ _  .062 

5234000  Box _ _ _ _ _  .062 

5238000  Each _ _ _ _  .76 

5239000  Each _ _ _ _  .28 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  •  20  AUGUST  1945  29 


MED  3 
Change  7 

CLASS  5-DENTAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  , _  COST 

5246500  Each _ $2.  05 

5247000  Each _ _ 2.  50 

5249500  Each _  1.  25 

5249600  Each _ 1.  25 

5249700  Each _ _ 1.  04 

5249800  Each _  1.  70 

5250000  Each. _ _ 1.77 

5251000  Each _  1.  77 

5252000  Each _ 1.  70 

5252500  Each.. _ _  122.00 

5253006  Each _ _ _ 175.00 

5253008  Each............. _ 174.  00 

5252010  Each _ 175.  00 

5253020  Each _  161.  00 

5253040  Each _  166.  00 

5253050  Each.. . 155.  00 

5253505  Each _  172.  00 

5253510  Each _  183.  00 

5254010  Set _  .  16 

5254015  Set _ .16 

5254025  Set _ _ _ _ _ ...  .26 

5255020  Each _  .  37 

5255025  Each _ .  25 

5255027  Each.. _ _ _ . _  .  37 

5255032  Each _ _  .44 

5255035  Each _ .  37 

5256000  Bottle _ .  10 

5257000  Each _  48.  88 

5259005  Each _ .  49 

5259010  Each _  .  36 

5259035  Each _  20.  30 

5261005  Each _  9.  85 

5262700  Tube _ .  10 

5263005  Each _  19.  60 

5265000  Each _  .  42 

5266000  Each _  .  42 

5267000  Each _  .  53 

5268000  Each _ .  52 

5269500  Each _  .  52 

5269700  Each _  .  52 

5272000  Each _  .  52 

5275000  Each _ _ .  52 

5273000  Each. _ .  52 

5277200  Each . .  56 

5277300  Each _ _ .  56 

5277400  Each _ .56 

5277500  Each _ .56 

5278300  Each _ .  52 

5278500  Each _ .  52 

5279000  Each _ .  22 

5280000  Each _ .  34 

5281000  Each _ .  34 

5285000  Set _ 134.  00 

5286000  Each _ _ .  23 

5287000  Each _  .  36 

5287600  Each _ _  2.  23 


30 


ITEM 

NO.  UNIT  COST 

5288000  Each _ $0.  28 

5289000  Each _  .  44 

5290000  Each _  .  25 

5298000  Package _  .  29 

5299000  Package _  .  29 

5300000  Package _  .  29 

5301000  Package _  .47 

5304000  Each _  .42 

5305000  Each _  .  22 

5308000  Each _  .  66 

5309000  Each _ _ _  .21 

5310000  Each. _ .  21 

5310500  Each _  3.  15 

5310600  Each _  2.  16 

5311000  Spool _ 1 _  .  19 

5313000  Jar _ .  19 

5313300  Package _  2.  00 

5313500  Each _  6.  24 

5313600  Each _  7.  28 

5314000  Each _ _ _ 6.  24 

5315016  Each _ _ _ .  52 

5315020  Each _  .  62 

5316000  Each _  3.  12 

5317000  Each.....-.  —  _ _  4.94 

5319000  Each..... _  8.06 

5320000  Each _ 8.  06 

5322000  Each _  7.  49 

5323000  Each _ 9.  36 

5324000  Each..... _ ... _  8.  74 

5325000  Each.... _ 8.  74 

5326000  Each _  7.  34 

5326200  Each _  8.  94 

5326400  Each. _ _  8.  94 

5327000  Each _  .  21 

5327500  Each _ _  157.  00 

5327805  Each _  18.  10 

5327808  Each _ 17.  78 

5327900  Each _ .  79 

5329500  Each _  .  78 

5331000  Ingot _  2.  94 

5332000  Ingot _  3.  29 

5333000  Ingot.  _ _ 2.79 

5334000  Bottle _ _  4.  66 

5335000  Each. _ _  2.  89 

5336000  Each _  2.  31 

5337000  Piece _  8.  32 

5338000  Piece.. _ 3.70 

5339000  Dwt _  1.  00 

5340000  Dwt _  1.  21 

5341000  Dwt _ 1.  37 

5342000  Dwt _  1.  50 

5343000  4  Dwt _  5.  65 

5344000  4  Dwt. _ _ _ —  5.63 

5345000  4  Dwt _  5.  65 

5346000  4  Dwt _ 5.  62 

5349000  Box.„__ _ .  16 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1945 


CLASS  5-DENTAL  EQUIPMENT  AND  SUPPLIES-Continued 


MED  3 
Change  7 


ITEM 

NO.  UNIT 

5349300  Each _ 

5351005  Each _ 

5351010  Each _ 

5352000  Each _ 

5352500  Each _ 

5352600  Each _ _ 

5354000  Each _ 

5355000  Each _ _ 

5356006  Each _ 

5357006  Each _ 

5358000  Each _ 

5359000  Each _ _ _ 

5360000  Each _ _ 

5361000  Each _ 

5362000  Each _ 

5362500  Cart _ 

5362800  Set _ 

5365500  Drum _ 

5366000  Can _ 

5366500  Tin _ 

5366700  Tin _ 

5366800  Each _ _ _ 

5372000  Each _ 

5373000  Each _ 

5380000  Each _ 

5381000  Each _ 

5382000  Each _ _ 

5383000  Each _ 1 _ _ _ 

5388005  Each _ 

5388010  Each _ 

5388012  Each _ 

5388015  Each _ 

5388050  Each _ 

5388505  Each _ 

5388555  Each _ 

5389009  Each _ 

5389012  Each _ 

5389015  Each _ 

5389018  Each _ 

5389021  Each _ 

5389022  Each _ 

5390000  Each _ 

5391000  Each _ 

5392007  Each _ 

5392009  Each _ _ _ 

5392010  Each _ 

5392014  Each _ 

5392015  Each _ 

5392016  Each _ _ _ 

5392040  Each _ 

5392500  Each _ _ _ _ 

5392516  Each _ 

5393000  Each _ _ _ 

5393300  Each _ 

5393700  Each _ _ _ 

5394000  Each _ 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY 


ITEM 

NO.  UNIT  COST 

5394200  Each _  $4.  21 

5394300  Each _  3.  54 

5394500  Each _  .  87 

5394600  Each _  1.  13 

5395000  Each _  21.  84 

5396000  Box _  .  31 

5397000  Each _  .  26 

5399000  Each _  .  24 

5400000  Each _  .  55 

5400300  Each _  37.  40 

5400305  Each _  .  10 

5400310  Package _  .  68 

5400500  Each _  .  73 

5401000  Each _ _ _ 1.  04 

5403000  Each _  .  065 

5404000  Each _  .  052 

5405000  Each _  .  087 

5406000  Each _ _ .  052 

5407000  Each _  .  18 

5408000  Each _  .  17 

5412000  Each _  1.  48 

5416000  Each _  1.  30 

5417000  Each _  .  45 

54.18005  Each _  .18 

5418010  Each _  .  16 

5419005  Each _  .  36 

5419010  Each _ .36 

5419400  Each _  4.  40 

5420500  Each _  .  23 

5420700  Cart _  1.  46 

5421000  Each _  1.  06 

5422000  Book _ _  .  047 

5423000  Jar _  .  18 

5423200  Package _  .  81 

5424150  Can _  .  37 

5424300  Can _ •_ _ .35 

5426000  Each _  .83 

5427000  Each _  .  42 

5427500  Each _  2.  20 

5428000  Each _  3.  48 

5429000  Each _  3.  12 

5430000  Each _  4.  89 

5431000  Each _  3.69 

5432000  Each _  3.  10 

5432500  Each _  5.  20 

5433500  Each _  .  88 

5434000  Each _  .  42 

5435000  Each _  3.  80 

5435500  Each _ 4.  89 

5435700  Each _ 1.  34 

5436000  Each _ ^ _  .  78 

5437000  Each _  .  78 

5438000  Each _  .  78 

5439000  Each _ _ .  78 

5440000  Each _  .  62 

5444000  Each.. . .  68 

•  20  AUGUST  1945  '  31 


COST 

$0.  57 

36.  40 

33.  30 

10.  60 

1.  56 

1.  87 

.  083 

20.  40 

7.  02 

2.  08 

.  38 

.  26 

.  11 

.  73 

.  52 

1.  03 

4.  24 

3.  43 

.  47 

1.  04 

1.  06 

2.  37 

.  78 

1.  30 

1.  14 

.  010 

.  78 

.  0520 

32.  00 

33.  28 

34.  50 

33.  28 

33.  30 

2.  08 

2.  08 

.  62 

.  10 

.  16 

.  62 

.  78 

.  78 

.  62 

.  62 

71.  30 

79.  30 

69.  50 

45.  80 

75.  60 

47.  20 

31.  80 

52.  70 

49.  90 

1.  66 

249.  00 

14  30 

40.  60 

CATALOG 


MED  3 
Change  7 


CLASS  5-DENTAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

5445000  Each _  $0.  68 

5446000  Each _  .  68 

5450000  Each... _ ' _  .  78 

5451000  Each _  .  78 

5452000  Each _  .  78 

5453000  Box _ .  71 

5453200  Set _  26.  00 

5453300  Each _  2.  89 

5453400  Each _  2.  45 

5453500  Each _ __  2.  89 

5453600  Each _ __  2.  89 

5453700  Each _  2.  89 

5453800  Each _  2.  89 

5454000  Each _ ....  .  11 

5454100  Each... _ _  .11 

5455000  Each _ .  11 

5458000  Each _ _ _ .070 

5460000  Each _  .  11 

5461000  Each . .  11 

5462000  Each _ .  11 

5463000  Each _ .  11 

5474000  Each _ .  11 

5474100  Each.. _ .  11 

5475000  Each _  .  11 

5478000  Each.. _ _ ...  .  11 

5480000  Each . . .  11 

5481000  Each _ .  11 

5482000  Each _ _ .  11 

5483000  Each _ _ .  11 

5494000  Box _  .  19 

5495000  Box _ ___  .  19 

5496000  Box _ _ _  .  19 

5500000  Box _ _ ...  .62 

5502000  Each _  .  062 

5502500  Package _  .  42 

5503000  Each _ 4.  78 

5504000  Each _  .  87 

5506000  Package _  .  26 

5507000  Package _ _  .26 

5508000  Package _  .  26 

5509000  Package _  .  26 

5510000  Package _  .  42 

5511000  Package _ _  .42 

5519000  Each _ 2.  60 

5520000  Envelope _  .  14 

5521000  Envelope _  .  14 

5522000  Envelope _  ,  14 

5523000  Envelope _ .  14 

5523200  Each _ _ _  4.  16 

5523400  Envelope _  .  18 

5523600  Envelope _  .  18 

5524000  Each _  .  57 

5527000  Package _  .  10 

5528000  Box _ .  060 

5529000  Carton _ .  67 

5532000  Carton _  .  75 


32 


ITEM 

NO.  UNIT  COST 

5533000  Cftrton _ _ _ ... _  $2.  60 

5534000  Carton _ ; _ ______ _  1.  15 

5535000  Bottle.. _ _ _ ... _  .  23 

5541000  Each _ _ _ _ _ _  .  63 

5542000  Each... _ _ _ .... _ __  .63 

5544000  Each _ _ _ .... _  .  72 

5545000  Each.. _ . _ ... _  .  72 

5545600  Each..... _ _ _ . _ _ _  .  94 

5545800  Each _ _ _ _ _  .94 

5546000  Each.. _ , _ .94 

5546200  Each... _ _ _  .94 

5546400  Each... _ _  .  94 

5546600  Each... _ . _  .  94 

5549500  Each _ _ _ _  .94 

5549700  Each _ ... _ _ _ .  94 

5549900  Each _ _ _ _ . _  .94 

5551500  Each.. _ _ .62 

5552000  Each _ .  62 

5552500  Each _ ,....  .62 

5557000  Each _ _ _ _ _  2.25 

5559300  Each _  .  87 

5559500  Each _  .87 

5560000  Carton _ .  20 

5562000  Each _  .  49 

5568000  Each _ _ _  .  87 

5569000  Each _  .  19 

5570000  Each _  1.  77 

5571000  Each _  .  62 

5572000  Each _  .  99 

5576000  Box _ _ _  .062 

5577000  Can _  .  54 

5577015  Drum _  2.  34 

5577500  Each _ _ _  6.  50 

5578000  Box _  .  073 

5580000  Box _ .  21 

5581000  Box _ .  21 

5582000  Box _ _ _  .21 

5582500  Package _  .  50 

5582700  Each _ 25.  00 

5593000  Each _ _ 1.  66 

5593400  Each _  .  062 

5593600  Each _  .  062 

5593800  Each _  .  052 

5594000  Each _  .060 

5594400  Each. _ _  .  46 

5594500  Each _ _ _  .62 

5597000  Each _  .  54 

5598000  Each _ T__  .  10 

5601000  Each _ I_'_  6.71 

5602005  Each. _ _ 6.  67 

5602010  Each _  6.  76 

5602015  Each _ 6.  76 

5602025  Each _ 1 _  6.76 

5603000  Each _  5.  30 

5611500  Set _ 694.  00 

5612050  Each _ .089 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1945 


MED  3 
Change  7 


CLASS  5-DENTAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 
NO. 

5612055 
5612500 
5613000 
5614500 
5615000 
5616000 
5622000 
5627000 
5628000 
5629000 
5630000 
5631000 
5632000 
5633000 
5634000 
5636000 
5637000 
5638000 
5639000 
5640000 
5641000 
5642000 
5643000 
5644020 
5644050 
5644055 
5645000 
5646000 
5649000 
5650000 
5651000 
5652000 
5652500 
5653000 

5653300  Each _ 

5653511  Each... 
5653512  Each... 
5653527  Each... 
5653530  Each... 
5653531  Each... 
5653550  Each... 
5654112  Each... 
5654115  Each.... 
5654125  Each.... 
5654212  Each... 
5654215  Each... 
5654225  Each... 
5654227  Each... 

5654230  E%ch _ 

5656010  Each.... 
5656012  Each... 
5656015  Each... 
5656023  Each.... 
5656025  Each... 


5658510  Each _  .  10 

5659012  Each. _ _  3.  28 

5659015  Each _  3.  28 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  • 


ITEM 

NO.  UNIT  COST 

5659026  Each _  $3.  28 

5659029  Each _  2.  12 

5659030  Each _  1.  65 

5659512  Each _  4.  42 

5659515  Each _ 4.  42 

5659526  Each _  4.  42 

5659528  Each _  4.  42 

5659530  Each _  4.  42 

5661300  Each _  25.  00 

5661500  Each _  1.  26 

5664000  Each _  3.  85 

5665500  Each _  3.  64 

5666500  Each _ 56.  70 

5667000  Each _  15.  60 

5667100  Each _  5.  20 

5667500  Each _ 39.  50 

5668000  Each _  1.  56 

5668500  Each _  .  042 

5669000  Each _  .  11 

5669500  Box _ ....  .  16 

5670000  Each _  .  84 

5671000  Box _  .  26 

5672000  Box _  .  32 

5672200  Box _ ...  .  49 

5672400  Box _  .  64 

5673000  Box _  .  42 

5673200  Box _  .  64 

5673400  Box _  .  64 

5673600  Box _  1.  78 

5674000  Box _ .  19 

5676000  Box _  .  21 

5677000  Each _  .  083 

5678000  Each _  .  27 

5679000  Each _  .  37 

5680000  Each _ .  17 

5681000  Each _ .  083 

5683000  Each _ _  .  021 

5684000  Each _ _ _  .019 

5685000  Each _  .  038 

5686000  Each _  .  038 

5687000  Each _ .  042 

5688000  Each _  .  052 

5689000  Each _  .  29 

5690000  Each _ .  26 

5691000  Each _ .  33 

5692000  Each _  .  083 

5693000  Each _  .  33 

5694000  Each _  .  10 

5695700  Box _  .  31 

5696000  Box _ .  87 

5696700  Length _ .  052 

5698000  Length _ .  31 

5700000  Length _ _  .  .16 

5701000  Length _ .  16 

5702000  Length... . . . .  88 

5703000  Length _  .  50 

20  AUGUST  1845  33 


UNIT  COST 

Each _ $0.  040 

Each _ L  03 

Each - L  04 

Roll _  .  19 

Each _  .  57 

Each _ .  94 

Each _  .  062 

Each _  .  10 

Each _  .  10 

Each _  .  10 

Each _  .  10 

Each _ * _  .  73 

Each _  .  73 

Each _ .  73 

RoH _  .  18 

Each _  .  42 

Each _  .  42 

Each _  .  42 

Each _  .  42 

Each _  .42 

Each _  .  83 

Each _  .  76 

Each _  .  61 

Box _ _ 3.  74 

Each _  49.  92 

Each _  3.  74 

Each _  .  18 

Each _  .  18 

Foot _  1.  56 

Foot _  1.  56 

Foot _  .  75 

Each _  .  12 

Each _  .  17 

Each. . .  17 

83.  40 
494.  00 
473.  00 
565.  00 
473.  00 
494.  00 
442.  00 
2.  08 
2.  08 
2.  08 
3.  04 
2.  34 
2.  69 

2.  50 

3.  28 
.  94 
.  94 
.  94 
.  94 
.  94 


MED  3 
Change  7 


CLASS  6— X-RAY  EQUIPMENT  AND  SUPPLIES 


ITEM 

NO.  UNIT  __  COST 

6002000  Each . . ....  $6.  90 

6003000  Each. . .  33 

6004000  Each _ _  .  48 

6004500  Each. _ _  31.  20 

6005000  Each _ 1.  40 

6006000  Each _ 9.  05 

6006500  Each _ 28.  20 

6007500  Each _  13.  00 

6007700  Each _  4.  42 

6007900  Each _ 1.  72 

6008000  Each _ .78 

6008075  Each _ 5.  14 

6009000  Each _ 15.  00 

6010000  Each _ 16.  96 

6011000  Each _  30.  82 

6011700  Each _  697.  00 

6011750  Each... _ _  530.00 

6012500  Each _  13.  30 

6013000  Each... _ _  11.  60 

6013500  Each _ 11.  60 

6013700  Each _ 307.  00 

6013800  Each _ 463.00 

6013850  Each _ 463.  00 

6014000  Each _  281.  00 

6014045  Each _  130.  00 

6014050  Each... _ _ 130.  00 

6014500  Each.. _ _  176.  00 

6014508  Each _  158.  00 

6014510  Each _ 161.  00 

6014550  Each _  161.  00 

6015005  Package _  1.  30 

6015010  Package _  2.  26 

6016080  Dozen _  .  81 

6017005  Dozen _  1.  72 

6017010  Dozen _  2.  08 

6018005  Dozen _  2.  08 

6018010  Dozen _ 2.  68 

6019005  Dozen _  3.  87 

6019010  Dozen _  5.  40 

6019500  Dozen _ .  72 

6019510  Dozen _  .  78 

6019700  Package _  .  052 

6020000  Each _  .  42 

6023000  Each _ _ 966.  00 

6027000  Each _  5.  41 

6029000  Each _ 1.82 

6030000  Pair _  9.  73 

6031000  Pair _  2.  60 

6031500  Each _ _ 124.  00 

6032000  Each.. _ _  65.  00 

6032500  Each _ _ _  5.  72 

6032990  Each .  .  19 

6033000  Each . .  » 16 


ITEM 

NO.  UNIT  COST 

6034000  Each _ _ _ _  $0.  34 

6036500  Each.... . 1.30 

6036700  Each _  .  74 

6037000  Each _ 74 

6038000  Each _  .  84 

6039000  Each _ 1.00 

6040000  Each _  41.  90 

6040500  Each _ .  36 

6042000  Bottle _ 1 _  .  39 

6043005  Each _ .' _  .68 

6043010  Each _ .68 

6045005  Each _ _  .  31 

6045010  Each _ _ .  31 

6046000  Sq.  Ft _  .26 

6047000  Sq.  Ft _  .  34 

6048000  Pair _  .  56 

6048500  Each _  3.  89 

6048600  Each... _ _  .  10 

6049000  Each _ 6.  24 

6049505  Each _  .  10 

6049510  Each _ .  16 

6050000  Each _  93.  60 

6051000  Package _  1.  40 

6067000  Each . 1,450.00 

6067040  Set _ 980.  00 

6088005  Each _ 426.00 

6088010  Each _  442.  00 

6088015  Set _ 624.00 

6089000  Each _ 4,610.00 

6089050  Set _ 2,  157.  00 

6090000  Each... . . . 431.  00 

6090400  Each _ 3,  219.  00 

6090500  Each _  3,  219.  00 

6091500  Each _  4,  722.  00 

6091550  Each _  4,  498.  00 

6109500  Each _ _ _ ..  2,088.00 

6109520  Each _  2,  088.  00 

6109550  Each _ 4,741.00 

6109800  Each _  25.  00 

6110000  Package _  .31 

6110200  Envelope . . .  073 

6110300  Envelope _  .  073 

6110400  Envelope _  .  073 

6110500  Envelope _ _ _  .073 

6110600  Envelope _ _  .  073 

6110700  Envelope _ *_  .  073 

6110800  Envelope _  .  073 

6110900  Envelope _  ‘.073 

6111100  Envelope _  .  073 

6111200  Envelope _  .  073 

6112000  Can _  .77 

6113500  RoU _  .  42 

6117000  Yard. _ _ .041 
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ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1945 


MED  3 
Change  7 

CLASS  6-X-RAY  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

Cl 20000  Each _ _  $0.  052 

6121000  Each _ 2340.  00 

6122000  Package _  .10 

6123000  Package _  .  16 

6124000  Package _ _  .  26 

6124700  Each _  .  99 

6126500  Each _  285.  00 

6127000  Each _  .  36 

6127500  Each _  .  72 

6128100  Pair _ 3.  12 

6128300  Pair _  4.  16 

6129300  Pair _ _ _ , _  6.  24 

6130300  Pair _ _ _  9.36 

6136000  Each _ _ 411.  00 

6136300  Each _ _  224.  00 

6156800  Each _ _  1,  372.  00 


ITEM 

NO.  UNIT  COST 

6156900  Each _  $1,  035.  00 

6157000  Each _  1,  819.  00 

6157045  Each _  1,  586.  00 

6157050  Each _ _  1,  664.  00 

6158000  Each _  650.  00 

6159000  Each _ _ _  1,180.00 

6159050  Each _  1,  399.  00 

6166000  Each _  11.  96 

6167000  Each _ _  20.  80 

6167200  Each _ 416.  00 

6167500  Each _ _ 26.  00 

6167900  Each . . . .  .46 

6168000  Each . .  99 

6169000  Each _ _  1.  30 

6169200  Each _ _  2,  130.  00 
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MED  3 
Change  7 


CLASS  7— HOSPITAL  EQUIPMENT  AND  SUPPLIES 


ITEM 

NO.  UNIT  COST 

7001000  Each _  $2.  76 

7002000  Each _  13.  26 

7003000  Each _ 6.  82 

7003500  Each _ _ 6.  00 

7005000  Each _  13.  00 

7005200  Pair _  19.  00 

7006000  Each _  27.  10 

7006505  Each _  1.  30 

7006510  Each _  1.  30 

7006705  Each _ x___  .57 

7006710  Each _ .  57 

7008000  Each _  60.  60 

7009005  Each. _ _  .  031 

7009007  Each _  .  031 

7009009  Each _  .  031 

7009010  Each _ _ _  .031 

7011000  Each _  1  8.  89 

*  13.  78 

7012000  Each. _ _  3  9.  43 

*  14.  14 

7013000  Each _  7.  28 

7013200  Each _  3.  90 

7014000  Each _  3  29.  80 

3  41.  50 

7017000  Each _  1  4.  73 

3  6.  50 

7018000  Each _ _  3  18.  46 

*  17.  26 

7019000  Each _  1  14.  14 

*  15.  08 

7020000  Each _  3  24  18 

3  24.  96 

7021000  Each _ _ 1  9.  83 

*  11.  08 

7021500  Each _  1  4.  37 

*  3.  38 

7022000  Each _  *  4.  16 

3  5.  10 

7023000  Each _ _  *  11.  13 

3  11.  96 

7024000  Each _ _  3  9.  31 

3  18.  72 

7025000  Each _ _  3  6.  92 

3  17.  94 

7026000  Each _ _  3  12.  22 

3  15.  13 

7026500  Each _ _ 3  2.  60 

3  3.  54 

7027000  Each _  91.  50 

7028000  Each _  40.  70 

7029000  Each _  40  30 

7031000  Each . 32.  00 

1  Wood. 

•  Metal. 


ITEM 

NO.  UNIT  COST 

7033000  Each _ $94.  10 

7034000  Each _  12.  28 

7035000  Each _ _ _  6.38 

7036000  Each _ 12.  04 

7037000  Each _  61.  79 

7038000  Each _  72.  80 

7039000  Each _ 4.  67 

7041000  Each _  3.  71 

7042000  Each _ _  23.  35 

7043000  Each _  28.  60 

7044000  Each _ _  15.  81 

7045000  Each _  6.  27 

7046000  Each _  19.  76 

7046500  Each _  10.  28 

7047500  Each _ _ _  7.  20 

7048006  Each _  10.  47 

7048008  Each _  10.  47 

7048010  Each. _ _  10.  47 

7049000  Each _  9.  31 

7050000  Each _ _  3.  48 

7051000  Each _ 15.  64 

7053000  Each _  1.  04 

7054000  Each.. _ _ 140.  61 

7055000  Each _  59.  95 

7055200  Each _  31.  61 

7056000  Each _  40.  83 

7053000  Each _ 30.  46 

7059000  Each _ _ •  16.  35 

7060000  Each _ _  23.  44 

7060300  Each _ _ ,  11 

7060400  Each _ _  .  36 

7060500  Each _  1.  83 

7061000  Each _ 3.  49 

7062000  Each _  3.  33 

7069000  Each _ : _ _  5.  40 

7070000  Each _ _  6.  00 

7072000  Each _  5.  72 

7073700  Sq.  Yd _ _ 6.  24 

7074000  Each _  117.  72 

7076000  Each _  292.  12 

7078000  Each _  16.  80 

7080505  Each _ _  .  062 

7080510  Each _  .  15 

7080512  Each _  .  033 

7080516  Each _  .  062 

7080517  Each _ _  '  .062 

7080520  Each _ _  .  14 

7080521  Each _ _  .  055 

7080530  Each _  .  062 

7080532  Each _ .  062 

7081000  Each . . ' _  39.  52 

7082300  Each _ _  5.  15 
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CLASS  7— HOSPITAL  EQUIPMENT  AND  SUPPLIES— Continued 


MED  3 
Change  7 


ITEM 

NO.  UNIT  COST 

7082500  Each _  $98.  80 

7083000  Each _ 17.  98 

7086000  Each _  3.  22 

7087000  Each _  2.  13 

7088000  Each _  5.  20 

7088500  Each _  43.  68 

7089000  Each _  11.  72 

7093000  Each _  19.  76 

7094000  Each _  8.  84 

7095000  Each _  8.  58 

7096000  Each _  18.  61 

7097000  Each _  24.  80 

7098000  Each _  78.  00 

7099000  Each _  769.  00 

7099200  Each _  49.  92 

7099300  Each _ _  ,  707.00 

7099400  Each _  78.  00 

7099700  Each _ 291.  00 

7100000  Each _  28.  60 

7100500  Each _  1.  00 

7101500  Each _ 46.  95 

7101010  Each _  57.  77 

7102000  Each _  52.  00 

7102850  Each _  220.  00 

7102855  Each _  .  57 

7103005  Each _  187.  00 

7103008  Each _  187.  00 

7104005  Each _  198.  00 

7104008  Each _ . _  198.  00 

7105505  Each _  612.  00 

7105550  Each _  626.  00 

7116000  Each _ _  354.  00 

7116200  Box _  1.  12 

7116400  Box _  1.09 

7116600  Box _  1.  09 

7121200  Each _  74.  50 

7121250  Each _  64.  70 

7121400  Each _  5.  15 

7121450  Each _  4.  63 

7123200  Each _ 32.  20 

7123245  Each _  23.  90 

7123250  Each _  27.  00 

7123400  Each _  2.  53 

7123405  Each _  5.  04 

7123445  Each _  2.  86 

7123450  Each _ 2.  86 

7126005  Each _  181.  00 

7126008  Each _ 239.  00 

7128500  Each _  290.  00 

7129600  Each _  68.  50 

7129645  Each _  57.  20 

7129650  Each _  61.  00 

7132002  Each _  515.  00 

7132005  Each _  83.  60 

7132010  Each _  104.  00 

7139000  Each _  .  28 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


ITEM 

NO.  UNIT  COST 

7151000  Each _  $0.  79 

7152000  Each _  .  60 

7152500  Each _  3.  64 

7157810  Each _  .  34 

7158000  Each _  7.  85 

7158750  Bolt _ _  12.  50 

7159000  Each _  .  090 

7160005  Each _  2.  75 

7160010  Each _  2.  75 

7160015  Each _  2.  75 

7160500  Each _  6.  30 

7160705  Each _  10.  78 

7160710  Each _ „ _  14.  95 

7160900  Each _ 41.  60 

7162000  Each _ 1.84 

7162505  Each _  1.  98 

7162510  Each _  1.  98 

7162800  Each _ _ _  11.60 

7163005  Each _  1.  74 

7163010  Each _  1.  74 

7164005  Each _  1.  10 

7164010  Each _  1.  10 

7164505  Each _  1.  76 

7164510  Each _ 1.76 

7165005  Each _  1.  69 

7165010  Each _  1.  69 

7166005  Each _  .  99 

7166010  Each _  .  91 

7167000  Each _  .  74 

7169000  Each _  .  21 

7170805  Each _ 3.  83 

7170810  Each _  3.  83 

7171005  Each _  5.  42 

7171010  Each _  5.  42 

7172000  Each _  1.  31 

7174005  Each _  1.  78 

7174010  Each _  1.  78 

7175005  Each _ - _  2.  99 

7175010  Each _  2.  99 

7176005  Each _ 1.  29 

7176010  Each _  1.  29 

7176205  Each _  1.  51 

7176210  Each _  1.  51 

7177000  Each _  .  44 

7178000  Each _ .20 

7179030  Each _  .  50 

7179032  Each _  .  50 

7179034  Each _  .  50 

7179036  Each _  .  50 

7179038  Each _ .50 

7201000  Each _  .  63 

7202000  Each _  .  22 

7203000  Each _ _ .26 

7204000  Each _  3.  65 

7207000  Each _  .  49 

7208000  Each _  1.  95 
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MED  3 
Change  7 

CLASS  7-HOSPITAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

7210000  Each _  *  $11.  44 

4  1.  04 

7211000  Each _ _ _  *17.85 

4 1.  56 

7212000  Each _  »  26.  00 

4  3.  38 

7213000  Each _ 2.  50 

7214000  Each _  »  10.  40 

4  3.  00 

7215000  Each _  »  20.  80 

4  4.  20 

7216000  Each _ _ .25 

7217000  Each _  .  18 

7218000  Each _  .  52 

7220000  Each _  .  26 

7223000  Each _  .  48 

7224000  Each _  .  27 

7224550  Each _ 16.  40 

7225000  Each _ _ 32.  24 

7226000  Each _  182.  00 

7227000  Each _ 5.  39 

7228000  Each _  6.  34 

7229000  Each _ 7.  29 

7230005  Each _  383.  00 

7230010  Each _  383.  00 

7231000  Each _  27.  10 

7232000  Each _  36.  40 

7233000  Each _ _  5.  17 

7234000  Each _ 5.  23 

7235000  Each _  5.  93 

7236000  Each _  12.  53 

7237000  Each _  31.  20 

7238000  Each _  1.  97 

7239000  Each _  8.  16 

7239500  Each _  .  98 

7239700  Each _ 282.00 

7242000  Each _  *  15.  60 

4  6.  41 

7245000  Each _  1.  21 

7247000  Each _  *  15.  60 

4  7.  80 

7248000  Each _  .  10 

7249500  Each _  *  1.  04 

4. 88 

7250000  Each _  .  26 

7253000  Each _ _ _  .  070 

7254000  Each _ .  12 

7256000  Each _  .  17 

7256500  Each _  .  18 

7259000  Each _  17.  39 

7261000  Each _ _ .  27 

7262000  Each _  9.  27 

7262300  Each _  105.  00 

7263000  Each__ . . .  34 


*  Corrosion-resisting  steel. 
4  Other. 


ITEM 

NO.  UNIT  COST 

7264000  Each _  $0.  34 

7266000  Each _ .090 

7266200  Dozen _  .  0008 

7272000  Each _  .  21 

7274000  Each _ _ _  .52 

7276000  Each _  .  15 

7283500  Each _  48.  95 

7283506  Each _ 45.  40 

7283508  Each _ 46.  00 

7284000  Each _ _ _  .50 

7286000  Each _ _ _  .31 

7287000  Each _  -  .14 

7288000  Each _  .  16 

7289000  Each _ _ .  19 

7297000  Each _ .  53 

7298000  Each _  .  034 

7299000  Each _  .  52 

7300000  Each _ 2.  55 

7305000  Each _ .  83 

7306000  Each _ 1 _  .  28 

7307000  Each _  .  31 

7307500  Each _  .  29 

7309000  Each _  .  31 

7310000  Each _  .  80 

7311000  Each...^ _  .18 

7312000  Each _  .  19 

7312300  Each _ .  17 

7313000  Each _  1.  60 

7314000  Each _  .  85 

7314200  Each _  .  29 

7314500  Each _ _ _ _ _  .28 

7315000  Each _ _ _  .38 

7316000  Each _  .  22 

7317000  Each_ _ _  *2.50 

4.  27 

7318000  Each _  »  1.  00 

4.  27 

7320000  Each _ j _  ..35 

7323000  Each _ .  30 

7329500  Each.. _ _  .  18 

7330000  Each _ .  25 

7331000  Package _  1.  00 

7331500  Each _  2.  84 

7332000  Each _ .  12 

7334000  Each _  .  86 

7335000  Each _  2.  78 

7336000  Each _  .  061 

7337000  Each _  .  28 

7338000  Each _  .  40 

7339000  Each _ _  »  7.  50 

4  1.  02 

7340000  Each _  »  12.  50 

4  1.  50 
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ITEM 

ITEM 

NO. 

UNIT 

COST 

NO. 

7341000 

Each _ 

_  *  $02.  95 

7379000 

Each _ 

4.  15 

7381000 

Each _ 

7342000 

Each _ 

_  *  6.  35 

7381500 

Each _ 

4.  25 

7883000 

Each  . 

7343000 

Each _ 

_  .49 

7384000 

Each  ___ 

7344000 

Each . . 

_  *  3.  64 

7385000 

Each _ 

4.  55 

7386000 

Each-  __ 

7345000 

Each _ 

_  »  7.  80 

7386500 

Each 

*  1.  06 

7386510 

Each 

7348000 

Each _ 

_  __  .11 

7387000 

Each-.  _ 

7349000 

Each _ 

_  .  13 

7388000 

Each  _ 

7350000 

Each _ 

_  .20 

7389000 

Each _ 

7351000 

Each _ 

_  .30 

7390000 

Each--  . 

7352000 

Each _ _ 

_  .38 

7391000 

Each  __ 

7354000 

Each _ 

_  *  3.  64 

7392000 

Each _ 

4.  70 

7392300 

Each _ 

7356000 

Each _ 

_  .  18 

7392500 

Each _ 

7358000 

Each _ 

_  .19 

7392700 

Each  ___ 

7359000 

Each _ 

_  .24 

7393000 

Each _ 

7360000 

Each _ 

_  .94 

7394000 

Each _ 

7361000 

Each _ 

_  .090 

7395000 

Each-  , 

7361200 

Package 

_  .070 

7397000 

Each _ 

7362000 

Each _ 

_  8.  44 

7399000 

Each 

7363000 

Each _ _ 

_  10.  50 

7400000 

Each-. 

7365000 

Each _ _ 

_  6.  00 

7401000 

Each 

7366000 

Each _ _ 

_  .  21 

7402'000 

Each-  __ 

7367000 

Each _ _ 

_  •  18.  00 

7402800 

Each  _ 

4  1.  80 

7403000 

Each 

7368000 

Each _ _ 

_  »  27.  00 

7403500 

Each 

4  5.  45 

7404000 

Each.  _ 

7369000 

Each _ 

_  *  35.  00 

7405000 

Each 

4  5.  75 

7406000 

Each 

7370000 

Each _ 

_  *  40.  00 

7409000 

Each _ 

4  4.  00 

7409300 

Each.  __ 

7371000 

Each _ _ 

_  *  48.  00 

7410000 

Each 

4  12.  00 

7411000 

Each 

7372000 

Each _ 

_  1.  00 

7412000 

Each _ 

7373000 

Each _ 

_  *  1.  75 

7414000 

Each 

4.  35 

7414500 

Each  . 

7375505 

Each _ 

_  116.  93 

7415000 

Each _ 

7375506 

Each _ 

_  117.  31 

7417000 

Each _ 

7375507 

Each _ 

_  130.  89 

7421000 

Yard—, 

7375508 

Each _ 

-  -  199.  00 

7422000 

Yard—. 

7375509 

Each _ _ 

_  215.  00 

7422700 

Each _ 

7375512 

Each _ 

_  278.  27 

7423000 

Each _ 

7375513 

Each.. _ 

_  296.  35 

7424000 

Each..  _ 

7375516 

Each _ 

_  334.  00 

7425000 

Each-  ... 

7375578 

Each _ 

_  201.  50 

7426000 

Each _ 

7375580 

Each _ 

_  278.  27 

7427000 

Each.  ... 

7375583 

Each _ _ 

_  95.  00 

7427500 

Each  — 

7375585 

Each _ 

_  105.  00 

7427800 

Package. 

7375590 

Each _ 

180.00 

7427990 

Each _ 

7377000 

Each.  _ 

75.00 

7428000 

Each.  „ 

7378000 

Each _ 

.49 

7429000 

Each _ 

UNIT 


MED  3 
Change  7 


COST 
$0.  10-- 
.  12 
.  91 

1.  14 

2.  86 
5.  21 

17.  00 
1.  00 
1.  00 
.  80 
.  65 
.  040 
.  030 
.  040 
.  030 
.  25 
.  15 
4.  35 
.  25 
.  80 
.  21 
85.  00 
40.  00 
.  14 
.  17 
.009 
.  35 
.  21 
.20 
.  10 
.  080 
.  55 
.  42 
.  40 
.  080 
.  35 
2.  65 
40.  00 
48.  00 
38.  00 
7.  95 
.  95 
.  95 
32.  70 
1.  21 
.  13 
2.  27 
1.  75 
1.  02 
60.  06 
.  29 
.031 
.030 
.76 


3  Corrosion-resisting  steel. 

4  Other. 
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MED  3 
Change  7 


CLASS  7-HOSPITAL  EQUIPMENT  AND  SUPPLIES-Continued 

•  ■ 


ITEM 

NO. 

7451000  Each _ 

7454000  Each.... 
7455000  Each.... 
7456000  Each.... 
7457000  Each.... 
7458000  Each.... 
7458500  Each.... 
7459000  Each.... 
7459500  Each.... 
7459700  Each.... 
7462000  Each.... 
7463000  Each.... 

7463505  Bag _ 

7463510  Bag _ 

7464005  Barrel... 
7464010  Barrel... 
7465000  Each.... 
7466000  Each.... 
7467000  Each.... 

7468000  Can _ 

7470000  Each.... 
7471000  Each.... 
7472000  Each.... 

7472500  Can _ 

7473000  Can _ 

7474000  Can _ 

7475000  Can _ 

7476000  Each.... 
7477000  Sheet... 
7477200  Sheet... 
7477500  Sheet... 
7478000  Sheet... 
7478200  Sheet... 
7478500  Sheet... 
7478700  Sheet... 
7478900  Sheet... 

7483000  Can _ 

7487000  Each _ 

7489000  Bar _ 

7490000  Cake.... 
7491000  Can.... 

7493000  Bar _ 

7493500  Package 
7495000  Each.... 

7495500  Each _ 

7502002  Each.... 
7502004  Each.... 
7502006  Each.... 

7502008  Each _ 

7502011  Each.... 
7502015  Each.... 
7502018  Each.... 
7502021  Each.... 
7502025  Each.... 
7502028  Each.... 
7502030  Each.... 

40 


UNIT 


COST 

ITEM 

NO. 

$0.  95 

7502033 

.  32 

7502037 

.  93 

7502039 

.  16 

7503005 

.  50 

7503010 

1.  05 

.  7503015 

.  85 

7503025 

.  12 

7503028 

1.  75 

7504000 

.  39 

7504500 

.  52 

7506000 

1.  05 

7507000 

3.  85 

7508000 

4.  25 

7509000 

5.  82 

7510000 

5.  82 

7511000 

5.  55 

7511500 

2.  00 

7512000 

.  013 

7514000 

.  080 

7515000 

.  32 

7515500 

.  46 

7516000 

5.  25 

7517000 

1.  42 

7520000 

.82 

7521000 

2.  95 

7523000 

1.  53 

7524000 

.  42 

7525000 

.  030 

7526000 

.030 

7528000 

.  020 

7529000 

.  020 

7530000 

.  020 

7531000 

.  020 

7532000 

.  020 

7533000 

.  020 

7536000 

.  090 

7537000 

2.  00 

7537500 

.  12 

7538000 

.  050 

7539000 

.  060 

7540005 

.  060 

7540010 

.  21 

7541005 

5.  70 

7541010 

159.  75 

7541015 

138.  00 

7541020 

148.  00 

7542005 

157.  00 

7542010 

163.  00 

7543005 

170.  00 

7543010 

165.  00 

7544005 

185.  00 

7544010 

190.  00 

7546000 

205.  00 

7547000 

95.  00 

7549500 

103.  00 

7550000 

UNIT 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Package _ 

Package _ 

Cart _ 

Cart _ 

Cart _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ _ ... 

Each _ 

Each _ 

Each _ 

Each _ 

Each _ 

Package _ 

Package _ 

Set _ 

Set _ 

Set _ 

Set _ 

Sheet _ _ _ 

Box _ 

Box _ 

Box _ 

Each _ 

Each _ 

Package _ 

Package _ 

Package _ 

Package _ 

Package _ 

Package _ 

Package _ 

Package..: _ 

Package _ 

Package _ 

Package _ 

Package _ 

Each _ 

Each _ 

Box _ 

Each _ 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  • 


COST 
$112.  00 
115.  00 
135.  00 
305.  00 
330.  00 
350.  00 
195.  00 
350.  00 
.  60 
.  55 
.  050 
.050 
.  070 
.  25 
1.  35 
.  25 
.  30 
.  51 
.  18 
.  15 
.  051 
.  70 
.  60 
.  040 
.  25 
.  080 
.  050 
.  11 
.  058 
.  15 
.060 
.  18 
.  060 
.  18 
.  045 
.  035 
.  11 
.  045 
.  047 
5.  25 
.  039 
.  039 
.  021 
.  021 
.  019 
.  019 
.  052 
•  .  10 
.  12 


.  18 
.  018 
.  052 
.  15 
1.  48 


20  AUGUST  1945 


MED  3 
Change  7 

CLASS  7-HOSPITAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

7555000  Each. _ _ $0.  45 

7556000  Each _ .  40 

7557000  Each _ ■ _ _  ,  25 

7562000  Box _ ,  72 

7562500  Box _  .68 

7562700  Box _  2.  39 

7563000  Can _  .  090 

7566000  Bottle _ ,  11 

7568000  Can _ _  .  17 

7569000  Bottle _  .  13 

7572000  Bottle _  .  084 

7572500  Bottle _  .  096 

7572700  Bottle _ _  .  26 

7572800  Bottle _  .  30 

7573000  Each _  .  18 

7575000  Box _  .  040 

7576000  Box _ _  .  10 

7577000  Box _  .  96 

7578005  Book . . .21 

7578015  Book _  .  19 

7579005  Book _  .  26 

7579015  Book _  .  42 

7581000  Each _  350.  00 

7581505  Each _  55.  00 

7581510  Each _ 262.  00 

7582000  Can _  .  32 

7583005  Each _ _  .  090 

7583010  Each _  .  090 

7584000  Quire _  .  92 

7585000  Bottle _  .  11 

7587000  Bottle _ _  .  080 

7588000  Bottle _  ,.24 

7589000  Each _ _  8.  30 

7590000  Bottle _  .  11 

7591000  Each _  .  14 

7593000  Each _ .  25 

7594000  Each _ _ .  031 

7595000  Each _  .016 

7596000  Each _ _ _  .041 

7597000  Each _ L _  .068 

7598000  Each _ .  14 

7600000  Roll _ _ .090 

7601000  Sheet _  .  020 

7602000  Piece _ _ _  .0015 

7603000  Box _  .  31 

7604000  Box _  .  25 

7605000  Quire _ — _  .  22 

7606000  Ream _  .  38 

7607000  Ream _ .  46 

7608000  Ream _ .  39 

7609000  Ream _  .  33 

7610000  Ream _  .  31 

7611000  Ream _ _ .27 

7612000  Quire _  .  20 

7613000  Quire _  .  18 

7614000  Roll _ 1.  25 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  • 


ITEM 

NO.  UNIT  '  COST 

7615000  Quire _ $0.  28 

7616000  Roll _  1.  73 

7617000  Each _  .  11 

7618000  Jar _  .15 

7620000  Box _  .  60 

7621000  Box _ ..... _  .44 

7622000  Box _  .  50 

7623000  Box _  .  50 

7623400  Each _  .  16 

7623625  Each _  .  020 

7623630  Each _  .  020 

7623635  Each _  .  020 

7623637  Each _ . _ ....  .020 

7623640  Each _  .  020 

7623810  Package _ .  060 

7623815  Package _ .  060 

7623820  Package _  .  060 

7623825  Package _ .  060 

7623830  Package _  .  060 

7624000  Dozen _  .  16 

7625000  Each _  .  030 

7626000  Each _  .  030 

7627000  Each _ _ _  .030 

7628000  Each _  .  030 

7629000  Each _  .  054 

7630000  Each _  .  054 

7631000  Each _  .  027 

7632500  Sheet _  .  070 

7633000  Each _ .90 

7633500  Each _ 2.  08 

7635500  Box _  .  021 

7636007  Each _ .  12 

7636008  Each _  .  12 

7636009  Each _  .  12 

7636011  Each _  .  16 

7636013  Each _  .  14 

7636014  Each _ r  -  .  15 

7636015  Each _  .  13 

7636025  Each _  .  12 

7636026  Each _  .  16 

7636030  Each _  .  17 

7636035  Each _ .  17 

7636040  Each _  .  20 

7636045  Each _  .  20 

7636075  Each.. _ .  12 

7637005  Each _  .  16 

7637015  Each _  .  16 

7637016  Each _  .  15 

7637021  Each _  .  15 

7637022  Each _  .  15 

7637024  Each _ .  16 

7637025  Each _ .  16 

7637030  Each . . .  15 

7637035  Each _  .  15 

7637040  Each _ _ .  17 

7638015  Each.. . . .  15 

20  AUGUST  1945  41 


MED  3 
Change  7 

CLASS  7-HOSPITAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

7638016  Each.. . . . $0.  11 

7638021  Each _ .  14 

7638022  Each _ _ .15 

7638023  Each. _ _  .  14 

7638025  Each _  .  16 

7638030  Each _  .  15 

7638035  Each _  .  14 

7639000  Each _  .  051 

7640000  Each _  .  11 

7642000  Each _  1.  10 

7643005  Set _ .42 

7643010  Set _ .42 

7643015  Set _ • _  .42 

7643025  Set _ _ .42 

7644000  Each _  .  66 

7645000  Each _  .  050 

7646000  Set _  .052 

7647000  Each _  2.  08 

7648000  Each _ _  .  21 

7650000  Set _ 1.  90 

7651000  Each _  .  20 

7652000  Each.. _ _  1.  14 

7653000  Each _ _ 1.  95 

7654000  Each _ 2.25 

7655150  Box _  .  55 

7656008  Spool _ 1.  04 

7656020  Spool _  1.  04 

7656030  Spool. _  1.04 

7656035  Spool _ 1.04 

7657000  Set _  1.  55 

7657100  Set _ .80 

7657200  Each _ _  .72 

7657300  Cake _ _ .17 

7657400  Set. _ _  .28 

7658000  Box _  .  058 

7659000  Bundle _  .  25 

7660000  Bundle _  .  13 

7661000  Roll _  .  18 

7661500  Each _  12.  00 

7662000  Spool _  .  38 

7663000  Ball _  .  20 

7664000  Ball _ .  20 

7665000  Ball _  .  18 

7668010  Each. _ _  76.30 

7668012  Each _  81.  75 

7668014  Each _ _ 84.  48 

7668018  Each _  92.  65 

7668019  Each _  95.  38 

7668023  Each.... _ 103.  55 

7668026  Each _  112.  82 

7668035  Each _  76.  30 

7670000  Stick _ _  .  10 

7701000  Each _ .  73 

7702000  Each _  ,  47 


s  Corrosion-resisting  steel. 
*  Other. 


ITEM 

NO.  UNIT  COST 

7702500  Each _ $0.  12 

7703300  Set _ .48 

7703500  Each _ _ .27 

7704000  Each _ _ 4.  40 

7705000  Each _ _  .  36 

7706000  Each _ _ .  64 

7707000  Each . .51 

7707500  Each _ _ .  31 

7708000  Each _  56.  20 

7709000  Set _  4.  16 

7711000  Each _  .20 

7712000  Each _ _  3  2.  84 

♦.  26 

7713000  Each _ _ 3.  78 

*.  16 

7715000  Each _ _  *1.87 

*.  31 

7717000  Each _ _  3  3.  69 

*.  78 

7718000  Each _  .  14 

7718200  Each _  .  55 

7718300  Each _ .  55 

7718400  Each _  .  77 

7718500  Each _  1,  04 

7718600  Seti _ i _  .56 

7718700  Each _ .  95 

7719000  Each _  .  14 

7719200  Each.. _  .  15 

7719400  Each _ _  .  17 

7719600  Each _ _  2.  90 

7720100  Box _  .  56 

7720500  Each _  1.  25 

7721000  Package _  .  16 

7722000  Package _  .  16 

7723000  Package _  .  26 

7724000  Package _  .  31 

7724500  Each _  .  59 

7725000  Package _  .  36 

7726000  Package _  .  21 

7728000  Cart _  .  26 

7729000  Each _ _ 2.  65 

7731000  Each _ _  3  5.  35 

4.  51 

7731500  Each _  6.  66 

7734010  Box _ _  .  25 

7734015  Box _ _  .  25 

7734200  Box _ _  .  53 

7734210  Box _ _ .50 

7734500  Box _  1.  09 

7734510  Box _ 1.  10 

7735000  Eaeh _  2.  15 

7736000  Each _  3.  90 

7737000  Each _ _  .  11 

7738000  Each _ _ 4.  09 
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MED  3 
Change  7 

CLASS  7-HOSPITAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

7740000  Each _ $0.  98 

7740500  Box _  .  78 

7741000  Box _  .  20 

7742000  Box _ .  17 

7743000  Box _ -  .  088 

7744000  Box _ -  .  12 

7745000  Box _  .  16 

7746000  Box _ •_ _ _ __  .  16 

7748500  Each _  .  39 

7749000  Each _ 72.  70 

7750000  Each _  64.  48 

7750100  Each _ _ _ 16.  50 

7751000  Each _ 36.  14 

7751100  Each _ _  10.  21 

7752000  Each _ .  10 

7752500  Each _ _ .  80 

7752600  Each _  .  80 

7752700  Each _  .  84 

7754000  Each _  .  98 

7755000  Foot _  .015 

7756000  Each _  3.  38 

7756300  Each _  1.  35 

7759000  Bag _  .  10 

7760000  Bag _  .  12 

7761000  Bag _  .  16 

7762000  Bag _ .  18 

7763000  Bag _  .  20 

7764000  Bag _  .  21 

7765000  Bag _  .  26 

7766000  Bag _ _ _  .36 

7767000  Bag _  .  53 

7767500  Dozen _  .  094 

7768000  Dozen _  .  10 

7768200  Dozen _  .  10 

7769000  Dozen _  .  15 

7770000  Dozen _  .  18 

7771000  Bag _ _  .083 

7772000  Set _  1.  77 

7774000  Each _  .  21 

7775000  Each _ 2.  60 

7776000  Each _  .  19 

7777000  Each _  .  20 

7778000  Cart _  .  27 

7778250  Package _  .  42 

7779000  Package _  .  30 

7783000  Each _  .  68 

7783610  Each _  7.  80 

7783620  Each _  9.  36 

7783710  Each _  7.  20 

7783720  Each. _ _  7.  20 

7783800  Each _  9.  36 

7783900  Each _  7.  20 

7784000  Each _  9.  72 

7784100  Each _  7.  20 

7785010  Each _  22.  10 

7785020  Each _  23.  40 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


ITEM 

NO.  UNIT  COST 

7785110  Each _  $13.  00 

7785120  Each _ _ _  22.00 

7785500  Each _ _ _ _  8.32 

7785600  Each _  7.  20 

7786010  Each _  20.  80 

7786020  Each _ 22.  36 

7786110  Each _ 12.  50 

7786120  Each _  13.  50 

7787000  Each _ 38.  00 

7787100  Each _  17.  00 

7789000  Each _ .  915 

7793000  Set _ 36.  40 

7794000  Set _ 29.  47 

7794200  Each _  14.  56 

7794500  Each _ t*  .  95 

7794600  Each _ -i  156.  00 

7794700  Each _ r  1.  97 

7795000  Package _ .  11 

7797006  Each _  23.  00 

779700S  Each _ _  17.  15 

7797010  Each _  22.  90 

7797012  Each _ 22.  90 

7798006  Each _  25.  00 

7798008  Each _ __  19.  00 

7798009  Each _ •*;  25.  00 

7798010  Each _  25.  00 

7798014  Each _ ,  18.  00 

779S015  Each _ __  24.00 

7798018  Each _ __  24.  00 

7798020  Each _ 24.00 

7798022  Each _ 24.  00 

7798025  Each _  19.  00 

779S027  Each _ ...  19.  00 

7799000  Each _ _  .  12 

7799200  Each _  .  18 

7799300  Each _  .  13 

7799400  Eaeh _  .  24 

7799500  Each _ ______  -  .  080 

7799600  Each _ '  .090 

7805000  Each _ .... _ ,  .36 

7805200  Gallon _ _  .010 

7805400  Gallon _ _ _ ‘  .042 

'7805700  Gallon _  .021 

7805800  Gallon _ _ _  .  010 

7806000  Each _ .53 

7806200  Set _ _ ~  .23 

7807000  Each _ ____  .031 

7808000  Each _ _ _ _ _  .21 

7809000  Each _ .... _ _  .  36 

7811000  Each _  .47 

7812000  Each _ _ _  .68 

7813000  Each _ _ _ _ _ _  .94 

7815000  Each...... . . .  1.  61 

7816000  Each _ 2.31 

7817000  Each _  .  62 

7818000  Each _ _ _  .  86 

•  20  AUGUST  1945  43 


MED  3 
Change  7 


CLASS  7— HOSPITAL  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

7819000  Each _ „ _  $1.  18 

7819200  Each _ 1.  12 

7820005  Each _ __  13.  14 

7820010  Each _ 17.  99 

7820505  Each _  23.  50 

7820508  Each _ __  26.  55 

7821000  Each _  2.  50 

7821550  Set _ 20.  80 

7821553  Package _ ._  10.  20 

7821556  Package _  8.  74 

7821558  Package _ 12.  00 

7822000  Each _ __  3  2.  24 

*.  36 

7823000  Each _  8.  58 

7823500  Each _ ....  1.  64 

7823600  Each...'. _  2.  75 

7824000  Each _ 1 _ T_  .059 

7825000  Each _ _  .087 

7826000  Each _  .  15 

7827000  Each _  3.  16 

7828000  Each _  .  59 

7831000  Each _  2.  73 

7831505  Each _ _ _  .31 

7831510  Each _  .  31 

7832000  Each _ .33 

7833000  Each _  .  0031 

7833299  Each _  62.  40 

7833259  Each _  62.  40 

7833300  Each _ ___  3.  10 

7833503  Each _ 295.  00 

7833507  Each _  295.  00 

7833603  Each _ „ _  .  062 

7833604  Each _ .  16 

7833607  Each _  .  26 

7833608  Each _ __  .52 

7833609  Each _  .  78 

7833610  Each _ ___  .99 

7833611  Each _  .42 

7833621  Each _ 1.25 

7833625  Each _ 2.  34 

7833705  Each _ r__  140.00 

7833708  Each _  140.  00 

7833750  Each _ _ _______  156.  00 

7833800  Each _  57.  20 

7833840  Each _ 57.  20 

7833850  Each _ _ 74.  20 

7833906  Each _ 1.  09 

7833910  Each _ _ 1.25 

7833915  Each _  1.  04 

7833916  Each. _ _ _ 1.  04 

7833920  Each _ 1.  51 

7833950  Each _ 1.  04 

7834000  Each _ 1.  15 

7844000  Each _ 13.  00 


*  Corrosion-resisting  steel. 
4  Other. 


ITEM 

NO.  UNIT  COST 

7845000  Each _ _ ___  $2.  08 

7846000  Each _  2.  08 

7846500  Each _ <. _  .83 

*  7847000  Each _  .31 

7848000  Each _ .  52 

7849000  Each _  ,  042 

7850000  Each _ .  010 

7851000  Package - .  031 

7851500  Each _ 130.00 

7851700  Each _ 72.80 

7852000  Each _ .55 

7855500  Package _  .  070 

7857000  Each _ 182.  00 

7858000  Each _  .  88 

7859000  Each _  2.  54 

7860000  Each _ 5.  72 

7860500  Set _  24.  60 

7861000  Each _  .  82 

7861500  Each _  .  045 

7862000  Package _  .  070 

7863200  Box _ 2.25 

7865000  Each _  .  49 

7866000  Each _  .  36 

7868000  Roll _  .  065 

7869000  Each _  .  12 

7871000  Each _  .  94 

7875000  Each _  .  62 

7875500  Each _  .  50 

7876000  Paper _  .  040 

7877000  Card _  ‘  .  050 

7878000  Card _  .  030 

7879000  Card _ .  020 

7880000  Each _  .  95 

7880200  Each _  4.  65 

7880400  Each _ 2.  84 

7880500  Each _  L  53 

7881000  Each _ _ _  .  2.  97 

7882000  Each _  .  27 

7883000  Each _  .  81 

7883700  Each _  9.  67 

7883900  Each _  .  43 

7883950  Each _  10.  36 

7884000  Each _  14.  20 

7885000  Each _  .  20 

7886000  Each _  1.  31 

7887000  Each _  2.  05 

7887500  Each _ 1.  28 

7880000  Each _ _ _  1.  29 

7888500  Each _  1.  28 

7888600  Each _ _ _ 18.  20 

7888700  Each _  10.  40 

7889000  Each _ 23.  10 

7890000  Each _ 17.  50 

7890500  Each _ 3.64 
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CLASS  7— HOSPITAL  EQUIPMENT  AND  SUPPLIES— Continued 


MED  3 
Change  7 


ITEM 

NO.  UNIT  COST 

7891000  Each _  $32.  40 

7892000  Set _  5.  46 

7892200  Box _  .  75 

7892500  Each _  .  78 

7893000  Each _ ' _ _  .  10 

7894000  Each _  .  16 

7896500  Each _  1.  20 

7896700  Each _  .  95 

7897000  Each _  1.  25 

7899000  Each _  .  84 

7900000  Yard _  .  88 

7900500  Each _ .  25 

7900800  Each _  156.  00 

7901005  Pair _  .  31 

7901010  Pair _  .  31 

7901015  Pair _  .  31 

7902000  Each _  .  16 

7903000  Each _  .  57 

7904000  Each _  .  83 

7904510  Each _  .  094 

7905000  Each _  1.  75 

7908805  Each _  186.  00 

7908810  Each _  176.  00 

7909000  Each _  104.  00 

7910005  Each _  1,  528.  00 

7910010  Each _  1,  874.  00 

7910013  Each _  1,  872.  00 

7910030  Each _ _  874.  00 

7910103  Each _  389.  00 

7910105  Each _  411.  00 

7910106  Each _ _ _  681.  00 

7910107  Each _  505.  00 

7910108  Each _ _ _  572.  00 

7910125  Each _  412.  00 

7910127  Each _  436.  00 

7910128  Each _  751.  00 

7910129  Each _ _ _  610.  00 

7910130  Each _ _ _  780.00 

7910132  Each _  780.  00 

7910136  Each _  844.  00 

7910206  Each _  395.  00 

7910210  Each _  756.  00 

7910213  Each _  624.  00 

7910220  Each . . . . .  438.  00 

7910230  Each _  858.  00 

7910232  Each _ _ 858.00 

7910236  Each. . . . . .  728.  00 

7910240  Each _  718.  00 

7910250  Each _ _ _ .  402.  00 

7910305  Each _ _ _  160.  00 

7010307  Each _ _  289.  00 

7910310  Each _  232.  00 

7910313  Each _ _  234.  00 

7910332  Each _ ..  390.  00 


ITEM 

NO.  UNIT  COST 

7910335  Each _  $180.  00 

7910413  Each _  104.  00 

7910417  Each _  114.  00 

7910420  Each _  148.  00 

7910423  Each _  125.  00 

7910427  Each _  145.  00 

7910430  Each _  296.  00 

7910500  Each _  447.  00 

7911000  Box _ 1.48 

7913000  Each _  5.  15 

7914000  Each _  15.  90 

7917005  Each _  18.  46 

7917020  Each _  22.  10 

7917050  Each _  22.  80 

7918005  Each _ ....  125.00 

7918020  Each _ 148.  00 

7919500  Each _  4.  16 

7923000  Each _  .  097 

7924000  Each _ _ _  .  99 

7925000  Each _  4.  99 

7926500  Each _  .  35 

7926700  Box _  .  080 

7927000  Package _  .  030 

7928000  Package _  .  030 

7929000  Each _  .  080 

7930000  Each _ 3.  46 

7931000  Each _  .  26 

7932000  Each _ .  50 

7933000  Each _  .  21 

7934010  Spool _ .  16 

7934015  Spool _ ,  15 

7934025  Spool _  .  16 

7934030  Spool _  .  16 

7934040  Spool _  .  16 

7935400  Box _ j _  .  080 

7936000  Package _  .  10 

7940000  Each _  .  42 

7940500  Each _ 33.  03 

7941000  Each _  9.  77 

7942000  Each _ _ _  .60 

7943000  Each _  .  73 

7944000  Each _ .57 

7945000  Each _  .  21 

7945500  Each _ 2.  81 

7945700  Dozen _ .  13 

7946000  Dozen _ ,  10 

7947000  Dozen _ ,  23 

7948000  Dozen _ _ ,  17 

7949000  Dozen _ _ _ .  21 

7950000  Dozen _ ...  _ _  .  59 

7951000  Each _  .  042 

7953000  Each _  11.  02 

7954000  Each _ _  1.  01 

7955000  Each _ _ 1.  05 
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MED  3 
Change  7 


CLASS  8— VETERINARY  EQUIPMENT  AND  SUPPLIES 


ITEM 

NO.  UNIT  COST 

8002200  Each _  $0.  47 

8002600  Each _ 1.  40 

8002700  Each _  1.  40 

8003200  Each _ .  35 

8007000  Each _ __  2.  81 

8008500  Each _ 7.  96 

8008700  Each _ .26 

8009300  Box _ .  14 

8009500  Box _ .  17 

8009800  Each _ 37.44 

8010000  Each _ ..  21.  60 

8011000  Each _ 15.  60 

8012000  Each _ .99 

8013000  Each _ ..  .57 

8014000  Each _ .  36 

8019000  Each _ 4.  16 

8019100  Each _ 1.04 

8020000  Each _ 49.  92 

8021000  Each . 32.08 

8021100  Each _ 2.86 

8023000  Each _ 19.  55 

8023500  Each _ .  42 

8024000  Each _ 22.20 

8024100  Each _  3.  59 

8025000  Each _ .  43 

8025500  Each _ .  062 

8026000  Each _ .  36 

8027000  Each _ .  062 

8028000  Each _ _ _  1.  04 

8029000  Each _ 46.  80 

8029500  Each _  10.  24 

8030000  Each _  10.  00 

8031000  Each _ 1.  25 

8032000  Each _ .42 

8033000  Tin _  .  26 

8034000  Each _  3.  12 

8035000  Each _  .  99 

8036000  Each _  .  052 

8037000  Each _  .  052 

8038000  Each _ s _  .  10 

8040000  Each _  1.  98 

8044700  Each _  20.  56 

8044800  Each _ 1 _  2.  61 

8044900  Each. _ _  2.  61 

8045000  Each _  2.  96 

8052800  Each _  .  26 

8053000  Each _  3.  90 

8054000  Each _  3.  74 

8055000  Each _  1.  56 

8056000  Each _  7.  64 

8057000  Each _  1.  82 

8057200  Each.: _  47.  68 

8058500  Each _  22.  90 


ITEM 

NO.  UNIT  COST 

8059000  Each _ - _  $9.  36 

8060000  Each _  .  47 

8061000  Each _ _  .12 

8062000  Each _  2.  08 

8063000  Each _  .  26 

8064000  Each _  1.  04 

8065000  Each _  .  26 

8066000  Each _  .  88 

8066200  Each _  3.  38 

8066500  Each _  10.  14 

8067000  Each _  7.  80 

8068000  Each _  8.  32 

8068544  Each _ J. _  2.  54 

8068548  Each _  2.  54 

8068552  Each _  2.  54 

8069000  Each _  101.  00 

8069500  Pair.  _  _  1.82 

8070000  Each _  3.  00 

8071000  Eo,ch _ 2.  15 

8072000  Each _  2.  15 

8073000  Each _  2.  08 

8074000  Each _  5.  72 

8075000  Pair _  2.  08 

8076000  Set _ * -  55.  43 

8078000  Set _ 15.  60 

8078500  Each _  1.  01 

8079000  Each _  3.  12 

8080000  Each _  2.  34 

8081000  Each _  l.  56 

8082000  Each _  2.  24 

8083200  Bottle _  .  083 

8083500  Each _  .  94 

8084000  Each _  .  88 

8085000  Each _  .  88 

8086000  Set _  2.  95 

8088000  Each _ 2.  62 

8089000  Each _  2.  62 

8090000  Each _  4.  00 

8091000  Each _  13.  00 

8092000  Each _  13.  00 

8093000  Each _  20.  80 

8094000  Each _  13.  00 

8095000  Each _  13.  00 

8096000  Each _  13.  00 

8097000  Each _ _  n.  96 

8098000  Each _  3.  54 

8098800  Each _  .  10 

8098900  Set _  ]  83 

8099000  Each _  1.  04 

8099300  Carton _  .  33 

8099500  Each _  .  26 

8100000  Each _  1.  56 

8101000  Each _  1.  30 
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MED  3 
Change  7 


CLASS  8— VETERINARY  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

8101500  Each _  $0.  02 

8101700  Each _ .  31 

8101800  Each _  .42 

8102000  Each _  2.  86 

8104000  Each _  .  99 

8104500  Each _  .  78 

8105000  Set _  .38 

8106000  Each _  28.  60 

8107500  Each _ 1.  30 

8107700  Each _  .  26 

8108000  Each _  8.  84 

8109000  Each _  41.  60 

8109500  Each _ 3.33 

8110000  Each _  3.  38 

8110300  Each _  1.  46 

8110500  Each _ 17.80 

8111000  Each _ 3.38 

8111500  Each _  2.  02 

8111700  Each _  1.36 

8111900  Each _  .26 

8112000  Each _  101.  50 

8112100  Each _  .  35 

8112200  Tube _  .  16 

8112400  Tube _  .  16 

8113200  Roll.: _  .13 

8114000  Each _  1.  30 

8115000  Each _  2.  02 

8115500  Each _  4.  06 


ITEM 

NO.  UNIT  COST 

8116000  Each _ _ $4.  26 

8117000  Each _  .  056 

8118000  Ecah _  .  057 

8120000  Each _  .  78 

8121000  Each _  1.  09 

8122000  Each _ ....  .  85 

8123000  Each _  484.  00 

8123500  Each _  3.  38 

8124000  Each _  3.  09 

8125000  Each _  2.  96 

8125400  Each _  5.  41 

8125600  Package _  .  88 

8126000  Each _  1.  82 

8127000  Each.. _ _ _ _  .83 

8128000  Each _  1.  86 

8128300  Each _  3.  45 

8129000  Each _ T _ _  3.43 

8129500  Each _  3.  12 

8131000  Each _  5.  62 

8133000  Each _  .  88 

8133500  Package _ 1 _  1.  66 

8134000  Each _  .  78 

8134800  Each _  2.  58 

8135000  Each _ 2.  33 

8136000  Each _  .  26 

8136200  Each _ _ 3.  12 

8138000  Each _  1.  25 

8140000  Each _  .  052 
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MED  3 
Change  7 


CLASS  9— FIELD  EQUIPMENT  AND  SUPPLIES 


ITEM 

NO.  UNIT  COST 

9101000  Tube _  $0.  031 

9101500  Tube _  .042 

9102000  Tin _  .  16 

9102500  Package _  .  15 

9102700  Tin _  .  58 

9102800  Set _  .22 

9102910  Each _  .  097 

9102925  Package _  .  060 

9103000  Bottle _ _ _  .71 

9103800  Set _  .083 

9104800  Package _  .  28 

9105000  Bottle _ _ _  .  10 

9105300  Can _ _ _  1.  10 

9105800  Bottle _  .  12 

9107000  Tube _  .  61 

9107010  Tube _  .49 

9107300  Bottle _  .  18 

9107500  Set _  .  16 

9108000  Tin _ « _  .26 

9109000  Bottle _  .21 

9109100  Package _  .  15 

9109500  Set _  .26 

9109510  Set _ _  .31 

9109525  Package _  .  26 

9109600  Can _  .  052 

9109800  Bottle _  .  075 

9110000  Tube _  .26 

9110800  Can _  .046 

9111000  Box' _  .21 

9111800  Vial _  .052 

9112000  Box _  .13 

9112200  Package _  .  17 

9112400  Each _  .78 

9112500  Tube _  .16 

9114500  Tube _  .  052 

9115000  Tube _  .094 

9115500  Box _  .58 

9115700  Each. _ _  .13 

9116000  Tin _  .  73 

9116300  Box... _  1.01 

9116450  Package _  .  058 

91 16500  Package _  .  090 

9118000  Carton _  10.20 

9118100  Carton _  1.  51 

9118700  Tube _  .30 

9119000  Bottle- _  .29 

9120000  Bottle _  .26 

9120105  Bottle _  .  050 

9120110  Bottle _  .088 

9120150  Can _  .68 

9120200  Bottle _  .  10 

9120300  Package _ 1.54 

9120400  Package _  .  10 


ITEM 

NO.  UNIT  COST 

9121100  Box _  $0.  14 

9121500  Tube _  .048 

9121805  Bottle— _  .  058 

9121810  Bottle _  .  31 

9122000  Tin _ .24 

9122500  Each _  .  041 

9123000  Tube. _ _  .042 

9200000  Package _  .  045 

9200100  Package _  .  063 

9200200  Each . . . , _  .083 

9200300  Each _  .  099 

9200400  Package _  .  13 

9200500  Package _  .  11 

9201000  Box _  3.  69 

9201100  Box _  4.  20 

9201500  Each _  ,  088 

9201510  Each _  .  087 

9203000  Carton _  2.  20 

9203900  Package _  2.  26 

9204000  Each _ .16 

9204100  Each _  .  14 

9205000  Each _  ,26 

9205100  Each _  .  18 

9206000  Each _  .  16 

9206100  Each _  .  14 

9207500  Package _  .  39 

9208000  Package _  .  20 

9208200  Each _  .  13 

9208500  Package _ _  6.  14 

9208700  Package _  5.  67 

9208900  Package _  4.  37 

9209000  Spool _  .  088 

9210500  Package _  .  16 

9210700  Package _  .  36 

9210900  Package _  .  78 

9211500  Bag _  3.  94 

9211700  Bag _  5.72 

9211800  Package _  .  050 

9211900  Bag _  1.40 

9212100  Bag _  1.  05 

9212300  Bag _  .  47 

9212500  Bag _  2.  34 

9212700  Bag _  1.  85 

9308500  Each _  49.  40 

9308600  Each _  2.  86 

9309000  Each _  56.  00 

9309100  Each _  2^18 

9309200  Each _  2.  03 

9309800  Each _  34.  70 

9310000  Each. _  56.  68 

9310100  Each _  3.  80 

9321000  Each _ _  411.00 

9321200  Each___ _ _  27.  21 
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CLASS  9-FIELD  EQUIPMENT  AND  SUPPLIES— Continued 


ITEM 

NO. 

9325000 

Set _ 

UNIT  COST 

_  $217.  00 

ITEM 

NO. 

9403000 

Each 

9325200 

Each _ 

_  26.  62 

9403050 

Package. 

9327000 

Set _ 

-  248.  00 

9404000 

Each _ 

9327200 

Each.  . 

_  15.  55 

9404050 

Each _ 

9329000 

Set _ 

_  121.  00 

9405000 

Set _ 

9329200 

Each _ 

_  20.  50 

9406000 

Each _ 

9331000 

Set _ 

_  268. 00 

9407000 

Each _ 

9331200 

Each. _ 

_  6.  69 

9409500 

Each 

9332000 

Set _ 

_  34.  84 

9429500 

Set _ 

9332500 

Each 

_  1.  35 

9429600 

Vial _ 

9333000 

Set _ 

_  253.  00 

9429650 

Each _ 

9333200 

Each  __  . 

_  13.  50 

9429651 

Each _ 

9333500 

Set-  _ 

_  342.  00 

9429652 

Each 

9333700 

Each.. 

_  11.  30 

9429654 

Each _ 

9350000 

Each  _- 

_  270.  00 

9429656 

Each 

9351000 

Set _ 

_  80.  24 

9429658 

Each-  _. 

9351200 

Each _ 

_  8.  48 

9429660 

Each 

9351485 

Each. _ 

_  _ _  .  35 

9431050 

9351500 

Set _ 

_  27.  40* 

9432000 

Each _ 

9351510 

Set  _  _ _ 

_  .59 

9432100 

Each 

9351520 

Set _ 

_  .90 

9432200 

Each _ 

9351530 

Each _ 

. . .  .74 

9432300 

Each _ 

9352500 

Each _  . 

_  .  10 

9433000 

Each _ 

9354000 

Each. 

_  14.  90 

9435010 

Each _ 

9355000 

Each _  . 

_  .78 

9435015 

Each-  . 

9362300 

Set _ 

_  2.  18 

9435050 

Package. 

9362400 

Pair  _ 

_  .83 

9435060 

Package. 

9362600 

Each _ 

_  .090 

9441000 

Each  _. 

9363200 

Each _ 

_  9.  36 

9442000 

Each 

9363410 

Each _ 

_  .052 

9442300 

Each _ 

9363411 

Each  __  . 

_  .052 

9442400 

Each _ 

9363412 

Each _ 

_  .  10 

9502100 

Each _ 

9363600 

Each _ _ 

_  39.  00 

9502200 

Each _ 

9363800 

Each _ 

_  14,  008.  00 

9502300 

Each _ 

9363900 

Each _ 

_  440.  00 

9502500 

Each _ 

9364000 

Each _ 

_  124  95 

9502600 

Each _ 

9364200 

Each.. 

_  409.  00 

9502700 

Each _ 

9364300 

Each _ _ 

_  34.  60 

9505400 

Each 

9364500 

Each...  . 

_ _ _  .26 

9505500 

Each-.  . 

9365200 

Each  .  _ . 

_  2.  03 

9505600 

Each 

9369000 

Each  _ 

_  .26 

9505700 

Each _ 

9369200 

Each..  _. 

_  1.  00 

9505800 

Each _ 

9370500 

Each.- 

. .  .  14 

9505900 

Each _ 

9370700 

Set--  -  -. 

_  114  00 

9506500 

Each _ 

9370800 

Each _ 

_  1.  82 

9506600 

Each._  . 

9370900 

Each _ 

_ _  11.  70 

9506700 

Each _ 

9371100 

Each... 

_  3.  87 

9506750 

Each__  . 

9371200 

Each__ 

_  5.  70 

9506755 

Each__  . 

9375000 

Roll _ 

_  .  10 

9507000 

Each- 

9377000 

Package.  _. 

_  .10 

9509000 

Each _ 

9377500 

Each. 

_  .50 

9509300 

Set _ 

9378000 

Each _ 

_  _  .  19 

9509500 

Set-  _  . 

9379500 

Set _ 

_  _  2.  55 

9602500 

Each _ 

9379700 

Set _ 

.  62 

9605500 

Each 

9400800 

Each _ 

21  80 

9605600 

Set 

9402000 

Each.  __  . 

_ _  _  .62 

9606000 

Each _ 

ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  • 

20  AUGUST  1945 

UNIT 


MED  3 
Change  7 


COST 
$0.  63 

3.  17 
.  10 

4.  37 

6.  46 

5.  41 

7.  64 
252.  00 

10.  40 
.  39 

82.  40 

11.  50 
11.  50 

11.  50 
.  39 
.  48 
.  25 
•  57 

117.  00 

5.  20 
.  52 

.  010 

6.  45 

2.  74 

1.  57 
4.  73 

3.  17 

12.  70 
68.  30 
24.  44 

1.  40 
56.  20 

153.  00 
105.  00 
283.  00 
302.  00 
312.  00 

1,  240.  00 
35,  031.  00 
21,  356.  00 
11,  810.  00 

5,  946.  00 

2,  522.  00 
111.  00 

2.  81 

8.  84 
31.  20 

.  88 
17.  10 
.  10 

3.  59 
133.  00 
102.  00 
269.  00 
8.  32 
435.  00 


43 


MED  3 
Change  7 

CLASS  9-FIELD  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

9607000  Each _  $276.  00 

9608508  Each _  1,  049.  00 

9608510  Each _  633.  00 

9608600  Each _  223.  00 

9608700  Each _  507.  00 

9608808  Each _  346.  00 

9608810  Each _  343.  00 

9609005  Each _  379.  00 

9609010  Each _  624.  00 

9611500  Each _  780.  00 

9611700  Each . . 260.  00 

9614500  Each _  1,  128.  00 

9617500  Each _  356.  00 

9617600  Each _  793.  00 

9617605  Each _ _ ...  82.  70 

9617610  Each _ _ _  454.00 

9617615  Each _  131.  00 

9617620  Each _  131.  00 

9617625  Each _  10.  15 

9619100  Each _ 416.  00 

9620500  Each _ 43.  60 

9620800  Each _  5.  20 

9620900  Each _  363.  00 

9621500  Each _  1,  970.  00 

9624500  Each _  170.  00 

9624600  Each _  281.  00 

9704000  Each _  .  36 

9705000  Each _  7.  64 

9705100  Each _  .  26 

9705200  Each _  .  26 

9706500  Each _  .  10 

9707000  Each _  .  16 

9707500  Each _  .  12 

9708000  Each _  .  10 

9708500  Each _  .  85 

9709000  Each _  .010 

9709500  Each _  .  55 

9710000  Each _  40.  56 

9710500  Each _  14.  56 

9710600  Each _  .*  91 

9710900  Each _  1.  80 

9711000  Each.. _  8.  84 

9711500  Each _  27.  20 

9711600  Each _  18.  46 

9712000  Each _  7.  59 

9712500  Each _  11.  96 

9713000  Each _  32.  24 

9713500  Each _  9.  52 

971 9600  Each _  443.  00 

9719625  Each _  277.  00 

9719650  Each.. _  8,  040.  00 

9719700  Each.. _  560.  00 

9720300  Each.. _  33,  198.  00 

9720500  Each..- _  606.  00 

9720600  Each..^ _  1,  015.  00 

9720700  Each.. _  19,  808.  00 


ITEM 

NO.  UNIT  COST 

9721000  Each _  $51,413.00 

9721200  Each _ -143,425.00 

9721500  Each _  92,  342.  00 

9721600  Each _  320.00 

9721800  Each _ 258.  00 

9722100  Each _ 320.00 

9722300  Each _  51,  287.  00 

9722500  Each _  88,  901.  00 

9722600  Each. _ _  4,  702.  00 

9722700  Each _  43,  466.  00 

9722705  Each _  15,  386.  00 

9722800  Each _  2,  667.  00 

9722900  Each _  2,  673  00 

9723005  Each _  1,  166.  00 

9723010  Each _ 2,  767.  00 

9723100  Each _  24,  962.  00 

9723400  Each _  304,  368.  00 

9723500  Each _  184,  617.  00 

9?23600  Each _ 241,901.00 

9723800  Each _  315, 803.  00 

9723875  Each _ 8,  862.  00 

9723880  Each _  24,  310.  00 

9723905  Each _  50,  524.  00 

9723910  Each _  95,  551.  00 

9723915  Each _ 162,778.00 

9723920  Each _ 10,  927.  00 

9724600  Each _  5,  098.  00 

9724700  Each _  3,  324.  00 

9724800  Each _  12,  013.  00 

9724900  Each _ 6,  125.  00 

9725000  Each _  23,  222.  00 

9725100  Each _  11,  187.  00 

9725200  Each _ 54,604.00 

9725300  Each _  27,  901.  00 

9725400  Each _  99,  780.  00 

9725500  Each _  54,  380.  00 

9725603  Each _  8,  426.  00 

9725605  Each _  15,  661.  00 

9725610  Each..-. _  328.  00 

9725700  TJach _  2,  591.  00 

9725800  Each _  2,  575.  00 

9725900  Each _  834.  00 

9726100  Each _  913.  00 

9726350  Each _  403.  00 

9726370  Each _ _ _  1,786.00 

9726400  Each _  62,  971.  00 

9726405  Each _  5,  405.  00 

9726410  Each _  19,  129.  00 

9727000  Each _ 224.  00 

9727100  Each _ _  6,  854.  00 

9727300  Each _  1,  021.  00 

9727400  Each _  8,  103.  00 

9727500  Each _  11,  796.  00 

9727700  Each _  15,  584.  00 

9728000  Each _  I,  827.  00 

9728100  Each.., _  5,  799.  00 


50 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG 


20  AUGUST  1945 


CLASS  9— FIELD  EQUIPMENT  AND  SUPPLIES-Continued 


MED  3 
Change  7 


ITEM 

NO.  UNIT 

9728300  Each _ _ 

9728400  Each . . . 

9729300  Each . . . 

9729500  Each _ 

9730000  Each _ 

9730100  Each _ 

9730305  Each _ 

9730310  Each _ _ 

9730500  Each _ 

9730900  Each _ 

9731000  Each _ 

9731100  Each _ _ 

9731200  Each _ 

9731300  Each . . 

9731500  Each _ _ _ 

9731700  Each . . 

9732000  Each _ _ 

-9732100  Each.... _ 

9732300  Each _ _ 

9732400  Each.__< _ 

9732500  Each _ 

9733001  Each _ 

9733002  Each _ _ 

9733003  Each _ 

9733005  Each _ _ 

9733006  Each _ 

9733008  Each _ _ 

9733009  Each _ 

9733010  Each...,. _ 

9733012  Each _ 

9733014  Each _ _ 

9733040  Each _ 

9733050  Each _ 

9733055  Each _ 

9733100  Each _ 

9733200  Each . . . 

9733500  Each _ 

9733700  Each _ 

9734000  Each _ 

9734500  Each _ _ 

9735000  Each _ 

9735200  Each _ 

9735500  Each.. . . 

9736000  Each _ _ 

9736100  Each _ 

9736200  Each _ 

9736300  Each _ 

9736400  Each _ _ 

9736500  Each _ 

9738200  Each _ 

9738300  Each _ _ 

9738400  Each _ 

9738500  Each _ 

9738600  Each _ 

9738700  Each _ _ 

9738800  Each _ _ 


ITEM 

COST  NO.  UNIT 


$1,  061.  00 

9738900 

Each. 

11,  353.  00 

9739000 

Each. 

4,  035.  00 

9739500 

Each 

23,  126.  00 

9745000 

Each. 

483.  00 

9745500 

Each. 

524.  00 

9746000 

Each. 

206.  00 

9746500 

Each 

219.  50 

9747000 

Each. 

941.  00 

9747500 

Each. 

13,  008.  00 

9750500 

Each. 

10,  235.  00 

9751000 

Each. 

34,  911.  00 

9751500 

Each 

14,  335.  00 

9751700 

Each 

53,  528.  00 

9751800 

Each. 

34,  220.  00 

9752000 

Each. 

105,  608.  00 

9752500 

Each. 

57,  356.  00 

9752600 

Each. 

173,  539.  00 

9753000 

Each. 

139,  153.  00 

9753500 

Each. 

234,  708.  00 

9754000 

Each. 

170,  801.  00 

9754500 

Each. 

21,  080.  00 

9755000 

Each. 

37,  492.  00 

9756500 

Each. 

3,  934.  00 

9757000 

Each. 

9,  592.  00 

9757500 

Each. 

742.  00 

9757525 

Each. 

1,  283.  00 

9757530 

Each. 

1,  248.  00 

9761500 

Each. 

980.  00 

9762000 

Each. 

241.  00 

9762300 

Each. 

946.  00 

9762500 

Each. 

7,  135.  00 

9763000 

Each. 

15,  995.  00 

9763100 

Each. 

151.  00 

9763200 

Each. 

1,  867.  00 

9763300 

Each. 

2,  246.  00 

9763500 

Each. 

8,  055.  00 

9763900 

Each 

113.  00 

9764000 

Each. 

1,  096.  00 

9764200 

Each. 

2,  161.  00 

9764300 

Each. 

9,  374.  00 

9764500 

Each. 

644.  00 

9765000 

Each. 

76.  96 

9766000 , 

Each. 

7,  554.  00 

9766100 

Each. 

5,  211.  00 

9766200 

Each. 

6,  462.  00 

9766300 

Each 

5,  147.  00 

9766400 

Each. 

2,  290.  00 

9766500 

Each. 

1,  841.  00 

9767000 

Each. 

589.  00 

9767500 

Each. 

423.  00 

9768000 

Each. 

590.  00 

9768500 

Each. 

2,  003.  00 

9769000 

Each. 

10.  40 

9770000 

Each. 

1,  423.  00 

9771000 

Each. 

1,  108.  00 

9771500 

Each. 

COST 
$2,  104.  00 
970.  00 
295.  00 
13.  26 
189.  00 

1.  75 
62.  92 

.  95 

2.  96 

5.  20 
9.  88 

.  50 
48.  62 
26.  00 

32.  76 

11.  53 
95.  70 

3.  54 
10.  70 
13.  80 

109.  00 
17.  40 

54.  60 
210.  00 

75.  70 
355.  00 
355.  00 
113.  00 

55.  38 
68.  12 
62.  66 
17.  00 
26.  26 

33.  10 

34.  80 

12.  90 
167.  00 

41.  60 
87.  36 

35.  62 
115.  00 

10.  50 
.  73 
.  65 

6.  24 
1.  30 

6.  24 
1.  77 
1.  40 
.  010 
.021 
.  16 
.  10 
.  12 
.083 
.  12 
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51 


MED  3 
Change  7 

CLASS  9-FIELD  EQUIPMENT  AND  SUPPLIES-Continucd 


ITEM 

NO.  UNIT  COST 

9771700  Each _ _ .  $0.  10 

9772000  Each _  .  083 

9772500  Each _ _ _  .083 

9773000  Each _ .10 

9773300  Each.. _ _ .  .052 

9773400  Each _ _  .052 

9773500  Each _ _ _  .  44 

9773700  Each _ .44 

9774000  Each _  50.  02 

9775000  Each _ _ 3.  02 

9775500  Each _  1.  98 

9775600  Set _ ., _ _ 50.  44 

9775800  Each _  133.  00 

9776000  Each _  1.  30 

9776100  Each _  1.  87 

9776200  Each _ 39.  80 

9776210  Each _  3.  33 

9776212  Each _  .  070 

9776300  Each _  44.  50 

9776400  Each _  3.  63 

9776500  Each _ _ 5.27 

9776600  Each _  1.  04 

9776700  Each _  32.  07 

9776800  Each _  18.  60 

9776900  Each _  2.  60 

9777000  Each _ 1.  15 

9777100  Each _  5.  77 

9777200  Each _ 1.  30 

9777300  Each _  3.  54 

9777400  Each _  1.  12 

9777500  Each _  9.  85 

9778000  Each. _  5.  00 

9778500  Each _  .  783 

9778600  Each _  .  10 

9778700  Each. _ _ 2.  96 

9778800  Each _  2.  70 

9778900  Each _  2.  08 

9778910  Each . . 6.  05 

9778915  Each _  2.  75 

9778920  Each _ .  79 

9778925  Each _  .  40 

9779000  Each _  .  47 

9779100  Each _  104.  00 

9779200  Each _ 104.  00 

9779300  Each _  47.  58 

9779400  Each _  47.  58 

9779500  Each _ 361.  00 

9780000  Each _ _ 16.  50 

9780500  Each _  86.  58 

9781000  Each _  17.  32 

9781200  Each _  29.  90 

9781300  Each _ _ _  1,  919.  00 

9781305  Each _ _ _  1,  070.  00 

9781310  Each _  849.  00 

9781400  Each. _ 75.  66 

9781500  Each . 42.  80 


52 


ITEM 

NO.  UNIT  COST 

9782000  Each . . $3.  69 

9782200  Each _ 12.  48 

9782300  Each.. _ 1.  60 

9782500  Set _ 53.  30 

9783000  Each . . 2.  96 

9783500  Each . 14  04 

9784000  Each.. . 1.  51 

9784500  Each _ L _  9.  12 

9784700  Each _  24.  18 

9784800  Each _  24.  18 

9785000  Each.. . 2.  24 

9785500  Each . . 2.  29 

9786000  Each _  2.  65 

9786500  Each _  4.  08 

9787500  Each _ 4.  11 

9788000  Each . 4.  37 

9788500  Each... . 5.  20 

9789000  Each _  8.  27 

9789500  Each _  28.  20 

9790500  Each _  10.  92 

9791000  Each _  17.  80 

9791500  Each _ 7.  64 

9791800  Each _ _ 5.  46 

9791850  Each _ 5.  46 

9792000  Each _ _ 1.  82 

9792200  Each . . 3.  74 

9792300  Each... _ .  62 

9792500  Each _ _  15.  34 

9793000  Each _ 7.  80 

9794100  Each _  88.  14 

9794200  Each _  55.  38 

9794400  Each _  50.  44 

9794600  Each _  45.  76 

9794800  Each _ _ 5.  67 

9802000  Each _  114.00 

9802100  Each _ _ 17.  30 

9803000  Each _  34  84 

9803100  Each _ _ 2.  28 

9804000  Each . . 26.  00 

9804100  Each _ _ .  62 

9805000  Each _ _ 118.  00 

9805100  Each.. _ _  5.  56 

9805200  Each _ 1.  56 

9805500  Each _  7.  80 

9805600  Each _ .  89 

9805700  Each. _ _  3.  12 

9805800  Each _  .  52 

9806000  Each.. _ _  7.  02 

9806100  Each... _ _ 1.  04 

9807000  Each _  147.  00 

9812000  Each _ _ 15.  13 

9812200  Each... . 38.  48 

9812500  Each . . 36.  14 

9814000  Each _ 98.  23 

9815000  Each _  68.  90 

9815400  Each _ _ 150.  00 
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CLASS  9-FIELD  EQUIPMENT  AND  SUPPLIES-Continued 


MED  3 
Change  7 


ITEM 

NO. 

9815500 

Each . 

9815600 

Each 

9815700 

Each 

9815800 

Each. 

9816000 

Set _ 

9901010 

Each  _ 

9901510 

Each  _ 

9901600 

Each 

9901675 

Set _ 

9901700 

Each. 

9903000 

Each.. 

9903500 

Each 

9904000 

Each 

9904300 

Each  _ 

9904500 

Each  _ 

9905500 

Carton 

9907000 

Each  _ 

9907300 

Each.. 

9907500 

Each  _ 

9908000 

Each  _ 

9909000 

Each 

9909500 

Each.. 

9910000 

Each  _ 

9910500 

Each  _ 

9911000 

Each  _ 

9911500 

Each  _ 

9911700 

Each  _ 

9912000 

Each  _ 

9913000 

Each  . 

9913500 

Each.. 

9913700 

Each 

9914000 

Each  _ 

9914500 

Set.... 

9915000 

Each 

9915500 

Eacli 

9915700 

Each 

9916005 

Each. 

99160J0 

Each.  _ 

9916015 

Each 

9916500 

Each  _ 

9917000 

Each.. 

9917500 

Each 

9918000 

Each. 

9918305 

Each  _ 

9918310 

Each 

9918500 

Each. 

9919000 

Each 

9919300 

Each 

9919400 

Each. 

9919410 

Each 

9919500 

Bag... 

9920000 

Each.-. 

9920500 

Each 

i  Cotton  filled. 
>  Wool  filled. 


UNIT 


COST 

ITEM 

NO. 

$45.  76 

9921500 

Each  __ 

48.  10 

9922000 

Each 

55.  64 

9922300 

Each _ 

22.  80 

9923000 

Each _ 

39.  78 

9923500 

Each. 

17.  68 

9924500 

Each 

9.  00 

9924650 

Each 

9.  82 

9924700 

Each. 

7.  80 

9925000 

Each 

11.  40 

9925500 

Each  . 

4.  90 

9926000 

Each  _ 

44.  70 

9926305 

Pair _ 

2.  50 

9926310 

Pair  _  _ 

2.  80 

9926315 

Pair.  _ 

.  25 

9926320 

Pair 

.  060 

9926500 

Each  _ 

.  20 

9927000 

Each 

7.  49 

9927500 

Each 

6.  99 

9927600 

Each  _ 

11.  70 

9927700 

Each _ 

8.  10 

9927800 

Each  __ 

6.  50 

9928000 

Each _ 

1,  555.  00 

9928500 

Each  _ 

.  10 

9929000 

Each 

.  10 

9929500 

Tube 

.  10 

9930000 

Bottle 

.  119 

9930500 

Each  _ 

.  41 

9930675 

Each  . 

.  12 

9930700 

Each  _ 

.  090 

9930800 

Each 

.  090 

9930900 

Set  _ 

1.  13 

9931000 

Each. 

15.  00 

9931500 

Each 

56.  16 

9931600 

Each 

33.  28 

9931700 

Each 

2.  15 

9932005 

Each 

.  17 

9932010 

Each  ... 

.  17 

9932015 

Each _ 

.  17 

9932025 

Each 

11.  18 

9932030 

Each 

31.  20 

9932035 

Each. 

31.  20 

9932040 

Elach 

25.  60 

9932045 

Each 

27.  90 

9932050 

Each 

11.  20 

9932055 

Each. 

1.  68 

9932505 

Each  - 

.  010 

9932510 

Each _ 

1  2.  92 

9932512 

Each.. 

2  12.  60 

9932517 

Each. 

16.  10 

9932535 

Each  __ 

16.  90 

9932540 

Each.. 

2.  13 

9933005 

Eacli _ 

.  15 

9933010 

Each _ 

6.  58 

9933012 

Each _ 

UNIT 
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COST 
$0.  12 
.  46 
.  010 
.  18 
.  15 
.  20 
2,  548.  00 
.  020 
.  21 
.  10 
.  10 
1.  62 
1.  62 
1.  62 
1.  62 
.  20 
.  20 
.  57 

13.  50 
.  59 

.  050 
17.  65 
1.  00 
.  35 
.  25 
.  10 
5.  72 
5.  00 
225.  00 
57.  20 
36.  90 
2.  23 
73.  48 

14.  50 
596.  00 

1.  50 
1.  45 
1.  40 
1.  52 
1.  35 
1.  50 
1.  60 
1.  55 
1.  49 
1.  60 
.  30 
.  30 
.  30 
.  30 
.  30 
.  30 
.  40 
.  40 
.  40 
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MED  3 
Change  7 

CLASS  9-FIELD  EQUIPMENT  AND  SUPPLIES-Continued 


ITEM 

NO.  UNIT  COST 

9933017  Each _  $0.  40 

9933035  Each _ .  59 

9993505  Each _  .  010 

9933510  Each _  .  010 

9933517  Each _  .  010 

9934700  Each _  71.  76 

9934800  Set _  3.  64 

9934900  Each _  14.  20 

9935000  Each _  10.  80 

9935200  Each _  1.  77 

9935300  Each _  .  15 

9935600  Each _  2.  44 

9935700  Each _  .  16 

9935800  Each _ _ --_  .080 

9935900  Each _  .  068 

9936000  Each _  22.  30 

9936100  Each _  .  0042 

9936200  Each _  13.  30 

9936300  Rach _  2.  91 

9936300  Each _  2.  91 

9936400  Each _  2.  34 

9936600  Each _  8.  32 

9936700  Each _  "  3.  30 

9936800  Each _  3.  38 

9936902  Each _  .  22 

9936905  Each _ _ _  .22 

9937100  Pair _ .  28 

9937200  Each _  1.  08 

9937302  Each _  .  32 

9937305  Each _  .  16 

9937400  Each _ _  .42 

9937500  Each _  4.  02 

9937600  Each _  7.  54 

9937700  Each _  2.  44 

9937800  Each _  .  52 

9937900  Each _  .  073 

9938000  Each _  9.  67 

9938200  Each _  1.  84 

9938300  Each _ .  68 

9938400  Each _  .  16 

9938500  Each _  14.  40 

9938550  Each _ _ 20.  80 

9938600  Each _ _ —  -  .  40 

9938700  Each _  21.  00 

9938800  Each _  .  050 

9938900  Each _  7.  05 

9939500  Each _  3.  75 

9940000  Each _  .  26 

9940500  Tin _  .  13 

9941000  Each _  .  63 

9941500  Each _  .  14 

9943000  Tube _ _ _  .05 

9943500  Package _ _  .  050 


ITEM 

NO.  UNIT  COST 

9944500  Each _  $0.  47 

9946000  Each _ .  10 

9946500  Each _  .  12 

9947000  Each _ .  27 

9947200  Each _  5.  20 

9947300  Each _  4.  16 

9948300  Each _  130.  00 

9949000  Each _  .  10 

9949300  Each _  1.  02 

9950000  Each__ _ _  679.  00 

9950300  Each _  479.  00 

9951500  Each— _ _ 1.  20 

9952000  Each _  .010 

9952300  Each _  63.  40 

9953000  Each _  11.  75 

9953520  Each _ r _  7.  44 

9953528  Each_’_ _  7.  44 

9954028  Each _  14.  00 

9954600  Each _  170.  00 

9955000  Each _ _ 8.  20 

9955500  Each _  15.  30 

9955700  Set _  27.  00 

9955705  Each _  4.  42 

9955710  Each _  9.  46 

9955715  Pair _  14  10 

9956500  Each _  1.  78 

9957000  Each _  12.  00 

9957500  Each _  8.  27 

9958000  Each _  20.  80 

9958400  Each _ 1.  02 

9958500  Each _  .  31 

9958600  Each _  1.  49 

9958700  Each _  5,  780.  00 

9958720  Each _  5,  474.  00 

9958725  Each _  2,  605.  00 

9958805  Each _  5,  375.  00 

9958900  Each _  20,  000.  00 

9959000  Each _  4,  141.  00 

9959105  Each _  4,  200.  00 

9959110  Each _  5,  432.  00 

9959200  Set _  2.  13 

9959500  Each _  43.  71 

9960100  Each _  536.  00 

9960105  Each _  375.  00 

9969110  Each _  347.  15 

9960500  Each _  .  052 

9961000  Each _  .  26 

9961500  Each _  .  052 

9961600  Each _ 1.  25 

9961700  Each _  94.  47 

9962000  Pound _  .  11 

9963000  Foot _  -.010 

9965000  Each _  4.  50 
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Change  7 


CLASS  B 


ITEM 

NO.  UNIT  COST. 

B 100030  Each _ $1.  04 

B 100050  Each _  5.  20 

B 100230  Each _ _ _  a  32 

B 100330  Each _  4.  73 

B100350  Each _  6.  24 

B130030  Each _  8.  32 

B 130050  Each _  11.  70 

B 130070  Each _  14.  04 

B130130  Each _  5.  35 

B130150  Each _  8.  39 

B 150030  Each _  9.  36 

B 155590  Each _  7.  02 

B 155591  Each _  7.  02 

B155610  Each _  10.  61 

B 155830  Each _  10.  61 

B 155850  Each _  3.  64 

B 170130  Each _ 2.  67 

B 180530  Each _  2.  34 

B 198830  Each _  2.  50 

B 198850  Each _  14.  77 

B200030  Each _  6.  50 

B200050  Each.- _  6.  66 

B200070  Each _  .  83 

B200130  Each _ 5.  54 

B200150  Each _  7.  05 

B200230  Each _  4.  99 

B 2003 50  Each _  7.  75 

B205130  Each _ _ _  .  13 

B210030  Each _  6.  55 

B2 10031  Each _  6.  19 

B2 10050  Each _  9.  36 

B210130  Each _  8.  11 

B210150  Each _  2.  92 

B220030  Each _  4.  26 

B 220050  Each _  5.  46 

B220070  Each _  4  16 

B230030  Each _  .  24 

B230130  Each _ _ _  11.65 

B230205  Each _  3.  43 

B230220  Each _ 7.  28 

B230240  Each _  9.  36 

B230260  Each _  4  37 

B230280  Each _  5.  82 

B230310  Each _ _ _  7.07 

B230340  Each _  9.  42 

B230430  Each _ 3.  07 

B250030  Each _  8.  84 

B250050  Each _ 4.  21 

B250051  Each _  4  68 

B255590  Each _  1.  56 

B255610  Each _  13.  26 

B256800  Each _  7.  05 

B256830  Each,. _ _ 6.  74 


ARMY  SERVICE  FORCES  MEDICAL  SUPPLY  CATALOG  • 


BOOKS 


ITEM 

NO.  UNIT  COST 

B260130  Each _  $2.  08 

B261530  Each _  7.  49 

B261550  Each _  2.  91 

B261570  Each _  4  68 

B270030  Each _  6.  60 

B270050  Each _  7.  90 

B270210  Each _ 4.  18 

B270230  Each _  7.  28 

B270250  Each _ 7.  96 

B270270  Each _  13.  26 

B270290  Each _  7.  02 

B270330  Each _ _ _  .052 

B270350  Each _  8.  84 

B270370  Each _ _ _  11.18 

B271530  Each _  4.  58 

B271550  Each _  2.  70 

B271580  Each _  4  26 

B271630  Each _  1.  23 

B272710  Each _ ___  8.32 

B272730  Each _  2.  60 

B273830  Each _  6.  17 

B273831  Each _  7.  05 

B273880  Each _  5.  46 

B274330  Each _  4.  44 

B274350  Each _ -__  8.  89 

B274351  Each _  8.  89 

B274370  Each _ ...  1.  87 

B275530  Each _ 4.  58 

B275550  Copy _  8.  30 

B275570  Each _  5.  04 

B275590  Each _  3.  28 

B282030  Set _  17.  47 

B298030  Each _  6.  08 

B300230  Each _  1.  30 

B355530  Each _ ^ _  13.  00 

B355630  Each _  3.  71 

B355730  Each _  6.  62 

B355830  Each _  2.  67 

B356010  Each _  1.  87 

B356030  Each _  6.  24 

B356130  Each _  2.  18 

B356131  Each. _ _  2.  18 

B360030  Each _  2.  42 

B368050  Each _  4.  24 

B370130  Each _ 5.  82 

B370150  Each _  2.  39 

B370170  Each _ 2.  39 

B370230  Each _ 2.  91 

B371550  Each _  4  16 

B373150  Each _  4  16 

B373190  Each _  5.  99 

B399030  Each _ _ _______ . .  1.  90 

B399031  Each.. _ 1.  90 
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Change  7 

CLASS  B — BOOKS — Continued 


ITEM 

NO.  UNIT  COST 

B399530  Each___ _  $2.  39 

B400030  Each _  2.  72 

B410030  Each _  2.  91 

B410040  Each _  2.  91 

B410050  Each _  2.  10 

B415050  Each _  2.  50 

B425130  Each _ 2.34 

B 4300 10  Each _  3.  12 

B430030  Each _  3.  12 

B435030  Each _  2.  50 

B 43 6000  Each _  2.  50 

B 43 6030  Each _ 2.  50 

B440070  Each _ 3.  50 

B443010  Each _ 3.  64 

B443011  Each _ _ _  3.  64 

B443030  Each, _ _ 2.  67 

B443040  Each _  3.  12 

B443050  Each _ 2.  04 

B455330  Each _  2.  37 

B460030  Each _ 14.04 

B470070  Each _ 2.08 

B470210  Each _  6.  24 

B470230  Each _  1.  56 

B475130  Each _  9.  78 

B475150  Each,..; _  7.  75 

B477030  Each _  9.  36 

B480270  Each _  2.  34 

B485150  Each _ _ 8.32 

B495530  Each _  .  78 

B496030  Each . . 2.  16 

B510030  Each _  7.  07 

B530030  Each _  8.  84 

B555630  Each _  .  10 

B 55 6 130  Each _  .  69 

B558550  Each _  4.  37 

B 560030  Each _  2.  81 

B563010  Each _  .  42 

B570030  Each _  5.  96 

B570150  Each _  2.  94 

B571070  Each _  .  21 

B571090  Each _ .  26 

B571290  Each _  2.  42 

B575130  Each _  10.  40 

B580030  Each _  3.  78 

B580050  Each _  1.  56 

B595030  Each _ 5.  22 

B  630060  Each _  5.  09 

B630061  Each _  5.  09 

B655720  Each _  1.  27 

B655750  Each _  1.  68 

B655900  Each _  1.  72 

B655990  Each _  .  74 

B656550  Each _ , _  1.  87 

B656650  Each _ .  14 

B656670  Each _  3.  64 

B657250  Each _ .  88 


ITEM 

NO.  UNIT  COST 

B664150  Each _  $2.  40 

B666030  Each _ 2.  53 

B669030  Each. _ _ _• _  4.99 

B675150  Each _  .  78 

B675200  Each, _ _  .  78 

B675250  Each _ 1.  85 

B675300  Each _  .  94 

B675350  Each _  1.  25 

B675550  Each _  .  22 

B676010  Each _  2.  88 

B676050  Each _  .  27 

B676850  Each _  .  34 

B676950  Each _  .  74 

B678550  Each _ .  14 

B685410  Each _ _____  1.  60 

B 685430  Each _ TT___  .  60 

B685530  Each _  1.  86 

B689240  Each _  1.  74 

B 697550  Each _ 2.  05 

B700330  Each _ _ 7.  96 

B703390  Each _  2.  56 

B703391  Each _  2.  34 

B710130  Each _  7.  02 

B710150  Each _  2.  13 

B712050  Each _ . _  3.  74 

B713350  Each _  6.  14 

B713450  Each _  2.  91 

B714130  Each _  4.  37 

B715250  Each _  8.  74 

B717150  Each _ 6.  OS 

B717170  Each _  4.  68 

B718350  Each _  9.  36 

B718390  Each _  io.  40 

B718420  Set _ ' _  20.  80 

B733130  Each -  2.  00 

B735530  Each _  5.  10 

B740430  Each _  3.  74 

B740550  Each _  8.  74 

B 744 300  Each _  6.  08 

B744530  Each _  3.  38 

B745030  Each _  3.  12 

B745530  Each _ 6.  55 

B745630  Each _ 11.  70 

B745650  Each _  4.  68 

B746330  Each _  3.  12 

B746350  Each _ , _  6.  24 

B747330  Each _  2.  24 

B747450  Each _ _ 3.  97 

B747570  Each _  .  26 

B747820  Each _  2.  49 

B750550  Each _  3.  95 

B750670  Each _  7.  33 

B755030  Each _  2.  24 

B755330  Each _ _ _____  5.  62 

B755530  Each _  7.  28 

B800030  Each _  11.  13 
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CLASS  B — BOOKS — Continued 


MED  3 
Change  7 


ITEM 

NO,  UNIT  COST 

B800050  Each _  $5.  60 

B800070  Each _ __  2.  91 

B800150  Each _  2.  60 

B800170  Each _  6.  71 

B801030  Each _  2.  83 

B801070  Each _  3.  54 

B8 10030  Each _  3.  90 

B8 10050  Each _  3.  64 

B8 10070  Each _ 10.  40 

B820030  Each _  4.  63 

B820050  Each _  3.  63 

B820070  Each _  4.  37 

B840030  Each _ 2.  34 

B841030  Each _  5.  61 

B850030  Each _ _ _ 4.  63 

B850130  Each _ 4  00 

B850165  Each _ 11.  58 

B850170  Each . . 3.  18 

B850390  Each . . 3.  12 


ITEM 

NO.  UNIT  COST 

B851030  Each _ ____  $2.74 

B860030  Each _  4.  16 

B861030  Each _  5.  62 

B861130  Each _ -  6.  24 

BS61140  Each _  6.  24 

B861150  Each _  4.  73 

B870030  Each _  3.  64 

B870070  Set _ _ _ 36.  40 

B870090  Each _  3.  10 

B880030  Each _  6.  06 

B880130  Each _  5.  13 

B881030  Each _  7.  90 

B881070  Set _  9.  26 

B890130  Each _  6.  24 

B890150  Each _  6.  45 

B890170  Each _  5.  10 

B950050  Each _  89. 85 

B950060  Each... _ 156.  00 
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Change  8 


MEDICAL  SUPPLY  CATALOG 

LIST  OF  ITEMS  FOR 
TROOPS,  POSTS,  CAMPS 
?  '  AND  STATIONS 


HEADQUARTERS  ARMY  SERVICE  FORCES  •  JANUARY  1946 


HEADQUARTERS  ARMY  SERVICE  FORCES 
Washington  25,  D.  C.,  15  January  1946 


Army  Service  Forces  Medical  Supply  Catalog,  MED  3,  Change  8,  List  of  Items  for  Troops,  Posts,  Camps  and  Stations,  has  been 
prepared  under  the  supervision  of  The  Surgeon  General,  and  is  published  for  the  information  and  compliance  of  all  concerned 

rSPX  461  (12  Dec  45)] 

By  command  of  LIEUTENANT  GENERAL  LUTES: 


Official  : 

EDWARD  F.  WITSELL 


Major  General 

Acting  The  Adjutant  General 


DANIEL  NOCE 
Major  General,  GSC 
Chief  of  Staff 


Distribution  : 

AAF  (10);  AGF  (10);  ASF  (2);  Dept  (10);  AAF  Comd  (3);  Arm  &  Sv  Bd  (1);  S  Div  ASF  (1);  Tech  Sv  (2);  SvC  (10);  FC  (1) ; 
Class  III  Instls  (1);  PE  (20);  H&R  (2);  ASF  Dep  (Med  Sec)  (50);  Dep  8  (50);  Pro  Dist  8  (75);  Named  GH  (50);  SH  (750 
beds  or  over)  (20),  (500-750  beds)  (15),  (250-500  beds)  (6),  (100-250  beds)  (3),  (25-100  beds)  (2);  CH  (10);  M  Cone  C  (2); 
Gen  Disp  (4);  Industrial  Disp  (2);  Vet  SH  (2);  Vet  GH  (2);  Vet  CH  (2);  Gen  &  Sp  Sv  Sch  (1);  Med  Techn  Sch  (4);  OCS 
(4);  RC  (1);  Tng  C  (2)  except  Tng  C  8  (10);  Repl  Tng  C  (1);  Hosp  C  (3);  Army  Trans  (1);  Amb  Ship  (2);  Gen  Med  Lab 
(4);  SvC  Lab  (2);  Tac  Gp  (1);  Rest  Cp  (6);  A  (10);  CHQ  (10);  D  (3);  B  (2);  R  8  (1);  Bn  8  (5);  C  8  (1)  except  T/O  & 
E  8-661  (10)  &  8-667  (10);  AF  (3);  T/O  &  E  1-252  (1);  1H.12  (1);  1-852  (1);  8-450  (1);  8-450-RS  (1);  8-500  (1);  8-510 
(6);  8-520  (1);  8-538  (2);  8-550  (25);  8-550S  (25);  8-550T  (25);  8-571  (1);  8-572  (1);  8-572S  (1);  8-580  (2);  8-581  (2); 
8-590  (10);  8-59 IT  (2);  8-595  (6);  8-595T  (6);  8-610  (4);  8-750  (2);  8-760  (2);  8-780  (2);  8-790  (2);  8-850  (4). 


Refer  to  FM  21-6  for  explanation  of  distribution  formula. 


KEY  TO  DISPOSITION  OF  ITEMS  DELETED 


(a)  Obsolete.  Posts,  camps,  stations,  and  depots  in  zone  of  interior  will  take  action  as  authorized  by  sections  III  and  IV,  respec¬ 
tively,  Army  Service  Forces  Manual  M  419.  Oversea  commands  will  dispose  of  obsolete  items  as  contemplated  by  section  IV, 
WD  Circular  333,  1945. 

(b)  Delete.  Stocks  for  issue  in  depots  and  stocks  excess  to  the  needs  of  any  installation  will  be  reported  and  disposition  instruc¬ 
tions  requested  in  accordance  with  paragraph  5b,  section  II,  WD  Circular  33,  1945.  Pending  receipt  of  disposition  instructions 
from  The  Quartermaster  General,  Medical  Depots  will  transfer  issue  stocks  and  excess  stocks  in  use  to  Account  98. 

(c)  Storage  and  issue  responsibility  assigned  to  Quartermaster.  Stocks  will  be  disposed  of  in  accordance  with  instructions  contained 
in:  section  VII,  WD  Circular  179,  1945,  and  SB  10-242,  regarding  paper  products,  cleaning  and  preserving  supplies,  miscellaneous 
office  supplies;  and  section  VIII,  WD  Circular  293,  1945,  subject:  Office  Equipment. 
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urement. 


7013200  j . j  Bookcase,  top  section,  wood :  2 J4  inches  high  by  13  inches  |  Each . j  3.00 
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KEY  TO  DISPOSITION  OF  ITEMS  DELETED 


(a)  Obsolete.  Posts,  camps,  stations,  and  depots  in  zone  of  interior  will  take  action  as  author¬ 
ized  by  paragraph  3,  section  I,  War  Department  Circular  34,  5  February  1946.  Oversea  com¬ 
mands  will  dispose  of  obsolete  items  as  contemplated  by  section  IV,  WD  Circular  333,  1945. 

(b)  Delete.  All  quantities  on  hand  in  warehouse;  if  serviceable,  will  be  disposed  of  as  surplus 
as  prescribed  in  WD  Circular  34,  1946.  Unserviceable  stock,  not  worth  repair,  will  be  disposed  of 
through  the  salvage  officer  as  prescribed  in  WD  Circular  35,  1946.  Items  in  use  may  continue  in 
service  at  depots  or  stations  until  they  are  consumed  or  become  unserviceable.  Minor  repairs  may 
be  made  if  items  are  to  be  continued  in  use;  if  not  to  be  continued  in  use,  the  items  will  be  disposed 
of  as.  surplus  in  the  same  manner  as  warehouse  stock. 

(c)  Storage  and  issue  responsibility  assigned  to  Quartermaster.  Stocks  will  be  disposed  of  in 
accordance  with  instructions  contained  in  section  VII,  WD  Circular  179,  1945,  and  SB  10-242, 
regarding  paper  products,  cleaning  and  preserving  supplies,  miscellaneous  office  supplies;  and 
section  VIII,  WD  Circular  293,  1945. 
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See  footnotes  at  end  of  table. 
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See  footnotes  at  end  of  table. 
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See  footnotes  at  end  of  table. 


T3  T) 

a  a 

T3  T3 
Q  G 
aS  o3 

02  CO 
T3  TO 


a  a 

w  3 


X)  T3 
©  <u 
5J3  «d 


G  ^3 


a 

T3 

G 

c3 

+= 

co 

T3 

© 

-4J 

a 

3 


50 


©  0) 

ptj  P$ 


r  .•  15  ^  ^ 

r7"<  C3  r—t  r—H 


Ph 


£ 

© 

£ 


I 

£ 


03 

T3 

O 

o3 

•+j 

C/2 

T3 

© 

a 

w 


T ) 
© 
50 


W 


1 

T3 

O 

a 


© 

53 


T3 


1 

T3 

0 

a 


1 


03 

T3 

0 

a 


>> 

1 


© 

£ 


bC 

0 

c3 

.O 


£ 

© 

53 


STATU! 

CO  CO  __. 

W  W  M 

LS 

02 

CO 

CO 

LS 

CO 

02 

02 

CO 

CO 

co 

02 

02 

»  02 

Ul 

o 

(MOO 

r— I 

o 

o 

© 

o 

O 

© 

o 

o 

40 

O 

CO 

cc 

r-H  r— 1  O 

co 

lO 

»o 

<M 

40 

O 

»o 

40 

00 

<N 

O 

oo 

05 

I- 

©  *  id 

o 

00 

CO 

d 

40 

T»? 

CO 

CO 

<N 

Tji 

tH 

<N 

rO  rO  rO 

«  ©  ©  o 

c3  c6  c3  o3 

WWW  w 


c3 

w 


o  o 
o  o 


tJ5  ^ 


o 

o 

Ci 

o 

o 

O 

rH 

o 

o 

o 

rH 

o 

o 

o 

o 

40 

CO 

CO 

40 

fH 

CO 

CO 

40 

o 

40 

CO 

C4 

rH 

40 

40 

co 

00 

00 

CD 

o 

o 

o 

40 

00 

o 

40 

o 

40 

00 

00 

40 

40 

CD 

40 

CD 

CD 

05 

r- 

40 

o 

CO 

40 

CD 

40 

o 

40 

40 

40 

N 

40 

40 

40 

CD 

40 

rH 

CO 

05 

40 

N 

tH 

rH 

I— t 

C4 

<M 

CO 

CO 

CO 

CO 

40 

40 

40 

CD 

CO 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

I 


♦> 


c 


40 


>> 

Is 

a> 

X 


•xs 

o 

83 


>> 

% 

© 

X 


co 


•3  -G 


be 

0 

c3 

u 


T3 

© 

bC 

G 

o 


a 

*C 


be 

c 

c3 

33 

o 


a 


T3 

© 

bC 

G 

oj 

33 

o 


© 

bC 

g 

o3 

33 

o 


a 


bD 

(3 

o3 

33) 

o 


a 


be 

Pi 

c3 

33 

O 


be 

G 

Qi 

33 

o 


a 


be 

G 

G 

33 

o 


be 

G 

o3 

33 

o 


a 


bC 

G 

o3 

33 

o 


bC 

G 

o3 

33 

o 


be 

G 

03 

33 

o 


a 


be 

G 

o3 

33 

o 


co  © 

o  +? 

a  o 

oo  G 

S  .2 

T3 


© 


© 


G 

£  ‘3 

*3  -3> 

Q 


CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

o 

o 

o 

lO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

00 

00 

CO 

CO 

00 

00 

t> 

o 

*G 

o 

l> 

GO 

t-H 

rH 

t-H 

rH 

t-H 

t-H 

t-H 

CO 

co 

CD 

CO 

CO 

CO 

lO 

rH 

oi 

OH 

* 

* 

* 

* 

• 

* 

• 

* 

% 


33  '  J  „ 


a 

H 


l 

1 

c3 

c3 

a 

'o3 

pq 

pq 

PQ 

PQ 

PQ 

PQ 

PQ 

PQ 

PQ 

i 

Oh 

i 

1 

1 

Oh 

1 

Oh 

33 

1 

Oh 

<! 

o 

o 

o 

<1 

rH 

<1 

r— H 

<3 

.. 

Fh 

Oh 

Fh 

Oh 

Fh 

Oh 

.. 

.. 

N 

a 

a 

a 

£ 

£ 

32 

O 

<1 

<3 

O 

34 

rH 

'  33 

a  © 

03  c3 

PQ  W 


*  X) 

H  * 


a 

<3 


K  £ 

rH 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

X 

X 

X! 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

K^h 

X 

O 

O 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

rH 

rH 

lO 

CO 

lO 

CD 

00 

a 

o 

tH 

lO 

CD 

N 

00 

a 

o 

rH 

o 

a 

o 

o 

o 

CO 

CO 

CO 

CO 

CO 

H< 

m 

o 

r* 

co 

N 

tH 

Ci 

<M 

<M 

CQ 

CQ 

(M 

(M 

CQ 

01 

Ci 

Oi 

Oi 

w 

rH 

a 

rH 

CO 

o 

CD 

CO 

CD 

CD 

a 

CD 

CD 

CD 

a 

CD 

a 

a 

CO 

CD 

CD 

!> 

N 

CO 

rH 

tH 

rH 

rH 

tH 

rH 

rH 

rH 

rH 

rH 

rH 

rH 

rH 

rH 

PQ 

PQ 

m 

PQ 

PQ 

Pm 

to 

PH 

to 

Ph 

Pm 

Ph 

Pm 

Pm 

Pm 

Pm 

Pm 

Pm 

Pm 

Pm 

41 


§ 

x3 

o 

aS 


ft 

•a 

d 


ft 


a 

3 

xj 

a 

«3 


F-l 

<d 

** 

;P 

(h 

© 

Fh 

<P 

Fh 

0> 

F-t 

<D 

Fh 

Fh 

<D 

© 

14 

© 

Fh 

(D 

!h 

© 

u 

© 

#a 

*S 

*3 

X! 

T3 

T3 

'-a 

"d 

T3 

X3 

X) 

"d 

X3 

XJ 

d 

& 

d 

O 

a 

a 

d 

d 

d 

G 

G 

d 

G 

G 

d 

d 

d 

d 

d 

d 

d 

d 

d 

d 

d 

G 

OQ 

/H 

rl 

rt 

CQ 

GO 

CO 

CO 

CO 

CO 

CO 

OQ 

CO 

CQ 

CQ 

M 

Q 

M 

q 

W 

Q 

44 

r±4 

id 

rX 

^4 

Q 

o 

a 

© 

-p> 

a 

<D 

-P> 

o 

o 

a 

© 

4=> 

a 

© 

a 

S 

4^> 

o 

o 

© 

o 

o 

© 

o 

O 

*5 

co 

- 

‘-5 

.S' 

*-p 

4^ 

.& 

O 

43 

OQ 

o 

4^> 

CO 

£ 

O 

4^> 

CO 

- 

O 

CO 

- 

O 

CO 

~  ^  CO 

- 

O 

■8 

o 

S.  M 

.  -2 

•s  CO 

o 

5.  -8 

o 

43 

© 

*4H 

O 

3 

o 

GO 

<x> 

a 

m 

O 

t~r~i 

O 

GO 

a> 

fH 

«4H 

O 

«4-H 

o 

3 

<D 

T3 

<D 

«4-H 

o 

3 

*4-H 

O 

3 

TJ 

<D 

T3 

0) 

«4-l 

o 

5o 

3 

^-i 

o 

So 

So 

So 

s 

o 

XS 


w  © 

o  +? 

a,  2 

ra  0 

P  .2 

X3 
•  © 

-2  2 
®  '3 

©  43 

Q 


a) 

m  © 

°  "E 
ft  2 


03  03 

°  -s 

ft  2 


03 

m 


CQ 

ffi 

& 


2  .  2 
4»  _J 

^  V  £ 

O  bD  o 

^  H  g 

®  *3  © 

S’g  s 

o  W  o 

5?  £ 


X3  oj 
03  4h 

bO  « 

a  a 

a  2 

43  2 

03  S 

53 


■s  x  p  .a  p  .s 


03 

W)  .  ^ 

3  03  CJ 

d  -p  .2 

^  »  3 

03  -3  43 

P 


«  c3 

©  43 

P 


j>> 

£ 

03 

X 


£ 

03 

X 


CO  03 
O  +? 
ft  2 
m  O 

d 


P  .2  P 


“  2  T) 
2  o  ^ 
ft  2  oj 
.2  ” 'd 
d  fl 
•S  c3 

_ j  -P 
T3  GO 

,2  '3  £ 

03  43  qj 

P  53 


>> 

& 

03 

53 


G 

XS 

G 

cO 


O303co03co03O303to03co037303 

043  043  043  043  043  043  Q  pj 

0,00,00.00,21^2^2^2 

.2  ^  .2  ^  .2  ^  .2  ^  2  d  ,j»  d  2  ^ 

P  .2  P  .2  P  .g  P  .3  P  .s  P  .5  P  .3 


+3H+jH+jiH4i5-<+3H+3H+jG 

,2  ‘c3  jy  'ag  ,2  *03  ,2  'o3  ,2  ’S  ,2  '2  o  ’3 

&)  P  d)  P  0  P  (1)  -4-2  0  P  0  P  d)  P 

P  P  Q  Q  P  p  p 


GO 

GO 

GQ 

GO 

GO 

GO 

GO 

GO 

GQ 

GQ 

GO 

GO 

GO 

GQ 

GO 

GO 

GO 

GO 

GQ 

GO 

O 

O 

O 

I> 

LO 

to 

Tti 

CO 

CO 

to 

»o 

O 

X 

00 

00 

00 

GO 

CO 

00 

rH 

O 

o 

o 

(N 

l> 

rH 

<M 

<M 

CO 

O 

O 

03 

00 

00 

00 

CO 

00 

00 

o 

1> 

CO 

Tji 

rH 

t-H 

rH 

* 

* 

44 

go 


44 

cd 


bD 

bo 

bO 

bD 

c3 

03 

c3 

a 

44 

M 

44 

O 

o 

o 

o 

c3 

e3 

c3 

o3 

pH 

ft 

P^ 

ft 

43 

GQ 


43 

03 

03 

w 


03 

w 


X 

o 

m 


X 

d 

Eh 


03 

4©  X! 

d  d 

Eh  ft 


o3 

X) 


CQ 

CO 

6 

53 

03 

ft 

ft 

o 

© 

xT 

03 


® 

s  .  s 
flS  o 

O  43 

5^43 

o 

o  „  « 

C3  OJ 

CO  43~  xT 


<m  a 
^  o 

CO  43 
.  43 

O  o 

53  ° 


cq 

CO 

6 

53 

ft 

c8 

fH 

bJD 

xf 

© 

N 

•a 

© 

o 

hi 

© 

a 

a 

o 


X 

d 

Eh 


X 

H 


44 

1_J  *~4 


c« 

X3 

8 

© 

p 

6j0 

xf 

© 


a 

© 

« 

hi 

bo 

X3 

© 

(0 

n 

© 


-o  X 


’S  n  d 


4^ 

•rH 

M 

44 

43 

g 

a 

S  cj'p  cj  4^> 

P'S  O  U  7  «  -H  W-rH  CQ 

^  d'd  c3  . 

CD  (D  i — <  i — i 

t-l  i-5  ft  ft  ft 

j  -p 

3  3. 

ft 

J  4>  P  p  -H  p 

0  S  rG  w  4p  M 

3  c3  43  o3  43  G  . 

r-H  rH  r-H 

ft  ft  ft 

J  -P 

3  §  . 

ft 

4  43 

g|. 

ft 

j  © 
a  bo 

H  03 

0 

©  O  ©  &f)  © 

t,  17  M  h( 

ft  ft  ft 

r-H 

CD 

H 

ft 

CD 

Fh 

ft 

r-H 

© 

Pi 

A 

ft 

X 

><! 

><1 

X 

X 

XI 

XI 

X! 

X! 

X 

X 

X 

1 

1 

1 

1 

1 

1 

X 

X 

X 

X 

X 

X 

id 

o 

O 

o 

X 

to 

o 

« 

to 

o 

to 

!> 

a> 

O 

tO 

to 

tO 

to 

tO 

tO 

o 

X 

!> 

o 

rH 

CJ 

o 

rH 

rH 

rH 

rH 

o 

rH 

CQ 

CO 

to 

rH 

iH 

CO 

CO 

CO 

CO 

Tt< 

rH 

rH 

rH 

rH 

rH 

rH 

rH 

» 

o 

to 

to 

to 

to 

to 

X 

X 

X 

to 

t> 

N 

n 

*> 

!> 

l> 

N 

J> 

Cl 

N 

I> 

CO 

X 

X 

X 

X 

X 

X 

X 

X 

CD 

CD 

CD 

X 

X 

X 

Fh 

Fh 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

ft 

CO 


42 


!,  %  ii 


i 


73 

G 

G 


73 

G 

G 


m  © 
O  +? 

G<  2 

02  M 

5  .2 


s  a 

©  '3 


© 

73 

G 

G 


o?  O 


73 

G 

G 


© 

73 

G 

G 


44  44 


G< 


© 

Q 


c3 


O  <D  O  O 

COOoqCDoQOmO 

o-£o+?o-£o-*f 

cagagagp-g 

CO  G  M  h  ^  G  CO  W 

S  .s  5  .2  Q  .2  S  .s 

73  73  73  73 

©  •  ©•©„;© 

c  ®  a  ®  2  “  2 

’3  ©  '3  ©  '3  ©  '3 

P  C©  P  "  " 


©  44 

•C  O 

ft  -4-3 

CO 

G  2 
3  o 

73  -P 

c  2 

G  .3, 

p  ^5* 
‘2  <1 
G 

g  73 

H  dJ 


<T)  CQ 
O 

•  pH  O 

&s 

+3  © 

*G  2 
3  O 


O  73 

§  G 
G  Q 


G  <1 
G 

g  73 
G  -+3 

p  © 

2  33 

o  ra 

g  2 

©  G 


a  .a 

o  ■+3 

X 


£ 

© 

X 


G. 


G 

3 

73 

© 

£ 

73 

© 

bo 

© 

bo 

nd 

G 

G 

G 

$3 

a 

G 

43 

o 

O 

p 

G 

43 

© 

O 

-p 

c3 

3  o 

G  43 
© 
44 
-T  g 

S  o 

O  P 

53  “ 

G  73 

‘S  O 

©  a_a 
©  © 
73  G 

73 

©  <1 


G  73 

rG  © 

O  bC 
d 

2  * 

2  jz 


a  . 

G  #p 
"a 

73  G 
G  K, 
G  & 


G  r^j 
o  © 


J2 

c  o  ° 

.2  -S  § 

.Sr  2 

"o 


© 


a 


© 

© 

©  © 
73  G 


G 
G 

73’  73 


r 


G  - 

p  g 

G  p  O 
4h  ©  •'H 
g  M>  15 
G  g  .G1 
©  c8  >-» 
S  .G  © 
O  «  © 

X  Q 


bC 

G 

G 

rG 


& 


G 

G 

73 

G 

G 

G 

O 


bD 

G 

G 

43 


ft 


a 

G 

73 

G 

G 

a 

.2 

’■+3 

ft 


ft 


1  3 
G  £ 
© 
p~ 

1* 

h  w 

44 


ft  2 
"C  o 
45  , 
©  -£ 
©  © 

73  .G 

"5* 

<u< 

u 

G 

"3  73 
■  © 


2  ho 
2  a 
2  «3 
2  43 
o  ° 
X 


ft 

p 

*3 

G 

73 

G 

G 


1-3 

h  © 

44 
fl  O 

.2-S 

ft  73 

‘G  2 
o  „ 

©  p 
©  © 
73  .G 

'O 

©~<1 

s 

G 

"g  2 


ft 


73  G 
G  3 
o3  £ 
© 

■P  « 

Is 
^  © 
44 
r-  © 
G  O 
O  -p 
.G  © 

-p  _ 

ft  2 
’G  2 
« 

©  -p 
©  © 
73  .G 

7? 

afH 


3  'S 
1  “ 


M 


p  § 
.2  2 
■p _ , 

ft  73 


73  G 


G  2 


bD 

G 

G 

43 


OQ 

CQ 

CQ 

OQ 

CQ 

CQ 

CQ 

CQ 

CQ 

m 

CQ 

CQ 

CQ 

CQ 

CQ 

CQ 

CQ 

CQ 

GO 

CO 

CO 

00 

co 

CQ 

Th 

CQ 

CQ 

O 

ft 

O 

ft 

CO 

o 

CQ 

GO 

CO 

CO 

CO 

CO 

l> 

co 

co 

CD 

CO 

CO 

O 

O 

o 

CO 

TJI 

I> 

• 

i-H 

CQ- 

CQ 

CO 

CQ 

CO' 

CO 

CO 

ft 

co' 

co‘ 

% 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

» 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

<V 

i 

i 

i 

0) 

i 

i 

i 

i 

i 

i 

i 

i 

i 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

l 

i 

i 

i 

1 

1 

1 

1 

i 

i 

i 

i 

i 

i 

i 

i 

1 

1 

1 

1 

1 

be 

bD 

i 

1 

1 

1 

1 

<D 

& 

© 

42 

o 

pQ 

© 

43 

© 

4J 

J2 

o 

pS 

o 

c3 

a 

p^J 

o 

i 

i 

l 

p3 

o 

1 

pd 

o 

1 

o 

i 

a 

-P 

d 

■p 

a 

p 

a 

d 

G 

G 

G 

G 

G 

G 

c3 

cj 

O 

O 

G 

c3 

c3 

H 

Eh 

H 

H 

H 

w 

w 

ft 

ft 

Ph 

P3 

H 

H 

w 

CQ 

p> 

ft 

ft 

CQ 

CO 

6 

[2! 

-p' 

bo 


CQ 

CO 

d 

© 

G 

G 


CQ 

CO 

o 

fe 

|T 

o 

pH 

pH 

© 


w  © 

a  a 


Isis'S 

®  ®  .M  ® 


G 

o 

p 

.  p 

r©  ° 

ft  © 

^  - 
73  A 

«  ®  ^ 


IS 

® 


.2  .2 


© 

a 

G 

•pH 

73 

A 

© 

.2 

i 

sOO 


© 

-p 

© 

2 

G 

<H 

73 

rG 

© 

.2 


©  © 

^5  rQ 

G  n  G 

ti  p  P5 

^  bo  ^ 
73  G  73 

U  ©  P 

o  — 1  o 

o  o 


i  i 


43 

bo 


CQ 

7? 

© 

© 

ft 

M  © 

CQ 
rG  *-• 
P 

W  4S 

r.  ® 

■s  a 

•rH  (H 

-p  n  ^ 
60  rCJ 

©  .^3 

»-H  p,  «rH 


G 

rG 

CQ 

P 

43 

bO 


rG  S 


»o 

o 


CQ 

73 

© 

» 

ft 

CQ  © 
CQ 
rG  ^ 
%  u 

w  s 

^  ® 

P  G 

©  G 
*1!?  ^ 

pH  ® 

•2  J 


I  « 

io  N 

03 

O 

o 

tT 

© 

p 

G 

d 

to 

© 

u 

I 

M 

O 

•pH 

p 


o 

o 

o 

O 
^  ft 

P  p7 
G  s-i 
>>  o 
<  o 
o 
o 

CO 


>>43 
ft  ;£ 

23  ^ 


<D  T-H 

■P  (D 

d  w 

a^ 


43 

o 

.a 

CD 
.  W 

2  2 


J  2 


o 
o 

p  ,G 


.G  o 

»o 

>>  . 
43  43 

^  G 


M 


ft  a 
ft  G 
G  43 
ft 

rG  * 

P 

73 


ft  Ig 
‘x  ^ 
®  43 
33  © 

©  G 

C)  *r"< 


•s  a  10  I  ® 


43  43  > 
77  o  > 


G 


© 


o 
73 

o  _ 

p  -p 

ft  £ 

S  IQ 


© 

.2  73 
'  G 
^  G 


G 

^  bo  t- 

^.2^© 
CQ  p  G 
o  CO  *V 

2*  m 

®  r- 

45  of  rG  £ 


- 

S  3 

©.a 


o  > 

P  O 

ft  2 


q  n» 


£  o  o 
■2  *°  f*< 


G 


O 


43  g 
bo  o 

G  ^ 

u 

-p 

Cfi  ^ 

PS  ^ 

33  -2 

?  CQ 
>» 

.2 

S  -s 

G 

O  • 


o 


o 

G  ° 

G  h 

X  r. 

O'-  43- 

G  G  >>  ©  © 
ft  2  43  G  -G 
Q,  T3  *V  ^ 

-  -  ^co  2 


o  _ 


N  73 
O  © 
i  G 
^  G 

4>  oj 

CQ  ft> 

P  j© 

CQ  ft 

PS  ^ 
:£  2 

© 

©  g 

©  > 

G 

t 

r— I  £ 

G  ^ 
H 

2  ^ 
G  ” 
^  iO 


dRpf  SJ 


w 


43  _ 

2  ^ 

G  © 

'T  73 
*-< 

rPX  Q 

w  w 


44  Jd  43 

»  ©  bo 


ft  O 

<3  [ft 


ft  .g1 
© 

2  £ 


v«Q  >> 

4>  > 
G 
© 

_r  43 


-  O’ 
©  © 

73 

2  2 


b  2 


"1'3  a 

G  °  G 

©  .G 

G  ft  73 
ft  ft  © 

2  <  a 


w 


4 


ft  g  ft  o 
<3  G  <i  PR 


CO 


43 

bD 


O  ^ 


vf)G  v« 
H-  bCft' 
CQ  "S  CO 

f|  a 

s j 

ft  -1  S 
O  TO 


© 

73 


.  © 
O'  73 

©  -iH 


S  CD  S 


cr 

w 

CO 


ft 


ft 


X 

X 

X 

X 

Pi 

X 

X 

X 

X 

1 

1 

1 

1 

1 

I 

I 

I 

I 

i 

1 

1 

1 

1 

1 

X 

X 

X 

X 

iO 

o 

lO 

»c 

ft 

o 

o 

o 

o 

O 

o 

o 

o 

o 

o 

o 

o 

o 

CD 

£n. 

t- 

GO 

03 

*o 

00 

03 

rH 

ft 

ft 

CD 

t- 

ft 

ft 

C3 

rH 

rH 

CQ 

CQ 

o 

rH 

rH 

rH 

rH 

rH 

CQ 

CQ 

CQ 

!> 

o 

o 

ft 

ft 

o 

ft 

rH 

rH 

rH 

o 

O 

O 

O 

i> 

J> 

I> 

00 

00 

CQ 

CQ 

ts 

CD 

CD 

CD 

00 

00 

00 

CO 

GO 

CO 

00 

GO 

rH 

rH 

CQ 

CQ 

CQ 

CQ 

CO 

CO 

CO 

'Cf 

7}I 

tH 

ft 

ft 

ft 

ft 

ft 

W 

M 

H 

W 

W 

W 

M 

w 

M 

H 

M 

w 

w 

43 


See  footnotes  at  end  of  table. 


3  * 
© 
-  S 


ft  t3 

•g  o 

$  "8 
73  .3 

r5* 

©H 

3 

2  2 

25  © 

2  w> 

3  c 
®  3 
2  25 
O  ® 

X 


§  48 
^  CG 

-  o 
d  o 
o 

•  X  CG 
4^>  _ 

ft  ;g 


o  -+f  o 

o  a  -A 

3  ft 

73  ^  •+* 

®  »'2 
be  fl  5 
a  .  3 
2  S 

25  **  73 


a 


©  O 

.2  o 
2  -2 
a  “ 

^  2 
'a  o 
d  -2 

CG 

T3  #d 

a  'S’ 

03  <3 


ft 


a 

I’d 
^  a 
£  3 
© 

C 

2  | 


o  3 
-2  O 
03  .3 
_  -2 

2  a 

o  'h 


03  -2 

0>  CO 

73  .3 
73 

©  *< 
(H 

3 

2  rd 

25  (D 

2  w> 

£  3 
®  iS 

a  3a 

O  ® 


•a  .  03 
g  73  "d 
3  a; 

_  73 

(i)  T3  0 
c3  »h 

2?  d 
d  ^ 

^  o 

o  *J3  o 
d  ft  d 
a  <i> 

a  |  a 

x  i? 


JR  -t5  03  -2 


.g  Q 

a 

f  "d 

te  03 
<D  bD 

o  S 
■S-g 

J2  g 
«  .2 
-2  a 

03  ” 

73  .15 

2  g 


03  03 

.a, 73 

t? 

<5 ©- 

f~i 

d 

-d  2 

03  33 

be  2 

3  3 

a  ® 

25  a 

®  o 

X 


5  73 
•  3.  3 
73  3 

<1  03 
2 
3 

_J  -2 
73  c3 
©  25 
bC  w 
3  3 

S3  ® 

25  a 

®  O 


a 


bD 

c 

a 

-3 


a 

3 

73 

3 

3 


73 

© 

bC 

3 

3 

25 


ft 

-f3 

'3 

3 

73 

3 

3 

a 

o 


r-> 

•f— » 

p-» 

"5* 

"5“ 

K 

ft 

u 

ft 

Fh 

ft 

Cc 

ft 

<l 

<i 

+» 

."S 

. 

, 

"3 

‘3 

‘d 

*3 

T3 

73 

73 

3  • 

3  ^ 

d  . 

3 

<D 

© 

© 

-f3 

4^> 

bD 

bO 

bC 

2 

d 

3 

3 

73  § 

T3  a 

T5  S 

75 

c3 

3 

3 

3  3 

3  ^ 

d  1=5 

3 

^3 

o 

25 

© 

25 

© 

3  ^ 

© 

3  ^ 

© 

d  ^ 

CD 

3 

o 

© 

© 

-  3 

-  3 

■T  d 

#o 

*G 

« 

'C 

p 

‘C 

■+3 

3  S 

•is 

3  2 

-t3 

*3 

a 

a 

ft 

3  co 

CO 

*  co 

3 

a 

3 

73 

3 

3 


a 

3 

75  -2 

a  ’3 

o3  p 

£  & 
a  © 
3  3 


3 

3 

73  -2 

a  -a 


3  C0 

2  25 


a  co 
•2  25 
o3  03 


B 

3  i,  - 
-2  23  -2 


73  03  73  © 

©  3  ©  3 


3  <o  (3  co  3  co 


73 


a  73 

'S  ° 

CO  H-3 

O  co 
73  .3 
’d* 

©-<3 

s 

3 

§  *8 

3  c 

2  3 


25 
-  o 
3  o 
.2  2 

a  2 
*C  o 

”  2 
75  .3 
73* 
©  <! 


2  'o 

33  © 

2  W) 

3  a 

a  <S 
2  -S 

O  03 


2! 
3  o 
.2  2 
ft  73 

*5  3 

S  2 

-S  .3 
'd* 
©-<1 


2  T5 

35  © 

2  W> 

3  a 

a 3 

a  -g 

o  ® 

X 


r  3 
O 


4<S 
-  © 
3  O 
O  •+3 

.2  03 

2*  73 

•g  ° 
§  2 
73  .3 
'd* 

.r  C 


2 'd 

35  © 

2  an 

3  sol 

a 3 

a  35 


xfi  m 


CQ 


GG  02 


GG  GG 


iO 

rH 

& 


<iS 

PQ 


3 

2 

GG 


25 


71 

ffl 


3 

ffl 


3 

P5l 


3 

W 


NOTES 

X! 

X 

X 

X 

X 

X 

1 

I 

1 

l 

1 

X 

X 

X 

I  X 

X 

X 

X 

X 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

cc 

o 

»o 

o 

m 

m 

rH 

in 

m 

m 

m 

m 

in 

o 

o 

m 

CO 

Tt< 

m 

CD 

N 

i> 

i> 

CD 

rH 

00 

rH 

oo 

05 

05 

o 

£ 

o 

o 

O 

O 

o 

rH 

rH 

00 

m 

m 

ci 

CD 

CD 

CD 

=9 

00 

00 

oo 

oo 

00 

o 

o 

tJH 

00 

00 

05 

o 

o 

m 

in 

■0)1 

7}l 

Tj< 

m 

m 

m 

CD 

CD 

CD 

!> 

w 

w 

M 

w 

W 

H 

M 

w 

M 

w 

W 

W 

H 

w 

H 

r 


€ 


< 


44 


^  m 
44 

a  o 

•3  oo 
-i-i 

Oh  2 

*C  'o 


a  .3 
a 

9< 

Si 

3 

«  T) 

©  S) 

3  3 

a  J 
o  o 

a 


i  -p  i  -p  ©  +3  i  -*3  ©  +3  <£>  -d  <p  -»3 

Q  s  Q  g  P  c  fl  g  Q  g  Q  '3  h  3 

3  3  3  3  3  3  3 


oo 


44 
~  © 

§  -S 

•X  GQ 

ft  2 

’§  o 
s  -s 

a  .3 

’5’ 

9< 


a  -g 


hD 

3 

a 

-3 


’3 

^  +3’ 

•a  1 

3  3 
<S  £ 
© 
~  3 


44 

a  § 
.2  -8 
eft  2 
*C  O 

O 

CQ  4^ 
0)  GQ 

"d  .2, 
t? 
oT<1 


54  -3 

3h  oi 

2  » 

3  3 

I  i 

«  © 


3 

3  -4* 

•a  1 

3  3 
o3  £ 
© 

*3  o 

^  03 

M 

fl  O 

o 

*-3  50 
#ft  2 
*C  o 
o 

03  -4-3 


"d 

cT<J 

M 

d 

T3 

r—4  A) 

2  So 

<X>  3 

a| 

o  © 


T3  g 
3  3 

03  £ 
© 

-g  fl 

'3  o 

3  t 


3  O 

O  -4s 
•3  co 

a  "0 

‘S  ° 

oo  +» 

0J  00 

a  .3 

-5* 

U< 

(l 

3 

1  ’S 

3  c 

§Ji 


HD  £ 
&  B 
s  ° 

o3  -t^> 
33 

o  co 
44 


hD 

3 

3 

-3  ■ 


© 


©  0>  O  ©  O 


ti  00 

^a 
+2  'o 
3  -S 

§  3 


O  ©  O  ©  o 

4^  'r1  i5>  -r*  -t^ 


Gh 


3 

-d  ^ 
©  ® 
hD  3 

§  O 

C3  -4^> 
*3  03 

r*4 

<13  O 

.2  & 


S3  o 
3  «» 

3  03 

§  H 


73  ^ 

2  ©  ® 
^  tJD  d 

°§« 
-3 


hD 

3 

03 

>3 


CO  CO  ©  CO  O  CO  •+? 

^3  .±4  2 

®  O  J)  U  ®  O 

o  o  o  o  o  o 

•3  -e  -3  -e  •  - 


a 


B  i;  id 


3  3  _  3  -34 

n  3  g  'n  O 


131 

oT  '©  ©~ 

S<  Sh 

3  3 
-4=  3  -*2 

4  O 

©  43  O 

3  G.  3 
©  •-  © 

a  |  a 

o  ”  o 

X  5? 


73  'a 

-2  3 

'©  of 
a  *-< 

3  -2 
o  <33 
'43  © 
a  3 
•3  « 

o  a 

CO  0 


a  3 

+5>  -1 

_© 

'©  aT 

73  3 

43  © 


«  a 

oo  o 
£ 


V,  3 

3 


v5-  t3 


o 

X 


X! 

'O 

■a 

<5 


a  s 

3 


a 

2  3 

3  hD 

m  3 

CD  o3 
02  -3 
'-i  o 

3 
O 


©  ©  ©  S  2  a  © 

r  Ti  -  Ti  i-rSOasi.. 


3 

3 

o  43 

43  © 

a  g 

©  a 

CQ  O 

>? 


0>  © 
T3  tn 

d 

-tJ 


gnO 


a 

.  © 
a  a 

®  a 
a  © 

-n  ^ 

©  g 

^  J 


«  a 

oo  o 

5? 


3 

3  -g 
O  w 


« a 

CQ  O 


•  21  ^ 


"d 

a 

o3 
T3  m 


q  .a 


«3 

a 

3 

o4 

■g 

00 


y  ,  -4—*  . 


Q 


s 


>> 

©  co 

X:  rt 


^  ,2 
©  © 


©  a 


Xi  P  fc 


CO 

02 

02 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

CO 

02 

CO 

OO  CO 

CO  OO  CO 

CO 

05 

r-H 

o 

o 

o 

o 

o 

o 

o 

o 

O 

o 

o  o 

o  o  o 

iM 

T* 

co 

CO 

00 

o 

CD 

CO 

00 

CD 

<N 

CD 

o 

IO  o 

O  t-  «3 

* 

• 

* 

rH 

<N 

l> 

O 

CO 

co 

CO 

oo' 

oo 

rH 

00  I> 

rH  1> 

(N 

CO 

CO 

a 

CD 

00 

iH 

(M 

rH 

o3 

W 


54 

w 


54 

w 


64 

w 


O 


33  33  a 

o  o  5 

pH  Ph  o 


!  a 

33  o 
O  94 

O  W 


c3  ^  c3 
W  Ph  W 


-i  H 

«  3  <1 
4  35Q 
3  O  ^ 

m  p* 


w  w  (A 


XI 

X 

X 

X 

X 

I  X 

I  X 

i  X 

i  X 

I  X 

X 

X 

X 

X  X 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

o 

O  o 

o 

iC 

»o 

o 

in 

in 

CD 

b- 

m 

t- 

03 

o 

a> 

^  rH 

00 

03 

o 

CD 

in 

o 

o 

CD 

CD 

CD 

o 

CD  o 

CO 

00 

00 

m 

o 

m 

O 

o 

m 

m 

N  O 

40 

iO 

iO 

O 

in 

t- 

l> 

t- 

oo 

00  5o 

r- 

t- 

I> 

00 

00 

00 

00 

oo 

CO 

00 

00 

oo  55 

w 

M 

W 

w 

w 

w 

M 

M 

w 

W 

w 

H 

W 

W  Pi 

iO  o  o 
so  co  co 

O  O  rH 

o  o  o 
00  00  00 
CQ  <M  CD 

P<  P<  Pm 


45 


i  See  basic  catalog. 


. 


• 

class  b 


\  ) 

BOOKS 

Dental 


MED  3 
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UNIT 

TBPL A C  BMENT  RATES' 

NUMBER  | 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

ZI 

T  OF  OPNS 

STATUS 

^B100030 

Accepted  Dental  Remedies,  19^4-3 

Bach 

$1.00 

LS 

Former 

(9th)  Edition:  Council  on 

B0000I42 

1 

Dental  Therapeutics,  American 
Dental  Association.  (American 
Dental  Association.) 

• 

\ 

$3100050 

Atlas  ©f  the  Mouth,  19^4l-  (1st) 

Each 

2.50 

S 

Edition:  Massler  and  Schour. 
Bureau  of  Public  Relations, 
American  Dental  Association. 
(American  Dental  Association.) 

%B  100230 

Complete  Dentures,  19U0  (lst) 

Each 

8.00 

S 

Former 

Edition:  Merrill  G.  Swenson. 

B0000U6 

(The  C.  V.  Mosby  Company.) 

B100330 

Dental  Roentgenology,  1939  (3rd) 

Bach 

u.55 

S 

Former 

Edition:  LeRoy  M.  Ennis. 

B00CCU3 

(Lea  &  Febiger.  ) 

^100350 

Dental  Treatment  of  Maxillofacial 

Each 

6.00 

S 

Former 

Injuries,  The,  19W+  (1st) 

BOOOI4I42 

Edition:  Fry,  Shepherd,  McLeod, 
and  Parfitt.  (J.  B.  Lippincott 
Company. ) 

. 

B130030 

Operative  Dentistry,  A  Textbook 

Bach 

9.00 

S 

Former 

of,  1936  (2nd)  Edition:  William 

\ 

B0000l|5 

H.  0.  McGehee.  (The  Blskiston 
Company. ) 

B130030 

Operative  Oral  Surgery,  19^3 

Bach 

B.hO 

S 

Former 

(2nd)  Edition:  Leo  Winter. 

B000177 

(The  C.  V.  Mosby  Company.) 

$3130070 

Oral  Pathology,  19^4  (2nd) 

Each 

13.50 

S 

Edition:  Kurt  H.  Thoma. 

(The  C.  V.  Mosby  Company.) 

B130130 

Partial  Denture  Construction, 

Each 

5.35 

i  s 

Former 

19^2  (2nd)  Edition:  Edward 

1 

BOOOOI4I4 

Kennedy.  (Dental  Items  ©f 

l 

! 

1 

Interest  Publishing  Company, 

Inc.  ) 

* 

BOOKS 

Dental 


M  ED  3 


\ 


CLASS  B 


NUMB  ER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

-* 

UNIT 

PRICE 

REPLACED 

ZI 

— 

ENT  RATES 
T  OF  OPNS 

r 

STATUS 

E130150 

Former 

EOOOOl+7 

Periodontia,  Textbook  of,  19U3 
(2nd)  Edition:  Samuel  C. 

Miller.  (The  Blakiston  Company, 

Each 

>  / 

17.18 

S 

^150030 

Former 

BOOOOl+l 

Theory  and  Practice  of  Crown  and 
Bridge  Prosthesis,  I.9I4O  (1st) 
Edition:  Stanley  D.  Tylman. 

(The  C.  V.  Mosby  Company. ) 

Each 

1 

8.1+0 

S 

1 

-  2  - 


<SF 

,  MASS  B 

BOOKS 

General 

V 

M 

IfjMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACE! 

ZI 

LENT  RATES 
T  OF  0PNS 

B155390 

Former 

,30001142 

American  Illustrated  Medical 

Each 

$6.75 

Dictionary,  The,  I9I4I  (l9th) 
Edition:  William  A.  N,  Dorland. 
(W.  B.  Saunders  Comoany. ) 

j  B155591 

j 

American  Illustrated  Medical 

Each 

6.75 

Dictionary,  The,  19UU  (20th) 
Edition:  William  A.  N.  Dorland. 
(W.  B.  Saunders  Comoany. ) 

Anatomy  of  the  Human  Body,  19I4 2 
(2l4th)  Edition:  Henry  Gray. 
Warren  II.  Lewis,  Editor.  (Lea 
&  Febiger.  ) 

10.20 

B155610 

Former 

BQ0001 0 

Each 

B 155830 

Former 

B00C1U5 

Chemical  Dictionary,  19144  (3rd) 
Edition:  Ilackh  and  Grant. 

(The  Blakiston  Company.) 

E»  c  h 

10.80 

FB155850 

■oFormer 

B 000221 

Chemistry  and  Physics,  Handbook 
of,  15'U3  (27th)  Edition: 

Charles  D.  Hodgman,  Editor. 

(The  Chemical  Rubber  Company. ) 

Each 

2.50 

♦E155851 
!  Former 
BLC1635 

Chemistry  and  Physics,  Handbook 
of,  19144  (28th)  Edition: 

Charles  D.  Hodgman,  Editor. 

(The  Chemical  Rubber  Company.) 

Each 

2.50 

pi70150 

Former 

B000622 

Poisonous  Plants  of  the  United 

Ea  ch 

3.00 

States,  1939  (1st)  Edition: 
Walter  C.  Muenscher.  (The 
Macmillan  Company. ) 

pB180530 

Former 
,  B000381 

Social  Customs  -  The  Art  of 

Ha  ch 

2.25 

Gracious  Manners,  1938  (1st) 
Edition:  Theodosia  Crosse. 

(J.  E.  Lippincott  Company.) 

(&ZXJL 


--Cx 

/  ^  C  3/'^‘ )  £.  s-eCCZZ+ytC  .'  £oLm-w^  ^~>  • 
-A-=gt  ^ 


CP0-e^Z-> 


3  .Ao 


3D  3 


STATUS 


LS 
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LS 
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r 


BOOKS 
Genera  1 


MED  3 


BOTES 


NOMENCLATURE  AND  DESCRIPTION 


UNIT 

UNIT 

PRICE 

RSPLA  CEI 

ZI 

- - — ■  -  • 

IEKT  RATES 

T  OF  OPUS 

Ea  ch 

$2.1+0 

Each 

13.50 

STATUS 


webster’s  Collegiate  Dictionary 
1936  (5th)  Edition:  Noah 
Webster .  (G.  &  C.  Merriam 

Company. ) 


Webster’s  New  International 


Dictionary  of  the  English 
Language,  193U  (2nd)  Edition: 
Noah  Webster.  (G.  &  C. 
Merriam  Company. ) 


-  h  - 


;lass  b 


BOOKS 

Laboratory 


MED  3 


— 

UNIT 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

HUMBER 


^200050 

^Former 

B00013U 


;ob2 00030 

Former 

B000223 


*E2 00051 


B200070 

Former 

EOOQ137 


B200130 

Former 


/'-B200150 

Former 

E0CG283 


B 2 00250 

Former 

B000130 


ft B200330 

Former 
!  B000131 


Analytical  Chemistry  of  Industrial 
Poisons,  Hazards  and  Solvents, 
The,  19Ul  (1st)  Edition:  Morris 
B.  Jacobs.  (interscience  Pub¬ 
lishers  ,  Inc.  ) 


Each 


Approved  Laboratory  Technic,  19Ul 
<■?  .a  )  Edition:  Kolmer  and 
Boerner.  (D.  Applston-Century 
Company. ) 


Approved  Laboratory  Technic,  19^5 
(Uth)  Edition:  Kolmer  and 
Boornor.  (D.  Appleton-Century 
Company. ) 


Autopsy,  The,  19U3  Edition:  Con¬ 
ference  Croup  on  Pathology, 
Notional  Research  Council. 
(Journal  of  Technical  Methods  and 
Bulletin  of  the  International 
Association  of  Medical  Museums.) 


Bacteriology,  A  Textbook  of,  1939 
(8th)  Edition:  Zinsser  and  Bayne 
Jones.  (D.  Appleton-Century 
Company. ) 


Biochemistry  of  Disease,  19I4O 
(1st)  Edition:  Meyer  and  Oscar 
Bodansky.  (The  Macmillan 
Company. ) 


Clinical  Diagnosis  by  Laboratory 
Methods,  19U3  (10th)  Edition: 
Todd  and  Sanford.  (W.  E. 
Saunders  Company. ) 


Dehydrated  Culture  Med^a  and 
Reagents,  Manual  of,  1939  (6th) 
Edition:  Difco  Laboratories, 
Inc.  (Difco  Laboratories,  Inc.) 


Each 


Each 


Each 


Each 


Ea  c  h 


Each 


Cach 


i.25 


6,Uo 


6.I4O 


.80 


5.33 


5.90 


5.U0 


REPLACEMENT  RATES 


ZI 


T  OF  OPNS 


- 


STATUS 


LS 


LS 


-  5  - 


\ 


CLASS  B 


♦ 


BOOKS 

Laboratory 


MED  3 


NUMBER 


NOTES  NOMENCLATURE  AND  DESCRIPTION 


UNIT 


UNIT 

PRICE 


REPLACEMENT  RATES 
ZI  T  OF  OPNS 


STATUS 


♦B200331 


/■B200350 

/oFormer 

B000024 


B205130 


$3210030 


Former 

B0G0330 


/oB2 10031 


B210050 

Former 

B000153 


B210130 

Former 

B000225 


B210150 

Former 

B000226 


H*  B220030 

/(•Former 

B00G292 


Dehydrated  Culture  Media  arid 
Reagents,  Manual  of,  1943  (7th) 
Edition:  Difco  Laboratories, 
Inc.  (Difco  Laboratories,  Inc.) 


Each 


Determinative  Bacteriology,  Manual 
of,  1939  (5th)  Edition:  David 
Bergey,  Revised  by  R.  S,  Breed 
and  Associates.  (The  Williams  & 
Wilkins  Company. ) 


Each 


Field  Collector’s  Manual  in 
Natural  History,  A,  1944  Edition 
Publication  No,  37^6,  The  Smith¬ 
sonian  Institution.  (The  Smith¬ 
sonian  Institution. ) 


Bach 


Histology,  A  Textbook  of,  1938 
(3rd)  Edition:  Maximow  and 
Bloom.  (W.  B.  Saunders  Company. 


Each 


Histology,  A  Textbook  of,  1942 
(4th)  Edition:  Maximew  and 
Bloom.  (W.  B.  Saunders  Company. 


Bach 


Human  Pathology,  1942  (6th) 
Edition:  Howard  T.  Knrsner. 
(J.  B.  Lippinoott  Company.) 


Each 


Inorganic  Chemistry,  1943  (4th) 
Edition:  Fritz  Ephraim.  Re¬ 
vised  by  Thorne  and  Roberts. 
(Nerdeman  Publishing  Company, 
Inc.  )  • 


Each 


Inorganic  Chemistry,  A  Textbook 
of,  1958  (2nd)  Edition:  Norris 
and  Young,  (McGraw-Hill  Book 
Company,  Inc. ) 


Each 


Laboratory  Diagnosis  of  Syphilis, 
The,  1937  (1st)  Edition:  Harry 
Eagle.  (The  C.  V.  Mosby  Company 


Each 


-  6  - 


t7.U5 


6.50 


6.30 


8.50 


3.26 


U.10 


7.20 


LS 


LS 


LS 


. 


;r 


3 

♦ 

CLASS  B 

BOOKS 

Labor?  tory 

MED  3 

T 

NUMBER  1 

I 

1 

NOTES* 

NOMKNCLA  TURE  AND  DESCRIPTION 

j 

1 

l 

UNIT  j 

1 

UNIT 

PRICE 

REPLACED' 

ZI 

'ENT  RA  TES 

T  OF  OPNS 

STATUS 

B220050 

Former 

B000136 

1 

Laboratory  Methods  of  the  United 
States  Army,  19I-1I+  (5th)  Edition: 
Simmons  and  Gentzkow,  Editors. 
Surgeon  General's  Office,  U,  S. 
Army.  (Lea  &  Febiger. ) 

Ea  c  h  | 

1 

i 

I 

*1(.50 

•  •  •  t  • 

S 

l 

S 

/oB2?0070 

Former 

B000732 

Laboratory  Procedures  in  Studies 
of  the  Chemical  Control  of 
Insects,  19U3  (1st)  Edition: 
Campbell  and  Moulton.  (American 
Association  for  the  Advancement 
of  Science.  ) 

Each  j 

1 

1 

i 

It.  00 

! 

1 

B23C030 
Former 
j  BCCC236 

Microscopical  Diagnosis  of 

Malaria  in  Man,  Manual  fer,  19U3 
Edition:  Aimee  Wilcox.  Bulletin 
No.  180,  National  Institute  ©f 
Health.  (U.  vS.  Public  Health 
Serv j  c® .  ) 

E<>ch 

.23 

s 

P230130 

Former 

B 000360 

Neoplastic  Diseases,  1914-0  (lath) 
Edition:  James  Ewing.  (W.  P. 
Saunders  Company.) 

Raeh 

9.85 

. 

f  1  HI 

s 

B230205 

Pathological  Technique,  1938 
(1st)  Edition:  Frank  B.  Mallory. 
(W.  B.  Saunders  Company. ) 

Each 

la.  50 

s 

. 

B230220 

Former 

B000151 

1 1 1 1  • 

1 

Pathology,  A  Textbook  of,  19U3 
(lath)  Edition:  William  Boyd. 

(Lea  &  Febiger.  ) 

Each 

8.1+5 

l  «  1  •  • 

p  •  f  •  • 

Q 

O 

h  2302I40 

i  /iFfrmer 
B000150 

•  •  •  ♦  • 

Pathology,  Textbook  of,  1 PI4O 
(7th)  Edition:  William  C. 

Ms c Ca 1 1 urn.  ( W.  B.  Sa unde r s 
Company. ) 

Each 

8.10 

•  •  •  •  • 

1 

•  •  •  •  • 

LS 

$B23026o 
F©  ririe  r 
B00C15L, 

j  Pathology  of  Trauma,  The  '.91k? 
(1st)  Edition:  Alan  R.  Moritz. 
(Lea  A:  Febiger. ) 

Fa  ch 

5.10 

r» 

O 

1 

I 

-  7  - 


r 


e 


v 


NOTES 


♦ 


BOOKS 

Laboratory 


MED  3 


Practical  Bacteriology,  Haematology  Each 
and  Animal  Parasitology,  193$ 

(9th)  Edition:  Stitt,  Clough  and 
Clough.  (The  Blnkiston  Company.) 

Practical  Physiological  Chemistry,  Each 
1937  (llth)  Edition:  Hawk  and 
Bergeim.  (The  Blakiston  •. 

Company. ) 

Principles  of  Bacteriology  and  :Each 
Immunity,  The,  1936  (2nd) 

Edition:  Topley  and  Wilson. 

(The  Williams  &  Wilkins  Company. ] 


$5.60 


Quantitative  Clinical  Chemistry, 
Volume  II  -  Methods,  1932  (1st) 
Edition:  Peters  and  Van  Slyke. 
(The  Williams  &  Wilkins  Company.] 

Surgical  Pathology,  19^2  (5th) 
Edition:  William  Boyd.  (W,  B. 
Saunders  Company. ) 

Synopsis  of  Clinical  Laboratory 
Methods,  1938  (2nd)  Edition: 

W,  E.  Bray.  (The  C,  V.  Mosby 
Company.  ) 

Synopsis  of  Clinical  Laboratory 
Methods,  19^4  (3rd)  Edition: 

W.  3.  Bray.  (The  C.  V.  Mosby 
Company.  ) 


Ea  ch 


Each 


Sa  c  h 


Each 


5.02 


10.80 


2.93 


REPLACEMENT  RATES 

ZI 


8.70 


1+.05 


U.05 


T  OF  0PNSI  STATUS 

— L - 


S 


LS 


LS 


LS 


-  8  - 


e 


I 


I 


CUSS  B  BOOKS  MED  3 

Medicine 


— 

MUMPER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACE! 

ZI 

?ENT  RATES 
T  OF  OPNS 

STATUS 

Dermatology  and  Syphilology 

$3255590 
Fo  rimer 

P 000061 

Dermatology,  Manual  of,  lcl|2  (1st, 
Edition:  Pillsbury,  Sulzberger, 
and  Livingood.  (W.  B.  Saunders 
Company. ) 

Ea  c  h 

$1.80 

s 

s 

B255610 

Former 

E000060 

Diseases  of  the  Skin,  1939  (10th) 
Edition:  Sutton  and  Sutton. 

(The  C.  V.  Mosby  Company.) 

S»  cb 

13  •  50 

*  t  t  *  • 

♦B256Q00 

1 Former 

BN05855 

• 

Modern  Clinical  Syphilology,  19l| h 
(3rd)  Edition:  Stokes,  Beerman, 
and  Ingraham.  (W.  B.  Saunders 
Company. ) 

Each 

8.00 

s 

B256830 

Former 

B000291 

Modern  Treatment  of  Syphilis,  The, 
19^3  (2nd)  Edition:  Joseph  E. 
Moore  and  others.  (Charles  C. 
Thoma s . ) 

Each 

5.63 

s 

Food  and  Nutrition 

B260130 

1  Former 
:  B000262 

Food  for  Fifty,  19Ul  (2nd) 

Edition:  Fowler  and  West. 

(John  Wiley  &  Sons,  Inc.) 

Ea.  c  h 

2.00 

s 

B261530 
\  Former 
B000261 

Nutrition  and  Diet  .in  Health  and 

Each 

5.76 

s 

Disease,  19^3  (irth)  Edition: 

James  S.  McLester.  (W.  E. 
Saunders  Company. ) 

;p26l550 

1  Former 

|e 000263 

Nutrition  in  Health  and  Disease, 

5?  ch 

2.1*5 

s 

19^3  (9th)  Edition:  Cooper, 
Barber,  and  Mitchell.  (J.  B. 
Lippincott  Company. ) 

Nutritional  Deficiencies  -  Diag¬ 
nosis  and  Treatment,  19U3  (2nd) 
Edition:  John.  B.  Youmans. 

(J.  B.  Lippincott  Company.) 

s 

B261570 

Former 

B000260 

Each 

lt.25 

-■ 

.  9  - 


r 


C 


CLASS  B  BOOKS  MED  3 

Medicine 


UNIT 

REPLACEMENT  RATES 

[NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

ZI 

T  OF  OPNS 

sta  rut 

Internal'  Medicine 

#0070030 

♦  •  •  •  • 

Allergy,  Anaphylaxis  and  Immuno- 

Ea  c  h 

$5.co 

•  •  •  •  • 

•  •  •  •  • 

s 

Former 

therapy,  19U3  (1st)  Edition: 

B000U61 

Bret  Retner.  (The  Williams  & 
Wilkins  Company. ) 

#B270030 

•  •  •  •  • 

Arthritis  and  Allied  Conditions, 

Each 

7.60- 

•  #  •  ♦  • 

•  •  •  t  • 

LS 

>  Former 

1 9I4.I  (2nd)  Edition:  Bernard  I. 

E000235 

Comroe.  (Lea  &  Febiger. ) 

*0270051 

Former 

Arthritis  and  Allied  Conditions, 
19W+  (3rd)  Edition:  Bernard  I. 

Ea  ch 

7.60 

S 

S 

BTI0U.il  1 

0270210 

Former 

Comroa.  (Lea  &  Febiger. ) 

Clinical  Aspects  of  the  Electro¬ 
cardiogram,  19Ul  (1-jth)  Edition: 

Ea  ch 

1-1 . 02 

B000035 

Harold  Pardee.  (Paul  B.  Hoeber, 
Inc.  ) 

* 

#0270230 

Former 

Clinical  Hematology,  19#2  (1st) 
Edition:  Maxwell  M.  Wintrobe. 

Each 

7.00 

S 

, 

| 

B000500 

(Lea  <5c  Febiger. ) 

B270250 

Former 

Clinical  Parasitology,  19U3  (3rd) 
Edition:  Craig  and.  Faust.  (Lea 

Each 

7.22 

s 

B000022 

&  Febiger. ) 

#-B270270 

Former 

Clinical  Tuberculosis,  2  Volumes, 
19i42  (3rd)  Edition:  Benjamin 

Set 

12.75 

LS 

B000552 

Goldberg.  (F.  A.  Davis  Company.) 

*B270271 

Clinical  Tuberculosis,  2  Volumes, 
19U4  (4th)  Edition:  Benjamin 

Set 

12.75 

s 

Goldberg.  (F.  A.  Davis  Comoany. 

#0270290 

Former 

Communicable  Diseases,  Handbook  of 

'■  t  Ea  c  h 

5.25 

s 

19Ul  (1st)  Edition:  Franklin  II. 

B000510 

Top.  (The  C.  V.  Mosby  Company.) 

-  10  - 


e 


I 


M8D  3 


ROOKS 
Modi cine 


UNIT 

REPLACEMENT  RATES 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

ZI 

T  OF  OPNS 

STA  TUS 

Internal  Medicine 

Diagnosis,  Prevention  and  Treat¬ 
ment  of  Tropical  Diseases,  2 

Set 

$16.80 

S 

Volumes,  19UU  (7th)  Edition: 

Edward  R.  Stitt.  Revised  by 
Richard  P.  Strong.  (The 

Blakiston  Company. ) 

Diagnostic  Standards  and  Classi¬ 
fication  of  Tuberculosis,  191+0 

Each 

1 

.05 

S 

' 

LS 

(llth)  Edition:  Committee  on 
Diagnostic  Standards  of  the 
National  Tuberculosis  Associa¬ 
tion  and  the  American  Trudeau 
Society*  (National  Tuberculosis 
Association.  ) 

[  • 

Diseases  of  the  Digestive  System, 
19Ul  (1st)  Edition:  Sidney  A. 

5a  ch 

• 

8.50 

Portis,  Editor.  (Lea  &  Febiger,  ) 

Diseases  of  the  Digestive  System, 
19U4  (2nd)  Edition:  Sidney  A. 

Each 

8.50 

(Substitute  for 
B272710) 

SS 

Portis,  Editor.  (Lea  &  Febiger., 

Diseases  nf  Metabolism.  IQliP  fls-h’l  Ranh 

10.75 

S 

~  ~  -  -  - -  f  'i 

Edition:  Garfield  G.  Duncan, 

Editor.  (W,  B.  Saunders  Company. ) 

\ 

•  a  •  •  « 

Essentials  of  Electrocardiography, 

Each  . 

U.hO 

(Substitute  for 

SS 

1941  (2nd)  Edition:  Ashman  and 

B270210) 

Hull.  (The  Macmillan  Company. ) 

Essentials  of  Medicine,  19^0 
(llpfch)  Edition:  Emerson  and 

Each 

2.60 

s 

Taylor.  (J.  B.  Lippincott 
Company. ) 

;  •• 

Etiology,  Diagnosis  and  Treat¬ 
ment  of  Amebiasis,  The,  19UU 

Each 

1;. 10 

s 

(1st)  Edition:  Charles  F. 

Craig.  (The  Williams  & 

Wilkins  Company. ) 

11 


» 


BOOKS  MED  3 

Medicine 


NOTES 


NOMENCLATURE  AND  DESCRIPTION 


UNI  T 


UNIT 

PRICE 


REPLACEMENT  RATES 
ZI  T  OP  OPNS 


STATUS 


Internal  Medicine 


Food  Poisoning,  19U3  (1st) 
Edition:  Gail  M.  Dack.  (The 
University  of  Chicago  Press.) 


Each 

I 


$1.18 


S 


Gas tro-Enterology,  An  Introduc- 
tion  to,  19^0  (3rd)  Edition: 
Walter  C.  Alvarez.  (Paul  B. 
Hoeber,  Inc.) 


Each 


7.00 


S 


Glandular  Physiology  and  Therapy, 
19^2  (2nd)  Edition:  Council  on 
Pharmacy  and  Chemistry,  American 
Medical  Association.  (American 
Medical  Association.  ) 


Each 


2.00 


S 


Heart  Disease,  1937  (2nd) 
Edition:  Paul  Dudley  White. 
(The  Macmillan  Company.) 

Heart  Disease,  I9I4I4.  (3rd) 
Edition:  Paul  Dudley  White. 
(The  Macmillan  Company.) 


Each 


Each 


Hypertension  and  -Nephritis , 

1939  (Uth)  Edition:  Arthur  M. 
Fishberg.  (Lea  &  Febiger.  ) 


Each 


Medical  Diseases  in  Tropical  and 
Sub-Tropical  War  Areas,  Memo¬ 
randa  on,  19^1  (6th)  Edition: 

The  War  Office,  Great  Britain, 
(His  Majesty’s  Stationery  Office. 


Each 


) 


Medicine, 

Edition: 

Editor. 


Textbook  of,  19U0  (5th)  Each 
Russell  L.  Cecil, 

(W.  B.  Saunders  Company. ) 


Medicine,  Textbook  of,  192+3  (6th)  |Fach 
Edition:  Rusell  L.  Cecil, 

Editor.  (W,  B.  Saunders  Company. ) 


5.93 

5.93 

5.25  !  . 

1+.27 

8.55 

8.55 


LS 


s 


s 

I 


LS 


LS 


s 
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CLASS  B 


MED  5 


* 


BOOKS 

Medicine 


NUMBER 

NOT  FS 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

ZI  IT  OF  OPNS 

* 

STATUS 

Internal  Medicine 

11:7)4370 

Former 

B000032 

Nomenclature  end  Criteria  for 

Each 

$1.80 

S 

Diagnosis  of  Diseases  of  the 
Heart,  1939  (Uth)  Edition: 
Criteria  Committee  of  the  New 
York  Heart  Associa tion.  (New 
York  Heart  Association.  ) 

B275530 

Former 

B000016 

•  •  •  •  • 

Physical  Diagnosis,  19U?  (l3th) 
Edition:  Cabot  and  Adams. 

(The  Williams  &  Wilkins  Company. 

E»  ch 

3.85 

•  •  •  •  # 

•  •  •  •  • 

s 

B275550 

Former 

B000281 

Physiological  Easis  of  Medical 
Practice,  The,  I9h3  (3**d) 

Edition:  Best  and  Taylor. 

(The  Williams  &  Wilkins  Company. 

Ep  oh 

7-k5 

s 

) 

$3275570 

Former 

B000113 

Principles  and  Practice  of  Avia¬ 
tion  Medicine,  19l*3  (2nd) 

Edition:  Harry  G.  Armstrong. 

(The  Williams  &  Wilkins  Company. 

En  ch 

it.  93 

s 

Ea  ch 

LS 

j  it B275590 
Former 

B000133 

Principles  of  Hematology,  I9I4O 
(2nd)  Edition:  Russell  L. 

Haden.  (Lea  &  Febiger.  ) 

3.82 

It  B282030 

/^Former 

B000300 

Diagnosis,  Prevention  and  Treat¬ 
ment  of  Tropical  Diseases,  2 
Volumes,  19^2  (6th)  Edition: 
Edward  R.  Stitt.  Revised  by 
Richard  P.  Strong.  (The 
BlRkiston  Company. ) 

Set 

16.80 

LS 

$3298030 

Former 

B000230 

Virus  and  Rickettsial  Diseases  - 

Each 

5.85 

s 

1 

L _ 

with  Especial  Consideration  of 
their  Public  Health  Significance 
19^4-0  Edition:  A  Symposium  Held 
at  the  Harvard  School  of  Public 
Health,  June  12  -  June  17,  1939* 
(Harvard  University  Press. ) 

3299150  (Stand,  27  Diseases  of  Infancy  and  Childhood,  1940  (llth] 
July  *45)  Edition*  Holt  and  McIntosh  (D,  Appleton- 

Century  Company,) 

Each 

#7.50 

s 

-  13  -  . 
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BOOKS  MED  3 

Military  Medicine 


NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

- - —  -  — - 

UNI  T 
PRICE 

rnm*-Mu  ■■ 

REPLACED 

Zl 

IH^tt  ra  tes 
T  OF  OPNS 

STATUS 

Chemical  Warfare,  Medical  Manual 
of,  19U0  (2nd)  Edition:  The 

War  Office,  Great  Britain. 
(Chemical  Publishing  Company, 
Inc.  ) 

Each 

fi.25 

LS 

J 


-  lh  - 


t 


Ui.;0  JO 


BOOKS 

N  nir o  1  o gy  a nd  Ps y c hi a  try 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

$s35553  o 

Former 

BN05113 

Atlas  of  Electroencephalography, 
19l*l  (1st)  Edition:  F.  A.  and 

E.  L.  Gibbs,  (Addison-Wesley 
Press ,  Inc . ) 

Each 

*7.20 

M 55630 
/>Former 

B000123 

#  »  9  •  9 

Basis  of  Clinical  Neurology,  The, 
1937  (1st)  Edition:  Samuel 

Brock.  (The  Williams  &  Wilkins 
Company. ) 

Eb  ch 

3.57 

♦B355631 

Basis  of  Clinical  Neurology,  The, 
19U5  (2nd)  Edition:  Samuel 
Brock.  (The  Williams  &  Wilkins 
Company. ) 

Each 

1 

: 

3.57 

;  '55730 

Former 

B 0001 20 

Clinical  Neurology,  Textbook  of, 
19V3  (5th)  Edition:  Israel  S. 
Wechsler.  (W.  B.  Saunders 

n - 

Each 

6.68 

B355805  (Stand#  27  Defective  in  Speech,  The,  1942  (1st)  Edition* 
July  *45)  Berry  and  Eisenson#  (F.  S.  Crofts  & 
Company. ) 


B356010 

Former 

B000380 

Emotional  Hygiene,  The  Art  of 
Understating,  19^3  (3rd)  Edition 
Camilla  M.  Anderson.  (J.  B. 
Lippincott  Company. ) 

Each 

1: 

1.80 

B3 56030 

Former 

B 0003 93 

Emotions  and  Bodily  Changes,  1938 
(2nd)  Edition:  H.  Flanders 
Dunbar.  (Columbia  University 
Press . ) 

Each 

ij.55 

•  j 

» 

: 

$8356130 

' Former 
B000521 

Fundamentals  of  Psychiatry,  19U2 
(1st)  Edition:  Edward  A. 
Strecker.  (J.  B.  Lippincott 
Company. ) 

Each 

2.10 

$3356131 

Fundamentals  of  Psychiatry,  1914+ 
(2nd)  Edition:  Edward  A. 
Strecker.  (J.  B.  Lippincott 

Company. ) 

Each 

2.10 

CPU  CEMENT  RA  TES 
ZI  T  OF  OPNS  STATUS 


S 


IS 


s 


Each  $3.00  S 


LS 


LS 


S 


-  15  - 


/ 


I 

1 

CLASS  B 

BOOKS 

Neurology  And  Psychiatry 

M1 

ED  3 

ri  ;  ;k 

"  '  ~l 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

R GPL AC EM 
ZI 

SMT  RATES 
T  OF  OPNS 

S'T'i  TUS 

,/b36oo;o 

/'•Former 

BOOC522 

Introduction  to  Psychiatry,  19^3 
(1st)  Edition:  Biddle  and  van 
Sicks] .  (W.  B.  Saunders 

Company. ) 

Ea  ch 

*2.01+ 

..... 

f  a  a  *  * 

us 

13568050 

Former 

BN03850 

Military  Neuropsychiatry,  Manual 
of,  1914^  (1st)  Edition:  Solomon 
and  Yakovlev,  Editors.  (W.  B. 
Saunders  Company. ) 

Each 

5.10 

f 

s 

. 

***** 

. 

B370130 

Former 

130001453 

•  •  •  •  • 

Neurology,  19ll3  (3rd)  Edition: 

Roy  R.  Gr inker.  (Charles  C. 

Thoina  s .  ) 

Each 

* 

5.75 

•  •  •  •  • 

•  •til 

s 

|:^B370130 
:  Former 
B000127 

•  #  •  •  • 

Neuroses  in  War,  The,  19I4O  (1st) 
Edition:  Emanuel  Miller,  Editor. 

(The  Macmillan  Company.) 

Each 

1.94 

•  •  a  •  • 

•  •  a  •  • 

s 

/oB370170 

Former 

B 000370 

Neurotic  Personality  of  Our  Time, 
The,  1937  (1st)  Edition:  Karen 
Korney.  (W.  W.  Norton  & 

Company,  Inc. ) 

Each 

1.80 

s 

s 

;  #3370230 

Former 

B0G03U2 

New  Introductory  Lectures  on 
Psychoanalysis,  1933  (1st) 
Edition:  Sigmund  Freud.  Trans¬ 
lated  hy  W,  J.  H.  Snrott.  (W. 

W,  Norton  &  Company,  Inc. ) 

Each 

1.88 

13371330 

Former 

B000121 

Oii'hlirif’S  of  PevoM  e  +.r* \r .  ("llrhVi)  EnoVi 

j  U.00 

LS 

Edition:  William  A.  Whi tfl. 
(Nervous  and  Mental  Disease  Mono¬ 
graphs.  ) 

B373150 

Former 

B000520 

Practical  Clinical  Psychiatry, 

I9I4O  (5th)  Edition:  Strecker 
and  Ebaugh.  (The  Blakiston 
Company. ) 

Each 

3.16 

s 

-  16  - 


* 


CLASS  B 


BOOKS 

Neurology  And  Psychiatry 


M3D  3 


NUCDER 


NOILS 


;-b:573190  I 
Former 
BOOOllU 


;«B3  99030 

Former 

•  05^3 

N 3 99529 


133  99530 


NOMENCLATURE  AND  DESCRIPTION 


UNIT 


Psychosomatic  Medicine  -  The  Each  $5*76 

Clinical  Application  of  Psycho¬ 
pathology  to  General  Medical 
Problems,  19^3  (1st)  Edition : 

Weiss  and  English.  (W.  B. 

Saunders  Company.  ) 

Wayward  Youth,  1935  (1st  English)  Each  1.83 
Edition:  August  Aichhorn.  (The 
Viking  Press. ) 

Year  Book  of  Neurology,  Psychiatry  Bach  2.27 
and  Endocrinology,  19U3  Edition: 

Reese,  Lewis,  and  Sevringhaus , 

Editors.  (The  Year  Book  Pub¬ 
lishers,  Inc.) 

Year  Book  of  Neurology,  Psychiatry  Each  2,27 
and  Endocrinology,  19U+  Edition: 

Reese,  Lewis,  and  Sevringhaus, 

Editors.  (The  Year  Book  Pub¬ 
lishers,  Inc.) 


UNIT 

PRICE 


T 


REPLACEMENT  RATES 


ZI 


T  OF  OPNS 


STATUS 


LS 


LS 


-  17  - 


f 


# 


% 


CLASS  B  BOOKS  MED  3 

Nursing 


I 

DUMBER 

NOTES 

i 

NOMENCLATURE  AND  DESCRIPTION  j 

UNIT  | 

■■  "  ■■■■■■  — ■■■■  — r 

UNIT  | 
PRICE  i 

i 

REPLACEMENT  RATES 

ZI  IT  OF  OPNS 

? 

£.  I 

STATUS 

nil  00030 

Former 

B000379 

Art  and  Science  of  Nursing,  The,  i 
19U2  (3rd)  Edition:  Rothweiler 
and  White.  (F.  A.  Davis 

Company. ) 

1 

Each  1 

j 

$2.62 

j 

7 

Q 

foBJ  1.10030 
Former 
*  BOOG391 

Emergency  Care,  19^2  (1st) 

Edition:  Wooders  and  Curtis. 

(F.  A.  Davis  -Company.) 

Ee  ch 

2.80 

s 

'/•■'I.4}  00J|C 
Former 
j  B 000390 

Mil0050 

Former 

B 0003 98 

•  •  •  •  • 

. 

Essentials  of  Nursing,  19)42  (1st) 
Edition:  Helen  Young  and 
others.  Eleanor  Lee,  Editor. 

(G.  P.  Putnam’s  Sons.) 

Eye/  Ear,  Nose  and  Throat  Manual 
for  Nurses,  1939  (Uth )  Edition: 
Roy  H.  Parkinson.  (The  C.  V. 

Mo shy  Company. ) 

Ha  ch 

Each 

2.80 

2.02 

•  •  •  •  • 

•  •  a  •  • 

LS 

LS 

*lUj  10051 

Ey^  Far  f  Nose  and  Throat  Manual 

Each 

2.02 

S 

for  Nurses,  19)4)1  (5th)  Edition: 
Roy  H.  Parkinson.  (The  C.  V. 

Mo shy  Company. ) 

AC30 

Introduction  to  the  Principle's 
of  Nursing  Care,  1939  (2nd) 
Edition:"  Martha  R.  Smith, 

Editor.  (J.  B.  Lipplncott 
Company. ) 

Ea  ch 

2./0 

LS 

Forme** 

B 000383 

Pl|25l30 

Former 

B000387 

Lippincott’s  Quick  Reference  Book 
for  Nurses,  19U3  (5th)  Edition: 
Helen  Young,  Editor.  (J.  B. 
Lippincott  Company. ) 

c 

£ 

2.25 

LS 

M&ocio 

Former 

B000309 

Materia  Medics,  Pharmacology  and 
Therapeutics,  Textbook  of,  19^2 
(2nd)  Edition:  Wright  and  Monts g 
(W.  B.  Saunders  Company. ) 

Hr,  ch 

3.00 

LS 

i 

! 

-  16  - 


CLASS  B 


BOOKS 

Nursing 


MED  3 


7 . . . 

UNIT 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE 

NUMBER 


REPLACEMENT  RATES 

zi  It  of  opns 


STATUS 


0030 
Foi’mer 
B 0003 92 


•  •  •  •  • 


Materia  Medica ,  Pharma cology,  and 
Therapeutics,  Textbook  of,  1937 
(7th)  Edition:  Aaron  S.  Blum- 
garten.  (The  Macmillan  Company, 


Each 


) 


|  $2.60 


•  •  •  t  • 


•  ♦  •  •  • 


S 


^3435030 

Former 

B000391; 

Bli36COO 

Former 

BOOOpSli 


PJ 136030 
Former 

1.000339 


7oRi.il  1 0070 

Former 

B000187 


B/4J43OIO 

Former 

B000386 

BIU4.3011 

Former 

B000386 


Neurologic  Nursing,  I9J4O  (1st) 
Edition:  Gotten  and  Wilson, 
(F.  A.  Davis  Company, ) 


; 

Each 


Nurses'  Handbook  of  Obstetrics, 
19U0  (6th)  Edition:  Louise 
Zabriskie.  (J,  B,  lippincott 
Company. ) 


Each 


Nursing  Care  of  Communicable 
Diseases,  191+2  (6th)  Edition: 
Mary  3,  Pillsbury.  (j,  B, 
Lippincott  Company. ) 


Each 

I 

| 


Operating  Room  Technique,  191+3 
(1st)  Edition:  Sdythe  L. 
Alexander.  (The  C.  V.  Mosby 
Company.  ) 

Physiology  and  Anatomy,  1936 
(3rd)  Edition:  Esther  M. 
Greisheimer.  (J.  B.  Lippin¬ 
cott  Company. ) 

Physiology  and  Anatomy,  19^4-0 
(1+th)  Edition:  Esther  M. 
Greisheimer.  (J.  B.  Lippin¬ 
cott  Company. ) 


j  Each 


Each 


Each 


eUi3C'30 

Former 

B00C396 


Principles  ^nd  Practice  of 
Nursing,  Textbook  of  the,  1939 
(1+th)  Edition:  Harmer  *nd 
Henderson.  (The  Macmillan 
Company. ) 


Each 


ij/jieS'o 


V&r*  r0»aJt  y  if  ** 

's*'  •  J 


2.25 

2.I+0 

2.22 

2.62 

3.30 

3.50 

2.25 

a.  3^ 


s 


LS 


S 


s 


LS 


LS 


S 


~S 


1 


CLASS  E  BOOKS  MED  3 

Nursing 


NUMB SR 

— 

NOT  58 

NOMENCLATURE  AND  DESCRIPTION 

j 

UNIT 

UNI  T 
PRICE  I 

.  -  ’ 

R  EPL'A  CEI 
ZI 

1ENT  RATES 

T  OF  OPNS 

STATUS 

B14430UO 
Former 
B0003 82 

Principles  of  Ethics,  19li3  (Uth) 
Edition:  Thomas  V.  Moore. 

(J.  E.  Lippincott  Company. ) 

Ea  ch 

VK 

. 

O 

0 

1 

L  __  *-•_  ..  _ 

050 

Former 

B000397 

Principles  of  Psychiatric 

Nursing,  19W+  (2nd)  Edition: 
Madelene  iS.  Ingram.  (W.  E. 
Saunders  Company. ) 

Each 

1.96 

. 

s 

Bi+55330 

Former 

E 0003 85 

Surgical  Nursing,  I9I4O  (6th) 
Edition:  Eliason,  Ferguson, 

and  Farrand.  (j.  E.  Lippincott 
Company. ) 

Each 

2.28 

s 

i  ■ 

1 

-  20  - 


f 


JSIASS  B 

1 

BOOKS 

Pharmacology,  Pharmacy  And 
Theraoeuti.es 

* 

MED  3 

I  numb  er’ 

NOTES 

!  i 

•  ! 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 
ZI  |T  OF  OPNS 

1 

! 

j  STATU 

IBl+60030 

Former 
| B000050 

l 

Dispensatory  of  the  United  States 
of  America,  The,  191+3  (23rd) 
Edition:  Wood,  Osol  and  others. 

(J.  B.  Lippincott  Company.) 

1 

Each 

{13.50 

LS 

•  •  •  •  • 

I  . 

Bi|70070 

Former 

B  000161+ 

Merck  Index,  The,  19U0  (5th) 
Edition:  Merck  and  Company, 

Inc.  (Merck  ana  Company,  Inc. ) 

Each 

2.1+1+ 

|  S 

..... 

■ 

s 

PU70210 

■Former 

B000169 

National  Formulary,  The,  19^2 
(7th)  Edition:  Committee  on 
National  Formulary.  (American 
Pharmaceutical  Associa tion.  ) 

Each 

6.00 

©1+70230 

New  and  Nonof facial  Remedies, 

Each 

1.50 

LS 

1914}  Edition:  Council  on 

Pharmacy  and  Chemistry,  Ameri¬ 
can  Medical  Association. 

(American  Medical  Association.  ) 

'BU70231 

New  and  Nonofficial  Remedies', 

Each 

1.50 

S 

• 

191+5  Edition:  Council  on 

Pharmacy  and  Chemistry,  Ameri¬ 
can  Medical  Association. 

(American  Medical  Association.) 

tel.  175130 
Former 

B 000252 

Pharmacological  Basis  of  Thera¬ 
peutics,  The,  1 91-J-l  (1st)  Edition: 
Goodman  and  Gilman.  (The  Mac¬ 
millan  Comoany. ) 

Es  ch 

9.13 

s 

■ 

SBU75150 

Former 

B000162 

Pha rme coooe ia  of  the  United 

Each 

7.50 

i 

s 

States  of  America,  19U2  (12th) 
Edition:  United  States  Pharma¬ 
copoeia!  Convention.  (United 
States  Pharma coooeia 1  Conven¬ 
tion.  ) 

Practice  of  Pharmacy,  1936  (8th) 
Edition:  Joseph  P.  Remington. 

Cook  and  La Wall,  Editors.  (J. 

B.  Lippincott  Company. ) 

LS 

?-Bi*77030 

Former 

B000160 

Each 

9.00 

-  21 


fuss  B 

BOOKS 

Pharmacology,  Pharmacy  And 

Thera  peutics 

MED  3 

!j  '! 

| 

I 

UNIT 

REPLACEMENT  RATES 

■number  j 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

. . 

UNIT 

PRICE 

ZI 

T  OF  0?NS 

STATUS 

IE]  [8  0270 

IFormer 

B 000166 

Sulfanilamide  and  Related  Com¬ 
pounds  in  General  Practice,  194? 
(2nd)  Edition:  Wesley  W.  . Spink. 
(The  Year  Book  Publishers,  Inc.) 

Each 

$2.25 

•  #  •  •  • 

•  III* 

S 

BU85150 

Former 

B 000250 

Treatment  in  General  Practice, 

1 962  (6 1  h )  Ed  i  t  i  on :  Ha  r  r  y 
Beckman.  (W.  B.  Saunders 
Company. ) 

Each 

8.95 

t  •  •  •  • 

•  *  •  •  • 

S 

N+95530 

Former 

B000161 

Useful  Drugs,  1962  (l3th) 

Edition:  Council  on  Pharmacy 
and  Chemistry,  American  Medical 
Association.  (American  Medical 
Association. ) 

Each 

•75 

•  •  •  •  • 

•  •  •  •  • 

LS 

'8.6'  -5531 

•  •  •  t  • 

Useful  Drugs,  1914*  (l6th) 

Edition:  Council  on  Pharmacy 
and  Chemistry,  American  Medical 
Association.  (American  Medical 
Association.  ) 

Each 

.75 

•  •  •  •  • 

•  #  •  •  • 

S 

0B4  96030 

Former 

BQ00160 

Vitamin  Therapy  in  General 
Practice,  1962  (2nd)  Edition: 
Gordon  and  Sevringhaus.  (The 
Year  Book  Publishers,  Inc.) 

, 

Be  ch 

2.08 

i 

a  •  •  •  • 

•  •  •  t  • 

S 

-  22  - 


C  ( 


1 


CLASS  B 


BOOKS 

Physical  Therapy 


MED  3 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACE? 

ZI 

CENT  RATES 
T  OF  OPNS 

STATUS 

#B5 10030 

/^Former 

B000203 

•  •  •  •  • 

Electrotherapy  and  Light  Therapy, 
I9I42  (Uth)  Edition:  Richard 
Kovacs.  (Lea  &  Febiger.  ) 

Fa  ch 

16.75 

•  •  •  •  • 

•  •  •  •  • 

LS 

^B530030 

Former 

B000113 

•  •  •  •  • 

Physical  Medicine  -  The  Employment 
of  Physical  Agents  for  Diagnosis 
and  Therapy,  I9I4I  (1st)  Edition: 
Frank  H,  Krusen.  (W.  B.  Saunders 
Company. ) 

Each 

l 

7.05 

•  *  •  •  • 

1 

f 

•  t  t  t  # 

S 

-  23  - 


t 


CLASS  B 


BOOKS 

Preventive  Medicine  And 
Sanitation 


M 


m  3 


NUMBER 


NOTES  |  NOMENCLATURE  AND  DESCRIPTION 


.UNIT 


UNIT 

PRICE 


i REPLACEMENT  RATES 
ZI  T  OF  OFF S 


#B555630 


/oFormer 


B000511 


*B55563l 


..... 


^B556l30 

Former 

BOOO23I4 


B553550 

Former 

BN02936 


^B560030 

Former 

B000581 


Control  of  Communicable  Diseases,  :Each 
The,  19h3,  (5th)  Edition:  Sub¬ 
committee  on  Communicable  Disease 
Control  of  the  Committee  on 
Research  and  Standards,  The 
American  Public  Health  Associa¬ 
tion.  (The  American  Public 
Health  Association. ) 


$0.10 


Control  of  Communicable  Diseases,  Each 
The,  191+5  (6th)  Edition:  Sub¬ 
committee  on  Communicable  Disease 
Control  of  the  Committee  on 
Research  and  Standards,  The 


.10 


American  Public  Health  Associa¬ 
tion.  (The  American  Public 
Health  Association.  ) 


.1 


Epidemiology  of  Rheumatic  Fever 
and  Some  of  Its  Public  Health 
Aspects,  The,  191+3  (2nd)  Edition: 
John  ft.  Paul  and  others. 

(American  Heart  Association, 

Inc .  ) 


Each 


Global  Epidemiology  -  A  Georgraohy 
of  Disease  and  Sanitation,  Volume 
I,  191+1+-  (1st)  Edition:  S  immons , 
Whayne ,  Anderson,  and  IIo rack. 

( J.  B.  Lippincott  Company. ) 


Industrial  Hygiene  and  Medical 
Service  in  War  Industries, 
Official  Manual  of,  191+3  (1st) 
Edition:  Division  of  Industrial 
Hygiene,  National  Institute  of 
Health,  U.  S.  Public  Health 
Service.  (W.  B.  Saunders 
Company. ) 


•  •  •  •  • 


STATUS 


LS 


Each 


6.30 


Each 


-  21+  - 


1 

CLASS  B 

*  BOOKS 

Preventive  Medicine  And 

Sanitation 

•  % 

MED  3 

NUMBER  1 

NOTES 

-j 

NOMENCLATURE  AND  DESCRIPTION 

* 

UNIT  j 

UNIT 

PRICE 

- - - 

REPLACEMENT  RATES 

ZI  !T  OF  OPNS 

’ 

STATUS 

^3563010 

Former 

E000027 

Keys  to  the  Anopheline  Mosquitoes 
of  the  World,  19^4-3  (1st)  Edition: 
Russell,  Rozeboom,  end  Stone. 

(The  American  Entomological 
Society. ) 

j 

Each 

; 

' 

$o.)4o  | 

I 

s 

i 

j 

1 

. 

B570030 

Former 

B000028 

Medical  Entomology,  1939  (3rd) 
Edition:  William  B.  Herms. 

(The  Macmillan  Company. ) 

Ea  ch 

i 

! 

u.  51 

S 

57 01 50 

Former 

B0002ij.0 

***** 

Military  Preventive  Medicine, 

1938  (3rd)  Edition:  George  C. 
Dunham.  (The  Military  Service 
Publishing  Company. ) 

Each 

2.83 

1 

S 

^5571070 

Former 

B 000730 

Mosquito  Atlas,  Part  I,  19U3 
(1st)  Edition:  Ross  and  Roberts. 
(The  American  Entomological 
Society. ) 

Each 

.20 

i 

s 

%B 57 1090 

Former 

B000731 

Mosquito  Atlas,  Part  II,  19U3 
(1st)  Edition:  Ross  and  Roberts. 
(The  American  Entomological 
Society. ) 

Ea  ch 

.25 

S 

LS 

,f'B571290 

^Former 

30002^7 

Mosquito  Control,  19U0  (st) 
Edition:  Iierms  and  Gray.  (The 

Commonwea  1  th  Fund .  ) 

Ee  ch 

2.33 

- 

[ 

^3575130 

Former 

B0002li2 

•  •  •  •  0 

Preventive  Medicine  and  Hygiene, 

1935  (6th)  Edition:  Milton  J. 
Rosenau.  (D.  Appleton- Century 
Company. ) 

Er  ch 

1 10.00 

•  •  •  ♦  • 

•  •  •  •  • 

S 

B580030 

Former 

B0003ll| 

Sewerage  and  Sewage  Treatment, 

I9I42  (2nd)  Edition:  William  A. 
Hardenbergh.  (interna tional 

Textbook  Company. ) 

Ea  ch 

3.20 

; 

ii 

i 

s  • 

’ 

-  25  - 


5  ^ 


CLASS  B  •  BOOKS  MED  3 

Preventive  Medicine  And 
Sanitation 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

i 

■REPLACEMENT  RATES | 
ZI  jT  OF  OPUS1 

STATUS 

$5580050 

Former 

B 0002 10 

Standard  Methods  for  the  Examine- 

Ea  oh 

$2.50 

S 

tion  of  Water  and  Sewage,  1936 
(8th)  Edition:  American  Public 
Health  Association  and  American 
Water  Works  Association.  (Ameri¬ 
can  Public  Health  Association.  ) 

Water  Supply  Engineering,  1939 
(3rd)  Edition:  Babbitt  »nd 
Doland.  (McGraw-Hill  Book 
Company,  Inc. ) 

Ea  ch 

LS 

i 

ifB595030 

Former 

B 0002 19 

U.85 

-  26  - 


( 


( 


V 


BOOKS 

Radiology 


MED  3 


j  UNIT  ’REPLA  CEMENT  RATES 
UNIT  ;  PRICE  ;  ZI  I  T  OF  OPNSj;  STATUS 


Roentgenological  Technique , 
Manual  of,  19U2  (9th)  Edition: 
L,  R.  Santo.  (L.  R.  Santo.,  ) 


Roentgenological  Technique, 
Manual  of,  19h3  (10th)  Edition: 
L.  R.  Santa.  (L.  R.  Santo.  ) 


:h  ch 


Each 


01.S9 


LS 


U.89 


LS' 


-  2?  - 


( 


t 


CLASS  B 


BOOKS 

Re condi ti on in r 


MED  3 


i  ■  1 

UNIT  ! 

REPLACEMENT  RATES 

NUMBER 

NOTES! 

1 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

PRICE  ; 

ZI 

T  OF  OPNS 

*b655?20 

And  Nnw  to  Li  vs  Agai  rj  1Q/|J|  ("Jst) 

Each 

$1 .22 

Edition:  Betsey  Be r ton.  (D, 

Appleton-Century  Co.) 

B655750 

Art  Metal  Work,  "jOj|P  ("1st )  Editing 

1:  Each 

2.75 

Emil  F,  Kronquist.  (McGraw-Hill 

Book  Company,  Inc.) 

$655900 

Basic  Woodworking  Processes  1  Q) j B 

Each 

1.80 

(8th)  Edition:  Herman  Hjorth. 

(The  Bruce  Publishing  Company.) 

B655990 

Br??  i  di  r p1  and  Knotting  Bor 

Ep  ch 

1.00 

Amateurs,  lcjh3  (1st)  Edition: 

Constantine  A.  Belash.  (Fellow- 

crafters,  Inc.) 

B656550 

Ca  r  d  Weavi n  g  1 P37  (1st)  Ed i ti op : 

Each 

1.00 

Former 

Mary  M.  Atwater.  (Lily  Mills 

BOOOUOU 

Company. ) 

STATUS 


656660  (Stand,  30  Colour  Woodcuts,  1938  (1st)  Edition* 
June  *45)  John  Platt,  (Pitman  Publishing  Cor¬ 
poration,  ) 


Each 


$1.40 


$3656670 

Former 

B 000580 


B657250 


B66iii50 


$3666030 

Former 

B000U12 


Corrective  Physical  Education  for 

Each 

2.80 

•  •000 

Groups,  1928  (1st)  Edition: 
Lowman,  Colsstock,  and  Cooper. 

(A.  S.  Bernes  and  Company.) 

Designs  and  Patterns,  Orange  Book 

Each 

1.50 

of*,  1935  Edition:  Charles  3, 
White,  Jr.  (Fellowcraf ters , 

Inc.  ) 

Elementary  Photography,  19^0  (1st] 

Each 

3.00 

Ei'dition:  Guilford  A.  Quarles. 
McGraw-Hill  Book  Company,  Inc. ) 

Exploring  the  Graphic  Arts,  191+2 

Each 

2.25 

Ft? 

(1st)  Edition:  Marinsccio  and 
Osborn.  (international  Textbook 
Company. ) 

(1*9  C 

a  1  .  -  28  -  ' 

J.  0  0 

CLASS  B 


BOOKS 


MED  3 


R  s  c  on  d  i  t  i  on  i  ng 


number 

NOTES 

\ 

NOMENCLATURE  AMD  DESCRIPTION  j  UNI T  j 

i 

UNIT  h 
PRICE  j 

\ 

REPLACEMENT  RATES  j 

ZI  |T  OF  OPNSI  STATUS 

J_ L 

B669030 

Former 

0  • e  •  • 

■1 

Foot  Power  Loom  Weaving,  192U 
(3rd  )  Edit! on :  Ed we r  d  F „  Wo  r  s  1 0 

Each  j 

$6.00  j 

•  ! 

•  0  •  «  •  ; 

•  *  •  •  . 

s 

B000li05 

(The  Bruce  Publishing  Company. ) 

1 

B675150 

a  «  0  0  0 

General  Bookbinding,  1941  (1st)  j 
Edition:  Chris  Harold  Gronema.no! 
( Me Knight  &  Me Knights ) 

! 

Each  | 

1 

.75  j 

I 

1 

0  9  9  0  0 

| 

s 

B675200 

General  Leathercr&f t,  19U0  (1st) 
Editions  Raymond  Cherry* 
(McKnight  &  Me Knight). 

Each 

1 

t 

.75  j 

*  •  •  *  • 

s 

2675^50 

O  O  0  0  0 

General  Mechanical  Drawing,  1935 
Edition:  McGee  and  Sturtevant® 
(The  Bruce  Publishing  Company*) 

Each 

l.iiB 

•  •  0  «  « 

j 

9  9  0  0  0 

s 

B675300 

..... 

General  Plastics,  19U1  (1st) 
Edition;  Raymond  Cherry. 

( Me Knight  &  McKnighto ) 

Ea  eh 

.90 

•  0  c  *  O 

«  0  »  0  . 

s 

B675550 

OOOOO 

General  Printing,  19I+I  (1st) 
Edition:  Cl® e ton  and  Pitkin 0 
(McKnight  &  McKnight. ) 

Sa  ch 

1 .20 

I 

0  a  0  0  0 

«  e  0  ®  0 

s 

B675550 

OOOOO 

Gimp  Braiding  Projects,  1935 
(1st)  Edition:  Charles  E. 

White,  Jr.  (Fel lowers  fters  , 

Inc.  ) 

En  ch 

J4O 

•  9  a  a  0 

i 

. 

9  9  9  0  0 

n 

O 

1  B676OIO 

OOOOO 

! 

Handicraft,  Simplified  Procedures |  Each 
and  Processes,  19^2  (8th)  Edi¬ 
tion:  Lester  Griswold.  (Lester! 

»  Griswold. ) 

! 

2.77 

J 

■  9  0  9  0  0 

| 

9  9  9  9  0 

\ 

j 

f 

i 

i  s 

^2676050 

OOOOO 

; How  to  Make  Good  Pictures,  19U3 
(28th)  Edition:  Eastman  Kodak 
Company.  (Eastman  Kodak 

Company. ) 

i  Ea  c  h 

1 

| 

j 

1  .26 
i 

i 

[  0  0  »  »  e 

t 

>  •  ••00 

1 

i 

S 

s 

&  ( 

1  2<~4- 

JL.43 

£ 
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CLASS  B 


BOOKS 

Reconditioning; 


MED  3 


HUMBER  J NOTES?  NOMENCLATURE  AND  DESCRIPTION 


UNIT 


UNIT 

PRICE 


REPLACEMENT  RATES) 

ZI  T  OF  OPNSi  STATUS 


B676850 


B676950 


B678550 


B689410 


M85U30 


°/oB683530 


Lettering  end  Poster  Design  for  Each 
Pen  and  Brush  (Speedball  Text 
|  Book),  19Ul  (li|th)  Edition: 
i  Ross  F.  George.  (C.  Howard  Hunt 
\  Pen  Company.  ) 

| 

Linoleum  Block  Printing,  1936  (1st)  Each 
Edition:  Charlotte  D.  Bone.  , 
(Fsllowcrafters ,  Inc.) 

New  Clays  for  Old  Uses,  19^2  (1st)  Each 
Edition:  Emily  Wainwright  Browne. 

(Fellov/craf  ters ,  Inc.) 

Potter’s  Primer,  19^!  (3rd)  P> ch 

Edition:  Jane  Snead.  (Jane 

Snead.  ) 

Pottery  from  the  Ground  Up,  19Ul  [Each 
(1st)  Edition:  York  Honore, 

(The  Viking  Press.) 

Practice  of  Printing,  The,  1937  Each 


■to.  50 


1.00 


.15 


1.E0 


.58 


1.80 


B680080  (Stand.  13  Occupational  Therapy  in  the 

July  *45)  Treatment  of  the  Tuberculosis 
Patient,  1944  (1st)  Edition: 
Hudson  and  Fish.  (National 
Tuberculosis  Association.) 


9689260 


(Stand.  13  Small  Jewellery,  1931  (1st)  Edition: 
July  f45)  F.  R.  Smith.  (Pitman  Publishing 
Corporation. ) 


B695450  (Stand.  2  Veteran  Comes  Back,  The,  1944  (1st) 
July  ’45)  Edition:  William  Waller.  (The 
Dryden  Press,  Inc.) 


B67867Q  (Stand.  Normal  Lives  for  the  Disabled,  1944 
30  June  (1st)  Edition:  Yost  and  Gilbreth. 
*45)  (The  Macmillan  Company.) 


B685500  (£tand.  .  Practical  Occupational  Therapy,  1944 
13  July  (1st)  Edition:  Louis  J.  Haas.  (The 
’45)  Bruce  Publishing  Company.) 


Each  $3.00  S 


Each  $1.00  S 


Each  $2.75  S 


Each  $1.55  S 


Each  $6.00  S 


e 


c 


COOKS 

Surgery 


MED  3 


NOT ;  NOMENCLATURE  AND  DESCRIPTION 


UNIT 


UNIT 

PRICE 


^REPLACEMENT  RA 'T’SSj 
i  ZI  ' T  OF  OPNS  STATUS 


Anesthesia 


Clinical  Anesthesia,  19l|2  (1st) 
Edition:  John  S.  Lundy.  (F. 
E.  Saunders  Company. ) 


Each 


Fundamentals  of  Anesthesia  -  An 
Outline,  19i-|2  (1st)  Edition: 
Subcommittee  on  Anesthesia  of 
Division  of  Medics],  Sciences. 
National  Research  Council. 
(American  Medical  Association.) 


Each 


Fundamentals  of  Anesthesia  -  An 
Outline,  19)4]  (2nd)  Edition: 
Subcommittee  on  Anesthesia  of 
Div'^ion  of  Medical  Sciences, 
National  Research  Council. 
(American  Medical  Association.) 


Each 


General  Surgery 


^Blood  Bank  andthe  Technique  and  Each 
Therapeutics  of  Transfusions, 

The,  19U2  (1st)  Edition:  Kilduffe 
and  DeBakey,  (The  C.  V.  Mosby 
Company. ) 


s Burns,  Shock,  Found 
l  Vascular  Injuries, 

Edition:  Military 

[Manuals,  Volume  V. 

Surgery,  National  Research 
S  Council.  (W.  B.  Saunders  Com- 
I  P«ny.  ) 


Healing,  and 
1*3  (1st) 
Surgical 
Committee  on 


Cocoanut  Grove  Burns  at  the 
Massachusetts  General  Ilosoital, 
Management  of  the,  19ll3  (1st) 
Edition:  Oliver  Cope,  Editor, 
(j.  B.  I.ippincott  Company.  ) 


Each 


Each 


17.99 


2.50 


2.50 


6.36 


I.8I4- 
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BOOK'S  MED  3 

Surgery 


; 

[NOTES ! 

NOMENCLATURE  AND  DESCRIPTION 

i 

\ 

UNIT 

UNIT 

PRICE 

! 

REPLACEMENT  RATES 
ZI  j T  OF  0PNS 

!  ! 

STATUS 

General  Surgery 

i 

i 

Experimental  Surgery,  Textbook 
of,  1937  (1st)  Edition:  J. 

Markowitz.  (The  Williams  & 
Wilkins  Company. ) 

Each 

S 

.  •  •  •  ■ 

Field  Surgery  in  Total  War,  I9I4I 
(1st)  Edition:  Douglas  W. 

Jolly.  (Paul  B.  Hoeber,  Inc.) 

Each 

2.1+5 

S 

Infections  of  the  Hand,  1939 
(7th)  Edition:  Allen  B. 

Kanavel.  (Lea  &  Febiger.  ) 

Each 

5.10 

S 

..... 

Modern  Surgical  Technic,  1938 
(lst)  Edition:  Max  Thorek. 

(J.  B.  Lippincott  Company.) 

Each 

10.00 

S 

Principles  and  Practice  of  War 
Surgery,  1943  (1st)  Edition: 

Jose  Trueta.  (The  C.  V.  Mosby 
Company. ) 

Each 

2.25 

s 

LS 

Principles  of  Surgical  Care; 

Shock  and  Other  Problems,  1940 
(1st)  Edition:  Alfred  Blalock. 
(The  C.  V.  Mosby  Company.) 

Each 

14.50 

Surgery,  Textbook  of,  1942  (3rd) 
Edition:  Frederick  Christopher, 
Editor.  (W.  B.  Saunders 

Company. ) 

Each 

9.00  , 

S 

Surgery  of  the  Hand,  1944  (lst) 
Edition:  Sterling  Bunnell. 

(J.  B.  Lippincott  Company. ) 

Each 

10.00 

s 

/ 

LS 

Surgery  of  Modern  Warfare,  2 
Volumes,  1942  (2nd)  Edition: 
Hamilton  Bailey,  Editor.  (The 
Williams  &  Wilkins  Company. ) 

Set 

1 

20.00 
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CLASS  B 


BOORS 

Surgery 


MED  3 


NUMBER 

notes; 

1  ■ 

NOMENCLATURE  AND  DESCRIPTION 

• 

UNIT 

UNIT 
PRICE  l 

REPLACEMENT  RATES 
ZI  'T  OF  OPNS 

i 

sta  tus 

#B718U50 

^Former 

B000012 

General  Surgery 

Su’^icsl  Anatomy,  Manual  of, 

1918  (1st)  Edition:  Surgeon 
General’s  Office,  U.  S.  Army. 
(Surgeon  General's  Office, 

Ee  ch 

»  e  *  t  » 

LS 

B721850  (Stand.  27  Gynecology,  1943  (1st)  Editions  Lawrence  R« 
July  *45)  Wharton.  (W.  B.  Saunders  Company.) 

Each  $8.00 

s 

%B7J3130 

Former 

B000185 

- — _ 

. 

L _ 

Neurosurgery  and  Thoracic 

Surgery,  19^3  (1st)  Edition: 
Military  Surgical  Manuals, 

Volume  VI.  Subcommittees  on 
Neurosurgery  and  Thoracic 

Surgery  of  the  Committee  on 
Surgery,  National  Research 
Council.  (W.  B.  Saunders 
Company. ) 

Each 

LT\ 

CM 

• 

OJ 

!  ~  _  ..4 

. 

s 

B73550Q  (Stand.  27  Peripheral  Nerve  Injuries,  1945  (1st)  Each  #3*42  S 

July  *45)  Editions  Haymaker  and  Woodhall.  (W.  B. 

Saunders  Company.) 


B737150  (Stand.  27  Obstetrics,  1945  (9th)  Editions  H.  J. 

July  *45)  Stander.  (D.  Appleton -Century  Company.) 


Each  #8.00  S 


$B7l40550 

Former 

B000C80 


%B7hb330 


Wilkins  Company,  ) 


Diseases  of  the  Nose,  Throat  and  j Each 
Ear,  19^3  (8th)  Edition: 

William  L.  and  Howard  C.  Ballan¬ 
ger.  (Lea  &  Febiger.) 


Industrial  Ophthalmology,  19^4+ 
(1st)  Edition:  Hedwrig  S.  Kuhn. 
(The  C.  V.  Mosby  Company.  ) 


Ea  ch 


T - T 

i  8.1*0 


5.85 


I 


T 


!  b 


r 


* 


CLASS  B 


BOOKS 

Surgery 


MED  3 


♦B744470 


p7lti+530 
!  Former 
!  B 000181 


Ophthalmology  and  Otolaryngology 


Neuro-Ophthalmology,  1945  (1st) 
Edition:  Donald  J.  Lyle. 

(Charles  C.  Thomas.) 


Each  |  $10. 50 


JSB7U503Q 

Former 

B00017U 


B7U5530 

^Former 

B000192 


B716630 

Former 

B000190 


I5B7U5650 


63746330 

Former 

B000195 


Ophthalmology  and  Otolaryngology,  Each  2.89 
1 942  (1st)  Ed  i  ti  on  :  Mi  1  i  ta  r  y 
Surgical  Manuals,  Volume  II. 

Subcommittees  on  Ophthalmology 
and  Otolaryngology  of  the  Com¬ 
mittee  on  Surgery,  National 
Research  Council.  (W.  B. 

:  Saunders  Company. ) 

! 

Orthopedic 

Amputations,  1942  (lst)  Edition:  [Each  j  3»00 
Norman  T.  Kirk.  (W.  F.  Prior 
Company,  Inc. ) 

Foot  and  Ankle,  The  -  Their  [Each  6.30 

Injuries,  Diseases,  Deformities 
and  Disabilities,  194-1  (2nd) 

Edition:  Philip  Lewin.  (Lea 

&  Febiger.  ) 

Fractures,  Dislocations  and  [Each  11.25 

I  Sprains,  The  Management  of,  1942 
(3rd)  Edition:  Key  and  Conwell. 

(The  C»  V.  Mosby  Company.) 

Functional  Disorders  of  the  Foot,  Each  j  4. 50 
1944  (2nd)  Edition:  Dickson  and 
Diveley.  (J.  B.  Lipoincott 
Company.  ) 

Lectures  on  Peace  and  War  Ortho-  Each  3*00 
paedic  Surgery,  1943  (1st) 

Edition:  The  American  Academy 

of  Orthopaedic  Surgeons.  ; 


:  s 


i 
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CLASS  B 

BOOKS 

Surgery 

V 

V 

rSD  3 

NUMBER 

NOTES 

NOllSf  CLA TORE  AND  DESCRIPTION  UNIT 

UNIT 

PRICE 

! 

REPLACEMENT  RATES  | 

ZI  ‘T  OF  OPNSj STATUS 

I 

Or thopsdic 

.f- 

*B7i46350 

Lectures  on  Records tructi or* 

Each 

16.00 

i 

s 

1 

i 

Surgery  of  the  Extremities, 

I9I4I4  (1st)  Edition:  The  Ameri¬ 
can  Academy  of  Orthopaedic 
Surgeons.  James  E.  M.  Thomson, 
ditor.  (J.  W.  Edwards. ) 

t  f  f  #  t 

5&S7V/330 

Former 

B000183 

Orthopedic  Subjects,  19I4.2  (1st) 
Edition:  Military  Surgical 
Manuals,  Volume  IV,  Subcom¬ 
mittee  on  Orthopedic  Surgery  of 
the  Committee  on  Surgery, 

National  Research  Council. 

(W.  B.  Saunders  Company.  ) 

E«ch 

2.19 

•  •  •  •  • 

..... 

s 

67)4.7^50 

Former 

B000191 

Orthopaedic  Surgery,  Handbook 
of,  19^0  (2nd)  Edition: 

Alfred  R.  Stands.  (The  C.  V. 
Mosby  Company. ) 

Ee  ch 

3.82 

•  •  •  •  • 

..... 

. 

s 

B7U7570 

Former 

BOOOI9I4 

Outline  of  the  Treatment  of 

Each 

.25 

s 

Fractures,  An,  19I4O  (3rd) 

Edition:  Committee  on  Frac¬ 

tures  and  Other  Traumas, 

American  College  of  Surgeons. 
(American  College  of  Surgeons.) 

•  -  .  • 

B7U7820 

. 

Plaster  of  Paris  Te.chnic,  191-lU 
(1st)  Edition:  Edwin  0. 

Geckeler.  (The  Williams  & 
Wilkins  Company. ) 

Each 

3.00 

s 

Plastic  and  Maxillofacial  Surgery 

B748140  (Stand,  27  Shoulder  Lesions,  1945  (1st)  Edition*  H.  F, 
July  *45)  Moseley.  (Charles  C.  Thomas.) 

Each  $3.60 

s 

BUUUloU 

Ust ;  Edition:  Military  Surgical! 
Manuals,  Volume  I.  Subcommittee, 
on  Plastic  and  Maxillofacial 

Surgery,  National  Research  Coun-  j 
cil.  (W.  E.  Saunders  Company. )  J 

i 

t 
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/ 


CLASS  B 


BOOKS  MED  3 

Surgery 


NUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

— 

UNIT  j 

UNIT 

PRICE 

REPLACEMENT  RATES 
ZI  jT  OF  OPNS 

STATUS 

Plastic  and  Maxillo  facial  Surger; 

r 

#B750670 

Former 

BOOOOI4O 

•  •  •  •  • 

Surgical  Diseases  of  the  Mouth 
and  Jaws,  1938  (1st)  Edition: 

Earl  C.  Padgett.  (W.  B. 

Saunders  Company. ) 

Sr.  ch 

$7.05 

• . .  •  • 

. 

! 

i 

S 

Urology 

/oB755030 

Former 

BG00182 

•  •  •  •  • 

Abdominal  and  Genito-Urinary 
Injuries,  19^2  (1st)  Edition: 

Mi 1 i ta r y  Sur  g  i  ca  1  Ma nua 1 s  , 

Volume  III.  Committee  on 
Surgery,  National  Research 
Council.  (W.  B.  Saunders 

Company. ) 

Each 

2.19 

•  •  •  #  • 

•  •  •  •  • 

s 

/oB755J30 

Former 

B000290 

Gonorrhea  in  the  Male  and 

Sr  ch 

5.1+0 

s 

Female,  1939  (3rd)  Edition: 

Percy  S,  Pelouze.  (W.  B. 

Saunders  Company. ) 

B755530 

Former 

B000100 

Urology,  1938  (l+th)  Edition: 
Eisendrath  and  Rolnick.  (J.  B. 
Lippincott  Company. ) 

Sa  c  h 

7.00 

s 

. 

r 


EOOKS  ' 
Veterinary 


NOTES 


NOMENCLATURE  AND  DESCRIPTION  {UNIT 


UNIT  I 
PRICE  | 


Anatomy  of  Domestic  Animals,  1933 
(3rd)  Edition:  Septimus  Sisson. 
Revised  by  James  D.  Grossman. 

(W.  B.  Saunders  Company. ) 

Animal  Pathology,  19I4I4  (3rd) 
Edition:  Russell  A.  Runnel Is. 

(The  Collegiate  Press,  Inc.) 


Each 


Each 


Animal  Sanitation  and  Disease 
Control,  19^2  (1st)  Edition: 
Ralph  R.  Dykstra.  (The  Inter¬ 
state  Printers  and  Publishers. ) 

jBeef,  Lamb  and  Veal  Operations, 

I  19U0  (3rd)  Edition:  The  Com 
mittee  on  Record in gof  the 
Institute  Plan  Commission, 
Institute  of  American  Meat 
Packers.  (The  Institute  of 
Meat  Packing,  University  of 
Chicago.  ) 

Beef,  Lamb  and  Veal  Ooerations, 
19b5  (Uth)  Edition:  The  Com¬ 
mittee  on  Recording  of  the 
Institute  Plan  Commission, 
American  Meat  Institute.  (The 
Institute  of  Meat  Packing, 
University  of  Chicago. ) 

[Butter  Industry,  The,  19I4O  (3rd) 
|  Edition:  Otto  F.  Hunziker. 
j  (Otto  F.  Hunziker. ) 


Each 


Each 


Each 


lEach 


: $10.70  , 

i 

! 

1  i 

.  14.92 


:  2.56 


2.50 


2.50 


|  5.20 

I 

1 


Cheese,  1938  (2nd)  Edition:  Van 
Slyke  and  Price.  (Orange  Judd 
Publishing  Company. ) 


Each 

I 

I 

1 


Clinical  Diagnostics  of  the 
Internal  Diseases  of  Domestic 
Animals,  1936  Edition:  Malkmus 
and  Oppermann.  (Alex  Eger,  Inc 


Each 


•  > 


2.72 


2.81 


f 


BOOKS 

Veterinary 


NOMENCLATURE  AND  DESCRIPTION 


Dairy  Bacteriology,  1938  (2nd) 
Edition:  Bernard  W,  Hammer. 
(John  Wiley  &  Sons,  Inc.) 

Diseases  of  the  Small  Domestic 
Animals,  A  Textbook  of  the, 
19i+3  (J-lth)  Edition:  Oscar  V. 
Brumley.  (Lea  &  Febiger.  ) 


r  t 

|  UNIT 
UNIT  ;  PRICE 


h«c 


h  5  $2.50 


2?  ch 


It.  00 


Dollar’s  Veterinary  Surgery  - 
General,  Operative  and  Regional, 
1938  (3rd)  Edition:  John  A.  W. 
Dollar.  Reedited  by  J.  J. 
O’Connor.  (Alex  Eger,  Inc.) 


Each 


10.00 


Feeds  and  Feeding  -  A  Handbook  Each 
for  the  Student  and  Stockman, 

1936  (20th)  Edition:  W,  A. 

Henry.  Revised  by  Frank  B. 

Morrison.  (The  Morrison  Pub¬ 
lishing  Company. ) 


h.k5 


Food  Control,  Its  Public  Health 
Aspects,  1939  (1st)  Edition: 
James  H.  Shrader.  (John  Wiley 
&  Sons ,  Inc .  ) 


Each  j  3.00 


Food  Technology,  1937  (1st) 
Edition:  Prescott  and  Proctor. 

(McGraw-Hill  Book  Company,  Inc. ) 


Each 


Horseshoeing,  Text  Book  of,  1913  jEach 
(llth)  Edition:  A.  Lungwitz. 
Translated  by  G.  W.  Adams. 

( J.  B.  Lippincott  Company. ) 


1+.00 


2.25 

| 


Infectious  Diseases  of  Domestic  Each  !  5*02 

Animals,  The,  19U3  (1st)  Edition: 

William  A.  Hagan.  (Comstock 
Publishing  Company,  Inc.) 


c 


BOOKS 

Veterinary 


MED  3 


UNIT  i  REPLACEMENT  RATES 


NOTES  NOMENCLATURE  AND  DESCRIPTION 


I  UNIT 


PRICE 


ZI 


T  OF  OPNS i STATUS 


•Market-Milk  Industry,  The,  19Ul 
(1st)  Edition:  Roadhouse  and 
Henderson.  (McGraw-Hill  Book 
Company,  Inc. ) 


Each 


jMeat  Hygiene,  A  Text  Book  of, 
19U3  (8th)  Edition:  Richard 
Edelmann.  Revised  by  Mohler 
and  Eichhorn.  (Lea  &  Febigor,  ) 


Es  c  h 


Microbiology  of  Foods,  I9I4I4- 
(2nd)  Edition:  F.  W.  Tanner. 
(The  Garrard  Press.) 


f 


Microbiology  of  Meats,  19l|2 
(1st)  Edition:  Lloyd  B.  Jensen, 
Editor.  (The  Garrard  Press.) 


Each 


Microbiology  of  Meats,  19^5  Each 

(2nd)  Edition:  Lloyd  B.  Jensen, 
Editor.  (The  Garrard  Press.) 


Military  Meat  and  Dairy  Hygiene,  I  Each 
I92I4.  (1st)  Edition:  Horace  S. 

Eakins,  Editor.  Surgeon 
General’s  Office,  U.  S.  Army. 

(The  Williams  &  Wilkins  Company.) 


Milk  and  Milk  Products,  19l;3  (3rd )  Each 
Edition:  Eckles,  Combs,  and 

*  Macy.  (McGraw-Hill  Book  Company, 

Inc'.) 


Official  and  Tentative  Methods  of  Each 
Analysis  of  the  Association  of 
Official  Agricultural  Chemists,  | 
Inc.,  19^0  (5th)  Edition: 

Association  of  Official  Agricul-  i 
tural  Chemists,  Inc.  (Associa¬ 
tion  of  Official  Agricultural 
Chemists,  Inc.) 


■$14.25 


It.  05 


|  Each  :  12.50 


3.06 


5.50  |  . I 


3.00 


•  •  •  •  • 


3.06 


U.00 


LS 


LS 


i  S 


LS 
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CLASS  B 


BOOKS 
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B000673 


$3870070 

Former 

B000159 


B870090 

Former 

B000211 


mittee  on  Recording:  of  the  Instil 
tute  Plan  Commission,  Institute 
of  American  Meat  Packers.  ..(The 
Institute  of  Meat  Packing:, 

!  University  of  Chicago. ) 


Special  Pathology  and  Therapeutics!  Set 
of  the  Diseases  of  Domestic 
Animals,  3  Volumes,  1938  (l+th 
English)  Edition :  Hutyra  and 
Marek.  Translated  and  reedited 
by  J.  Russell  Greig  and  others. 

(Alex  Eger,  Inc.) 

Standard  Methods  for  the  Examina¬ 
tion  of  Dairy  Products,  19Ul 
(8th)  Edition:  American  Public 
Health  Association  and  Associa¬ 
tion  of  Official  Agricultural 
Chemists,  Inc.  (American  Public 
Health  Association.  ) 


35.00 


Each  |  2.25 


HUMBER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACE! 

ZI 

[ENT  RATES 
T  OF  OPNS 

STATUS 

$3861030 

Former 

B000289 

■  ■ 

Physiology  of  Domestic  Animals, 
The,  19U2  (5th)  Edition:  H.  IT. 
Dukes.  (Comstock  Publishing 
Company,  Inc.) 

Each 

*5.1(0 

S 

j 

i 

! 

$3861130 

Former 

B00067U 

Pork  Operations,  19U4  (5th) 
Edition:  The  Committee  on  Re¬ 

cording  of  the  American  Meat 
Institute.  (The  Institute  of 
Meat  Packing,  University  of 
Chicago.  ) 

Ea  ch 

; 

2.50 

s 

. 

1 

%B86llU0 

Former 

B000375 

Pork  Packing,  Volume  II,  1932 
(1st)  Edition:  Goederh  and 
Maddux.  (The  National  Pro- 
vis  ion  er,  Inc.) 

rpeh 

6.00 

IS 

- 

;%B86ll50 

Former 

B000119 

Practice  of  Veterinary  Medicine, 
The,  19U3  (llth)  Edition:  Denny 
H.  Udall.  (Denny  H.  Udell) 

Each 

! 

U.55 

•  - 

j 

i 

s 

#  #  #  #  # 

%B 87 0030 
Former 

Sausage  and  Ready- toServe  Meats, 
1938  (1st)  Edition:  The  Com- 

Each 

2.50 

. 

i 

s 

•  •  •  •  • 

-  Ln  - 


f 


I 


CLASS  B 


BOOKS 

Veterinary 


MED  3 


NUMBER 


/4B880030 

Former 

B000620 

B880130 

Former 

B000023 


#388  1  030 
Former 
B000610 


^B881070 
Former  ' 
B000621  . 


5&890130 

Former 
B 000607 

#3890150  | 

Former 
E 0006 12  | 

B890170 
Former 
B 0006 00 


NOTES  NOMENCLATURE  AND  DESCRIPTION 


UNIT 


;  UNIT  REPLACEMENT  RATES 
;  PRICE  ZI  T  OF  OPNS  STATUS 


Veterinary  Bacteriology,  19^2  Each 
(2nd)  Edition:  I.  A.  Merchant,  j 
(The  Collegiate  Press,  Inc.) 

Veterinary  Bacteriology,  Manual  j Each 
of,  19^3  (Uth)  Edition:  Kelser  , 
and  Schoening.  (The  Williams  & 
j  Wilkins  Company.  ) 


i  -16.30 


h.93 


(Veterinary  Helminthology  and  Each 

Entomology,  1933  (2nd)  Edition: 

H.  0.  Monnig.  (The  Williams  & 

|  Wilkins  Company. ) 


7.60 


(Veterinary  Military  History  of  (Set 
|  the  United  States,  2  Volumes, 

|  1935  (1st)  Edition:  Merillat 
j  and  Campbell.  (Haver-Glover 
:  Laboratories.) 

s 

> 

Veterinary  Obstetrics,  19^3  (UthO-Each 
Edition:  W.  L.  Williams, 
i  (W.  L.  Williams.) 

i 


i  Practical  Veterinary  Pharma  - 
,  cology,  Materia  Medica,  and 
Therapeutics,  191+3  (5th) 
Edition:  Howard  J.  Milks. 
(Alex  Eger,  Inc.) 
j  Veterinary  Surgery  Notes,  19I4I+ 
Edition:  Edward  R.  Frank. 

(Burgess  Publishing  Company. ) 


!  Each 


Each 


8.00 


U.22 

I 

i 

3.81 


UJ+0 


I 


t 

I 

i 


LS 


S 


I  s 

i 

s 


-  kl 


\ 


V 


CLASS  B 


BOOKS 

Miscellaneous 


MED  3 


— 

» 

NUMB ER 

NOTES 

NOMENCLATURE  AND  DESCRIPTION 

UNIT 

UNIT 

PRICE 

REPLACEMENT  RATES 

ZI  T  OF  OPUS  STATUS 

B950050 

(2) 

Library  Reference  Set,  No.  1; 

Each 

$86. UO 

1  0 

•  ••••  •••••  ^ 

B930060 

(?) 

Library  Reference  Set,  No.  2: 

Each 

150.10 

0 

•  ••••'  ••••+  O 

1 

1 

Key; 


*  -  Newly  standardized  item 
$  -  Reclassified  to  Standard 
If  -  Reclassified  to  Limited  Standard 
%  -  Nomenclature  corrected 


OSS 


